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PREFACE 


book is to provide an ' introduction to the 
principles and applications of thermodynamics for students of ehemistry 
and chemical engineering. All too often it , appears that- such , students 
tend to regard the subject as an academic and burdensome' discipline, only 
to discover at a later date that it is a highly important tool of great prac- 
tical value. The writer^s purpose has been to explain the general structure 
of thermodynamics, and to give some indication of how it may be used to 
yield results having a direct bearing on the work of the chemist. 

More than one hundred illustrative numerical problems are worked out 
in the text, and a total of about three hundred and sixty exercises of a 
variety of types have been included for solution by the reader. In the 
hope of imparting the whole subject with an aspect of reality, much of 
the material for this purpose has been taken from the chemical literature, 
to which references are given. In order to economize space, and at the 
same time to test the reader^s grasp of thermodynamics, the derivations of 
a number of interesting results have been set as exercises. To this extent, 
at least, the exercises are to be considered as part of the text, although 
their solution should in any event be regarded as essential to any adequate 
course in chemical thermod3mamics. 

In treating the various topics in this book the particular method em- 
ployed has been determined in each case by considerations of simplicity, 
usefulness and logical development. In some instances the classical, his- 
torical approach has been preferred, but in others the discussion follows 
more modern lines. Whenever feasible the generalized procedures, involv- 
ing reduced temperatures and pressures, ■which have been evolved in recent 
years chiefly by chemical engineers, are introduced. As regards statistical 
methods, the author feels that the time has come for them to take their 
place as an essential pari of chemical thermodynamics. Consequent!}?', 
the applications of partition functions to the determination of heat capaci- 
ties, entropies, free energies, equilibrium constants, etc., have been intro- 
duced into the text in the appropriate places where it is hoped their value 
will be appreciated,. 

The symbols and nomenclature are essentially those which iiave been 
widely adopted in the American chemical literature; however, for reasons 
given in the text, and in accordance with a modern trend, the Gibbs s^TObol 
M and the shorter term “chemical potential’^ are employed for the pariial 
molar free energy. Because atmospheric' pressure is postulated for the 
conventional standard state of a liquid,, some confusion lias resulted from 
the use of the same symbol for the standard state as tor tlie liquid at an 
arbitrary pressure. Hence, the former state is indicated in the text in 
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the usual manner, by a zero (or circle), but the latter is distinguished by a 
small square as superscript.^ ^ ^ ^ 

The writer would like to take this opportunity ^ to acknowledge his in- 
debtedness to certam books, namely, F. li. Macdougall,, '‘Thermodynamics 
and ' Chemistry’^; L. E/ Steiner,/ “Introduction to Chemical, Thermody- 
namics’:' ; F. Dodge, “Chemical Engineering Thermodjmamics" and, in 
part,i'Ciilar, G. N. Lewis/'and M.' Randall,. “Thermodynamics and the Free 
Energy /of Chemical Substances.”' lie is also sincerely. /grateful to Dr. 
/Allen E.' Stearn, University of. Missouri,, and Dr. Roy F. Neuron, Purdue 
University, for reading the manuscript of this book and for ma.king numerous 
suggestions which have helped materially to clarify and improve the treat- 
ment.. : Finally, the author wishes to express his thanks to his wife for 
reading the proofs, and for her continued aid and encouragement. 

SAMtJEXi GlASSTONE ^ 

B.bkkeley, Calif. 

November 1946 
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HEAT, WORK AND ENERGY 
L Intkodtjction , 

la. Scope and Limitations of Themodynamics,^— The subject matter of 
therniGdynamics is based essentially on two fundamental postulates (or laws) 
which summarize actual experience with regard to the interconversion of 
different forms of energy. These are called the first and second laws of 
thermodynamics. Thei'e is also another postulate dealing with certain as- 
pects of the second of these laws; it is often referred to as the third law of 
thermodynamicSj but its use is more restricted than is that of the other laws. 
By the application of relatively simple and well established mathematical 
procedures to the two basic laws, it has been possible to derive results which 
have proved of fundamental importance to chemistry, physics and engineer- 
ing, For example, equations have been developed giving the variation with 
temperature and pressure of certain physical properties of substances. Of 
more direct interest to the chemist, however, is the derivation of the exact 
conditions for spontaneous chemical reaction and for chemical equilibrium. 

Although the great practical value of thermodynamics is undeniable, as 
will be shown in the subsequent pages, there are certain limitations that 
must be borne in mind. The methods of thermodynamics are independent 
of atomic and molecular structure, and also of reaction mechanism. Conse- 
quently, the results throw no direct light on problems related to these sub- 
jects. The conclusions of thermodynamics may be correlated with those 
of the kinetic theory of matter, for example, but the distinction between the 
two approaches to the study of physical problems must be clearly under- 
stood, Thus, the observable thermodynamic property of a body known as 
its ^^temperatiire^'' may be regarded as being determined by the average 
kinetic energy of the molecules. However, the concept of temperature as 
used in thermodynamics is independent of any theories concerning the exist- 
ence of molecules. As will be seen shortly, temperature, like other thermo- 
dynamic variables of state, is based on experimental, macroscopic observa- 
tion of the body as a whole. 

One aspect of thermodynamics is the prediction of relationships between 
various quantities that are directly observable or which can be derived from 
observable properties, but thermodynamics alone cannot give any indication 
of the actual values of these quantities. In order to obtain the information 
it is possible to invoke certain procedures, such as the kinetic theory of 
matter, statistical mechanics and the Debye-Htickel theory, which really 

^P. W. Bridgman, ^The Nature of Thermodynamics/' 1941. 
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lie outside the scope of thermodynamics. Nevertheless, because such 
methods and theories provide a means for the: calculation of thermod3mamic 
properties, they may be regarded as complementary to thermodynamics. 
They are, however, not essential, for the observable quantities under con- 
sideration can usually be obtained by experimental methods without recourse 
to theory.. 

As far as chemical reactions are concerned, thermodynamics can indicate 
whether a particular process is .'possible or- not, under a given set of circum- 
stances, e.g., temperature and concentrations of reactants and products: 
However, no information can be obtained from pure thermodynamics as to 
the rate at which the reaction will take place. For example, it can be shown 
by means of thermodynamics that hydrogen and oxygen gases should com- 
bine to form liquid winter at ordinary temperatures and pressures, but it is 
not possible to state whether the reaction will be fast or slow. Actually, in 
the absence of a catalyst, the combination is so slow as to be imdetectable 
in many years. In effect, thermodynamics deals quantitatively wdth equi- 
librium conditions, that is, conditions which do not change with time, and 
it does not take into account the rate of approach to the equilibrium state.^ 

2. Temperature 

2a. The Concept of Temperature.— Since the laws of thermodynamics 
deal with the interconversion of energy, it is necessary to consider the sig- 
nificance of energy, and of the related quantities, heat and wmrk. Before 
doing so, however, it is desirable to examine the concept of temperature. 
The ability to distinguish broadly between hot and cold is a familiar faculty 
of the human senses. A substance which is hot is said to have a higher tern- 
perature than one which is cold. If a hot body, such as a piece of metal, is 
placed in contact with a similar but colder body, then after a short time the 
senses show that one is neither hotter nor colder than the other. That is to 
say, the two bodies have attained a state of thermal (or temperature) equi- 
librium, and they are both said to be at the same temperature. The body 
which was originally hot will now feel colder to the touch, ’whereas the colder 
one will now feel hotter. The temperature of the hot body has consequently 
decreased while that of the cold body has been raised until at equilibrium the 
two temperatures are the same. It would appear, therefore, that something 
— ^actually energy — ^is transferred from the hotter to the colder body until 
the two bodies have equal temperatures; that which is apparently transferred 
in this manner is called ^^heat.” Thus, heat may be defined as that loMch 
passes from one body to another solely as the residt of a difference m temperature. 
The quantity of heat transferred in this manner depends, in the first place, 
on the change of temperature of each body. Another factor, namely the 
heat capacity, will be considered later. 

Although the human senses can detect temperature differences to some 
extent, they are obviously not adequate for precise measurement; neither 

®S. Giasstone, K. J. Laidler and H. Eyiing, *Tiic Theory of Rate Processes/^ 1941. 
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TEMPEEATURE' 

can they be used to associate a definite number with each temperature. 
For these purposes it is necessary to have an instrument or device known as 
a “thermometer/^ The principle of the thermometer is based on the fact 
that certain properties, such as volume or electrical resistance, vary with 
temperature. In the ordinary mercury thermometer, for example, use is 
made of the change in volume of mercury with temperature; in this case, 
however, the volume changes are observed by the alteration in length of the 
column' of mercury in a narrow ^glass tube. ^ Suppose such a thermometer is 
placed in contact with a body until thermal equilibrium is attained; the 
position of the mercury in the glass tube is then said to represent an arbi“ 
trary temperature of t degrees 0°). It has been found experimentally, in 
agreement with expectation, that if two bodies are each in thermal equilibrium 
with a third, they are in thermal equilibrium with one another. This fact 
renders possible the use of the thermometer as an indicator of temperature. 
It means that whenever the mercury reaches a certain point the temperature 
of any body is always f, provided thermal equilibrium is attained between 
the body and the thermometer. 

2b. Thermometric Scales: The Centigrade Scale. — In order to use a 
thermometer for the quantitative expression of temperature and of tempera- 
ture differences, two things are necessary. First, a zero point of the tem- 
perature scale must be chosen, absolutely or arbitrarily, and second, the 
size of the unit, i.e., the degree, must be defined. On the centigrade tem- 
perature scale the zero is taken as the “ice point, that is, the freezing point 
of water in contact with air at standard atmospheric pressure (76.00 cm. of 
mercury).* The size of the degree is then defined by postulating that the 
“steam point, that is, the boiling point of water at standard atmospheric 
pressure, shall be taken as exactly 100®. 

li X represents any physical property which varies with temperature, 
Xo and Xioo are the values at 0® and 100®, respectively, on the centigrade 
scale; the degree is then represented by the change li-^-CXioo Xo) in the 
given property. If X is the value of the property at any temperature f the 
magnitude of that temperature is then f, as given by 



: X,- Xo 
xwCXioo — • Xo) 


( 2 . 1 ) 


In the common mercury thermometer X is the length of a mercury column in 
a glass tube, and the distance between the positions representing Xo and 
Xioo is divided into one hundred equal parts, in order to facilitate evaluation 
of the temperature in accordance with equation (2.1). 


* It should be noted that C is taken as the freezing point of water ict equilibrium, 
and lienee saturated, with air at 1 atm. pressure, ami not that of pure water; the freezing 
point of the latter is + 0.0023® C. 

t By the expression **the valiui of the property at any tempcratoe*^ is implied the value 
of the property of the thermometric substance when it is in thermal equilibrium with a body 
at the given temperature. 
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Since the property X of different thermometric eiibstances, or the differ- 
ent fchermoinetric properties, of a given substance, do not vary in an identical 
manner with temperature, various thermometers, all of which have been 
standardized 'at 0*^ and 100^ C, may indicate different temperatures when in 
thermal equilibrium with the same body at an intermediate point. A 
mercury thermometer and a toluene thermometer, for example, which agree 
at 0"^ and 100^ C, would differ by several degrees in the vicinity of 50'' C. 
Even mercury thermometers in tubes made of various types of glass indicate 
slightly different temperatures.® 

■ 2c. Jhe Absolute Heal Gas Scale. — Gases have frequently been used as 
thermometric substances; thus X may represent the volume of a given mass 
of gas at constant pressure, or the pressure at constant volume. However, 
here again, the variation with temperature of the volume (or pressure) of a 
gas depends somewhat on the nature of the gas. For gases, such as hydro- 
gen and helium, which do not depart greatly from ideal behavior (§ 6c) 
under ordinary conditions, the temperatures recorded do not differ very 
appreciably, and the differences become less marked as the pressure of the 
gases is decreased. It appears, from experimental observation, that at 
sufficiently low pressures or, better, if the results are extrapolated to zero 
pressure, the temperature of a given body as recorded by a gas thermometer 
would always be the same irrespective of the nature of the gas.^ 

It follows, therefore, that when gases approximate to ideal behavior, i.e., 
at very low pressures, the differences in their thermometric properties dis- 
appear. This fact presents the possibility of devising a temperature scale 
which shall be independent of the thermometric substance, the latter being 
a hypothetical ‘'ideal gas.'^ Such a scale is the so-called “absolute ideal gas 
scale,'' in which the (absolute) temperature is taken as directly proportional to 
the volume of a definite mass of an ideal gas at constant pressure^ or to the pres- 
sure at constant volume. For convenience, the magnitude of the degree on 
the absolute scale is usually taken to be the same as on the centigrade scale 
(§ 2b), so that the absolute temperature T on the ideal gas scale is given by 



V 

jhiJioo - Vo) 


( 2 . 2 ) 


where V is the volume of the ideal gas at this temperature, and Vmo and 
Fo are the corresponding volumes at the steam point and ice point, respec- 
tively, all the volumes being determined at the same pressure. 

The value of the ice point To on the absolute scale may be determined by 
setting V equal to Fo in equation (2.2), so that 



Fo 

rUmo - Fo) 


( 2 . 3 ) 


By making measurements on various gases, at constant pressures, and 

3 International Critical Tables, ¥ol I, p. 55. 

^ Cf. , Wensel, J. Ees. Nat Bur. 22, 375 (1939). 
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extrapolatiDg the results to zero pressure, it has been found that the ice 
point ro,. as (2.B), is 273.16°. ; Temperatures on the abso- 

lute ideal gas .scale are thus obtained by adding 273.16° to the temperature 
of the ideal gas thermometer on the ordinary centigrade scale, i.e., with the 
:ice 'point taken as' 0° C [equation' (2.1)']. ' It will be noted from equation 
(2,2) that'on the absolute scale the volume of an ideal gas should become 
zero. at a temperature of, zero degrees. ' This, hypothetical point, which 
should be 273.16° C, is known as the absolute zero of temperature; it 
'presumably represents' the lowest conceivable temperature. There are ■ rea- 
sons for believing that the absolute zero is unattainable (§ ISJ), although 
temperatures within less than 0.005° of it have been realized. 

It will be seen in Chapter VII (§ 18k) that it is possible to develop an 
absolute temperature scale, also independent of the nature of the thermo- 
metric substance, based on the second law of thermodynamics. This is 
sometimes called the Kelvin scale, in honor of its originator, Lord Kelvin 
(William Thomson). Actually, the thermodynamic scale can be shown to 
be identical with the absolute ideal gas scale, as defined above; hence, tem- 
peratures on the latter, as well as the former, scale are represented by the 
symbol ° K. The ice point is consequently 273.16° K. It may be noted, 
incidentally, that the thermodynamic derivation of the absolute temperature 
scale provides a more definite interpretation of the absolute zero, i.e., the 
lowest limit of temperature, than is possible hy means of the ideal gas 
thermometer.'^ 

2d. Practical Temperature Scale.— For practical purposes gas thermom- 
eters are not satisfactory; consequently a number of fixed points have been 
chosen by international agx’eement wliich can be used for the determination 
of experimental temperatures on the centigrade scale. The addition of 
273.16 then gives the corresponding absolute temperatures. The following 
temperatures are taken as primary standards: boiling point of oxygen, 
~ 182,97° C; ice point, 0.00° C; steam point, 100.00° C; boiling point of 
sulfur, 444.60° C; melting point of silver, 960.5° C; and melting point of gold, 
1063° C, all at standard atmospheric pressure. A number of subsidiary fixed 
points, some of which extend the scale to 3400° C, and others of wdiich 
determine various intermediate temperatures, have also been proposed.^ 

, 3. Work, Energy and Heat 

: ; 3a. Work and Energy. — Mechanical work is done whenever the point of 
.appUcoMow, of a force is displaced in the dmction of the force. If F is the 
magnitude of the force and I is the displacement of its point of application, 
in the direction in which the force acts, then the mechanical work done is 
equal to the product F X Z, expressed in appropriate units. In addition to 

* Engineers frequently express temperatures on the Rankine (absolute) scale, using the 
Fahrenheit degree; the temperature is then given by F{F) + 459.69° R. 

Burgess, J. Res. Nat Bur. Stand., 1, 635 (1928); Eoeser and Weasel, ibid., 14, 247 
(1935). 
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mechanical work, other forms of work are possible, e.g., electrical work, but 
in each case the work done is equal to the product of a generalized force, 
sometimes referred to as the intensity factor, and a generalized displacemert, 
the capacity factor. , In electrical work,, for example, the generalized force 
is the so-called electromotive force, i.e.,'the E.M.p., and the, generalized dis- 
placement is the quantity of electricity. The work done is thus equal to 
the product of the applied e.m.f. and the quantity of electricity which 
is. passed. 

Energy is defined as any property which can be produced from or comerted 
into workj including, of course, work itself. There are thus various mani- 
festations of energy, as represented by the different forms of work, but each 
can be expressed as the product of an intensity factor and a capacity factor. 
Further, because of the connection between Avork and energy, all forms of 
the latter can be expressed in work units. The derivation of the concept of 
energy through those of force and work, as given above, folIow’'s historical 
tradition. However, because heat, which is a form of energy, cannot be 
completely converted into work, some Avriters prefer to describe energy as 
that which can be transformed into heat, as defined in § 2a, including heat itself. 
Although this approach to the subject of energy has some advantages, the 
one used here is somewhat simpler when the problems of dimensions and 
units of energy come up for consideration. 

3b. Dimensions and Units of Energy. — By Newton^s laws of motion, me- 
chanical force is equal to the product of mass and acceleration; hence force has 
the dimensions of mass X length/ (time)^, i.e., Since work is equal to force 

multiplied by length, as stated above, the dimensions of work are and ail 

forms of energy must consequently have these dimensions. The unite of mass, 
length and time usually employed in scientific work are the gram (g.), centimeter 
(cm.) and second (sec.), respectively, constituting what is known as the c.g.s. 
system. The meter, or 100,000 cm., was originally defined as 10~" times the length 
of the earth^s quadrant, from north pole to equator, passing through Paris. The 
standard meter is, however, the distance between two marks on a bar at 0® C, kept 
at Sevres, near Paris. The standard kilogram, i.e., 1000.00 grams, is taken as the 
mass of a lump of platinum, also at Sevres.* It was intended to be equal to the 
weight of exactly 1000 ce. of pure water at its temperature of maximum density, 
i.e., 4*^ C, but there is actually a small difference. The liter is the volume occupied 
by 1 kilogram of water at 4® C and 1 atm. pressure; it was meant to be 1000 cc., 
but is actually 1000.02S cc. Because of this discrepancy it is becoming the prac- 
tice to express volumes of liquids and gases in terms of the milliliter (ml.), which 
is exactly one-thousandth part of a liter. I'or most purposes, however, the differ- 
ence between the ml. and the cc. is not significant. The second is defined as 
1/86,400 part of a mean solar day, the latter being the average interval between 
successive transits of the sun across the meridian at any given place. 

The unit of energy in the c.g.s. system is the erg; it is the work done when a 
force of 1 dyne acts through a distance of 1 cm., the dyne being the force which 
acting for 1 sec. on a mass of 1 g. produces in it a velocity of motion of i cm. per 

* Exact duplicates of the standard meter and kilogram are kept at the National Bureau 
of Standards, Washington, D. C. 
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sec. Since the erg is so small, a subsidiary unit, the joule, is defined as 10“ ergs. 
Unfortunately, confusion has arisen because of the necessity for distinguishing 
between the absolute joule as thus defined, and the international joule, based on 
electrical measurements. The latter is tlie work done when 1 (international) 
coulomb, i.e., 1 ampere-second, of electricity flows under the influence of a poten- 
tial, i.e., E.M.F., of 1 (international) volt. The {international) coulomb is the 
quantity of electricity which will cause the deposition of 1.11800 milligrams of 
silver in the electrolysis of a solution of silver nitrate under certain specified condi- 
tions. The (international) volt is defined in terms of the e.m.f. of the Weston 
standard ceil, which is taken to be exactly 1.0183 (international) volts at 20® C. 
On this basis, the international joule is apparently equal to 1.0002 absolute joules.® 

Problem: A quantity of 26.45 coulombs of electricity flows through a conductor 
under the influence of a fail of potential of 2.432 volts. Calculate the energy 
expenditure in (a) international joules, (b) ergs. 

The electrical work done, i.e., the energy expended, is equal to the product of 
the quantity of electricity and the applied potential difference. Since the former 
is given in int. coulombs and the latter in int. volts, the result will be in int. joules; 
thus, 

Energy expenditure == 26.45 X 2.432 = 64.33 int, joules. 

The int. joule is equal to 1.0002 abs. joules, and hence to 1.0002 X 10^ ergs, so that 
Energy expenditure = 64.33 X 1.0002 X 10^ = 64.34 X 10^ ergs, 
to four significant figures. 

3c. Heat and Energy. — In view of the definitions of energy given above, 
heat must be regarded as a form of energy, since most forms of work can be 
readily converted into heat, and heat can be, at least partially, converted 
into work. Heat is produced from mechanical work, for instance, by means 
of friction, and electrical work is transformed into heat by the passage of 
electricity through a resistance. On the other hand, by means of a suitable 
machine, viz., a heat engine, a certain amount of heat can be converted into 
work. From the standpoint of thermodynamics, heat is energy in transit; it 
is the form in which energy is transferred from one body to another, either 
by direct contact or by means of radiation, as the result of a difference of 
teniperature. In evaluating the quantity of heat energy that has passed to 
a given bod}”, tlie intensity factor is the change of temperature, and the 
capacity factor is the heat capacity (§ 3d); the product of these two (|iian- 
tities, which can be vStated in ergs if required (§ 3e), is a measure of the heat 
energy transferred. 

3d. Heat Capacity.— As a general rule, heat is expressed in terms of a 
unit known as the (15®) calorie, which is defined as the quantity of heat 
required to raise the temperature of 1 gram of %yater by 1® in the vicinity 
of 15® C. The actual temperature is specified because the quantity of Ijeat 
that must be supplied to raise the temperature of a given amount of writer, 
or of any other substance for that matter, by 1® depends to some extent on 
the temperature 'itself. 

® Birge, Rev, Mod, Phys., 13, 233 (194E : Curtis, J. Res. Nat, Bur. Sta7u}., 33, 235 (1944). 
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The heat capacity of a body is the property which multiplied by the 
temperature change gives the quantity of energy which has entered or left 
the body as heat when it is brought into contact with another body having 
a different temperature. Thus, if the temperature of the body is raised 
from Ti to ^2 by the passage to it of an amount of heat Q, the heat capacity 
G of the body is given by 

Q = CiT^ - Ti). (3.1) 

According to this equation, 


SO that the heat capacity is sometimes defined as the quantity of heat re- 
quired to raise the temperature of a body by T. From the definition of the 
calorie given above, it is evident that the heat capacity of 1 gram of water, 
in the vicinity of 15° C, is equal to 1 (15°) calorie. 

The heat capacity is a property which is proportional to the quantity of 
matter present, and this must consequently be stated. Two particular 
quantities are commonly employed. Tlie heat capacity is frequently re- 
ferred to 1 gram of material; it is then called the specific heat. Thus, the 
specific heat of water is exactly 1 calorie per degree per gram in the region 
of 15° C. From the standpoint of the chemist, a more useful form of the 
heat capacity is that referred to 1 mole, i.e., the molecular (or formula) 
weight in grams. The quantity of heat is then known as the molar heat 
capacity. 

As already indicated, the heat capacity of a body or substance usually 
varies with the temperature. The heat capacit}^ as defined b}" equation 
(3.2) is thus the mean value for the temperature range from Ti to T 2 . In 
order to define tlie heat capacity at a given temperature it is necessary to 
make the temperature interval as small as possible; thus, if tlie temperature 
increase T% — Ti is represented by AT, the true heat capacity is given by 
the expression 


lim 

AT 


Since the quantity of heat Q is usually stated in calories and AT in degrees, 
it is evident that the dimensions of heat capacity are calories/degrees for the 
given amount of material, e.g., cal. deg.“^ or cal, deg."*^ mole™^, that is, 
calories per degree per gram (or per mole). 

It will be seen later (§ 9b) that the heat capacity of a substance can have 
a definite value only under certain specified conditions. The two most im- 
portant are constant pressure and constant volume. It is necessary to indi- 
cate, therefore, the particular conditions under which heat is transferred to 
or from the given vSiibstance. 


* Unless othemise stated, the term will refer to the sinijAe formula wei^iit in 

grams; thus, the mole of acetic acid is 60.05 g., in spite of the fact that a large proportion of 
(Ci;H40«>)2 molecules may be present. 
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: 3e.;: HeatrTlie- Beiaed Calorie. — Heat quantities are 

usually measured by means of a caloriineter. In its simplest form this consists 
of a vessel, which is insulated as well as possible in order to prevent loss or gain 
of heat, and which contains a calorimetric liquid, usually water. The heat ca- 
pacity of the calorimeter and its contents is determined by placing an electrical 
conductor of known resistance in the liquid, and passing a definite current for a 
specified time. The accompanying increase of temperature of the calorimeter is 
then determined by means of a thermometer placed in the liquid. From the 
resistance, current and time the amount of electrical energy expended can be 
caieulated in terms of int. Joules. If it is assumed that this energy is completely 
transferred from the conductor to the calorimetric liquid in the form of heat, the 
heat capacity of the calorimeter can be determined in int. Joules per degree. 

Problem: A current of 0.565 amp. is passed for 3 min. 5 sec. through a coil of 
resistance 15.43 ohms contained in a calorimeter. The rise of temperature is ob- 
served to be 0.544° C. Assuming that no heat is lost to the surroundings, calculate 
the heat capacity of the calorimeter. 

By Olim^s law, the fall of potential (or across the resistance coil is equal 

to J X Rf where I is the current and R the resistance. The electrical work is 
equal to the product of the e.m.f. and the quantity of electricity, and since the 
latter is given by J X tj where t is the time for which the current is passed, it 
follows that 

Electrical Work — I- X R X t 

If I is in int. amps., R in int. ohms * and t in sec., the work will be given in int. 
Joules. In the present case, therefore, taking the heat generated as equal to the 
electrical work, it is seen that 

Heat generated = (0.565)^ X 15.43 X 185 int. Joules. 

Since the rise of temperature of the calorimeter is 0.544° C, it follows that 

Heat capacity = (0.565)- X 15.43 X 185/0.544 
== 1675 int. Joules deg."’^ 

Once the heat capacity of the calorimeter is known, the value of any quantity 
of heat transferred to it, as the result of a chemical reaction, for example, can be 
readily determined by equation (3.1). Similari}', the heat capacity of any sub- 
stance can be found from the amount of heat it transfers to a calorimeter; the 
cliange in temperature of the substance must also be known. In actual prac- 
tice various devices are used to im])rove the accuracy of the results, but the 
foregoing description indicates the fundamental principle involved in modern 
eaiori metric work. 

In order to convert the results obtained by the electrical heating method into 
calories, it is necessary to know the relationship between Joules and calories. That 
there is such an exact connection is really an aspect of the first law of thermody- 
namics (§ 6a), wliieh will be tacitly assumed for the present. Because of a slight 
uncertainty, of about two parts in 10,000, concerning the relationship between the 
standard ( l5°) calorie, as defined in § 3d, and the int. joule (§ 3b), a defined calorie, 

* All int. ampere is the current which fiowing for 1 sec. gives 1 int. coulomb of elec- 
ti'iciiy, and an int. ohm is the resistance of a conductor through which passes i int.' ampere 
when 1 int, volt is applied. 
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equivalent to 4. 1833: int. joules lias been proposed.^', TMs differs to a very smai 
■extent from the standard ■calorie, and is^ equal to the speGific; heat of water , at 
about 17° C. 

Problem: A chemical reaction was allowed to take place in a calorimeter and 
the rise of teniperature was observed. In order to obtain the same increase of 
temperature it was necessary to pass a current of 0.565 amp. for 185 sec. through 
a heating coil of resistance 15.43 ohms. Calculate the heat in defined calories 
evolved in .the reaction. 

The heat produced in the reaction is here exactly equal to that obtained from 
the eiectnc current. Hence, from the preceding problem it follows that 

Heat evolved in the reaction =? 1675 int. joules 

== 1675/4.183 = 400.4 calories. 

31 Heat and Work. — ^It will be seen in Chapter VII that heat differs 
from all other forms of energy in one highly significant respect. Whereas 
all other forms of energy are completely convertible into work, at least in 
principle, heat cannot be completely transformed into work without leaving 
some change in the system or its surroundings. In the continuous conver- 
sion of heat into work, by means of a heat engine, for example, part of the 
heat taken up at a particular temperature is converted into work, and the 
remainder is given out at a lower temperature (see Chapter VII). For this 
reason, it is convenient in the thermodynamic treatment to distinguish be- 
tween the energy that enters or leaves a body as heat, i.e., due to a tempera- 
ture difference, and energy that is transferred in other ways. The latter 
usually considered under the general description of “work/^ of which various 
types, e.g., mechanical, electrical, surface, etc., are possible. The gain or 
loss in energy of a body may thus be defined m terms of the 
heat transferred to or from it^ and the work done upon or 
by it 

3g. Work of Expansion.— In most processes of in- 
terest to the chemist, the only work involved is that due 
to a change of volume against an external pressure, e.g., 
that of the atmosphere. This is frequently referred to 
as work ^ of expansion. Consider any substance, which 
may be gaseous, liquid or solid, contained in a cylinder 
of cross-sectional area a (Fig. 1), fitted with a piston * 
upon which is exerted a constant pressure P; the total 
force acting on the piston is then the product of the pres- 
sure and the area, i.e., P X a. Suppose the siibsta:.iice in 
the cylinder expands, and as a result the piston is raised 
through a distance h. The work done against the external pressure, that 
is, the work of expansion, is equal to the force P X a multiplied by the 

^ Rossini, J, Res. Nat. Bur. Stand.j 22, 407 (1939); IMuellcr anti Rossini, Am. J. 

12, i (1944). 

* It 'is assumed that th(‘ piston is wtaghtless and moves without friction, so that no 
work is lost in the actual motion of thc^ piston itself. 


I 

h 

I 


Fig. 1. Work of 
expansion 
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displacement h of its point of application in the direction of the force (§ 3a), 
i.e., P X a X h. The quantity a X the increase in volume in 

the expansion process, and this may be replaced hy V 2 Fi, where Vi is 
the initial volume and F 2 is the final volume. It follows, therefore, that 

Work of expansion = P(V 2 — Fi) (3.4) 

= PAY, (3.5) 

where AF, equal to F 2 Fi, is the increase of volume against the external 
pressure F, which is supposed to remain constant throughout the expansion. 

The units employed for expressing pressure and volume determine the 
units in which the work of expansion is obtained from equation (3.4) or (3.5). 
If P is given in dynes per sq. cm. and F is in cc., the work will be obtained 
in ergs, and this can be readily converted into abs. joules, i.e., 10^ ergs, and 
calories, if required. For some purposes, it is convenient to express the 
pressure P in atmospheres, and the volume change AF in liters; the work is 
then in liter-atm. 

Problem: A substance expands by 1 liter against a constant pressure of 1 atm. 
Calculate the work done in (a) liter-atm. units, (6) ergs, (c) int. joules, (d) defined 
calories. ■ 

(a) In this case P is 1 atm. and AF is 1 liter, so that the work of expansion is 
1 liter-atm. 

(5) To obtain the value in ergs, the pressure must be expressed in dynes cTn.”^ 
and the volume in cm.^, so that the product is in d^mes cm., i.e., ergs. A pressure 
of 1 atm. is equivalent to exactly 76 cm. of mercury, the density of which is 13.595 
at 0*^ C; hence, 

1 atm. = 76.000 X 13.595 X 980.66 dynes cm."^ 

= 1.01325 X 10® dynes cmr-j 

where the factor 980,66 cm. sec."’^ is the acceleration due to gravity, at sea level 
and a latitude of 45®. ' 

Since 1 liter is equal to 1000.028 cc. (§ 3b), the work of expansion is given by 
equation (3,5) as 1.01325 X 10® X 1,000028 X 10'', i.e., 1.0133 X 10® ergs, to five 
significant figures. ' 

(c) The int. joule is equal to 1.0002 abs. joules (§ 3b), and hence to 1.0002 X 10^ 
ergs. The J.0133 X 10'-^ ergs is thus equivalent to 1.0131 X 10- int. joules. 

(d) The defined calorie is 4.1833 int. joules, and so the work of expansion is 
1.0131 X 10V4.1S33 = 24.218 defined cal. 

The results may be summarized: 1 liter-atm. == 1.0133 X 10^ ergs ™ 1.0131 
X 10- int. joules = 24.21S clef. cal. 

3h. Conversion Factors* — Because quantities having the same dimen- 
sions, e.g., energy, are frequently expressed in various units, confusion is 
liaole to ensue unless all quantities are labelled correctly and completely by 
the appropriate units. One w^ay of diminishing the risk of error is to express 
all quantities in c.g.s. units (§ 3b) before undertaking any calculations, but 
this procedure is sometimes unnecessarily tedious. The treatment can often 
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be considerably; simplified by employing conversion factors, siicb as tbose 
derived in: the . problem in § Sg, and by utilizing the fact , that various unitS' 
can. be multiplied and divided, and that siihilar. units cancel one another if 
they appear in 'the numerator and denominator of a fraction. A number of 
■conversion factors which mil be required from time to time are.uolleeted in 
: Table 1 of the Appendix at the end of the book. 

■ In applying these factors, a useful device which avoids the, possibility of 
error in the less simple cases, is to convert them into a dimensionless form. 
:For example, as seen above, 1 liter-atm. is equivalent to 24.218 cal.; hence, 

■ 24.218 caL /liter-atm., i.e., 24.218 cal. liter"*^ atm."“^, is equal to unity, without 
;dimensions. It is then permissible to multiply one side of an expression by 
unity' and.' the other, side by 24.218 cal, liter“^ atm.“h The subsequent 
cancellation of identical units with opposite exponents makes conversion 
from one set of units to another a relatively simple matter. The application 
of the foregoing ideas will be illustrated in subsequent portions of the book.^ 

EXERCISES 

L A mercury-m-glass thermometer is standardized at 0® and 100° C. The 
change of volume of mercury between these temperatures is represented by 

^ + 1.8146 X 10”^^ + 9.205 X lO'^^s)^ 

where Vt w the volume at the correct centigrade temperature f. Neglecting 
the expansion of the glass, what temperature will the thermometer read at 
exactly 50° C? 

2. A current of 1.243 amp. is passed for 15 min. 45 sec, through a resistance 
of 20.18 ohms. Calculate the heat generated in (i) joules, (ii) ergs. 

3. The heat generated in the preceding exercise is liberated in a calorimeter, 
and the temperature rises by 0.287° C. Evaluate the heat capacity of the 
calorimeter in (defined) cal. deg.~^. 

4. When an electric current was passed through a heating coil of resistance 
16.49 ohms, the fall of potential across the coil was 3.954 volts. Neglecting 
loss of heat by radiation, etc., determine the rate of increase of temperature, in 
deg. sec,"“^, of a calorimeter, with a heat capacity of 125.4 (defined) cal. deg,"*^. 

5. The heat capacity of a calorimeter was found to be 218.4 cal. deg.“^ at 
23° C. When a piece of metah weighing 19.46 g., previously heated to 100.00° G, 
was dropped into the calorimeter, the temperature of the latter wm found to rise 
from 22.45° to 23.50° C. What is' the mean heat "capacity of the m^etai in .caL 
deg.-^g.”^? 

6. A quantity of 2.500 g. of a metal of mean heat capacity 0.0591 (defined) 
cal. deg.~^ g.“^ is cooled from the steam point to the ice point. Determine tlie 
total heat evolved in (i) ergs, (ii) abs. joules, 

7. The volume of a gas, corrected to ideal behavior, is 442.6 mi. at the ice point. 
At a certain temperature the volume has increased by 22.42 inL, at constant 
pressure. What is the temperature on the centigrade scale? 

8. Justify the statement in the text that if the degree is taken as that on tlie 
Fahrenheit scale, absolute temperatures on the Eankine scale are equal to 
fF + 459.69°. 

® E. F. Newton, private communication. 
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9. The specific volume of liquid acetic acid exceeds that of the solid at the 
melting point by 01595 cc. at 1 atm. pressure. Determine the work of ex” 
pansion, in defined caL, aecompan3dng the fusion of 1 mole of. acetic acid at 
atmospheric pressure.' 

lOJ Galeulate the work done against a constant pressure of 740.0 mm. when 1 
mole of water evaporates completely at 100® C; the specific volume of water is 
approximately 1 cc. and that of the vapor is 1720 cc. g.“^. Express the results 
in (i) ergs, (ii) liter-atm.> (iii) abs. joules, (iv) int. joules, (v) defined caL 
^ 11 . The density of mercury at 0® C and 1 atm. pressure is 13.595 g. cc.”^. 
Using the expression in Exercise 1, determine the work of expansion in ergs when 
the tempemture of 100 g. of mercury is raised from 0® to 100® C at 1 atm. pressure. 
Given that the mean specific heat in this range is 0.0330 caL deg,“^ g.““^ what 
proportion of the total amount of heat supplied to the mercury is the work of 
expansion? 

12 . The faraday is usually given as 96,500 coulombs per g, equiv.; show that 
it is also equal to 23,070 cal. volt“^ g. equiv.“S and that the quantity 23,070 cal. 
volt'"^ g. equiv.’"^ faraday"”^ is dimensionless and equal to unity. 
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PROPERTIES OF THERMO BYNAMIG, SYSTEMS 
4. Thermodynamic Systems' 

4a. '.Types of' System. — In order to develop the consequences of the laws' 
of thermodynamics, which will be considered sho^rtly, it is necessary to define 
the terms of reference. The portion of the universe which is chosen for 
thermodynamic consideration is called a system; it usiialty consists of a 
definite amount (or amounts) of a specific substance (or substances). A 
system may be homogeneous, that is, completely uniform throughout, such 
as a gas or a mixture of gases, or a pure liquid or solid, or a liquid or solid 
solution. When a system is not uniform throughout it is said to be hetero- 
geneous; it then consists of two or more phases which are separated from 
one another by definite bounding surfaces. A system consisting of a liquid 
and its vapor, or of two immiscible (or partially miscible) liquids, or of two 
or more solids, which are not a homogeneous solid solution, are examples of 
heterogeneous systems. There are, of course, numerous other kinds of 
heterogeneous systems, as is well known to students of chemical equilibrium 
and the phase rule.^ 

A system may be separated from its surroundings, which consist, in 
effect, of the remainder of the universe,* by a real or imaginary boundary 
through which energy may pass, either as heat or as some form of work. 
The combination of a system and its surroundings is sometimes referred to as 
an isolated system. 

4b. State of a System.^ — ^The thermodynamic or macroscopic state or, 
in brief, the state, of a system can be defined completely by four observable 
properties or “variables of state^^* these are the composition, pressure, vol- 
ume and temperature. t If the system is homogeneous and consists of a 
single substance, the composition is, of course, fixed, and hence tlie state of 
the system depends on the pressure, volume and temperature only. If these 
properties are specified, all other physical properties, such as mass, densit.v, 
viscosity, refractive index, dielectric constant, etc., are thereby definitely 
fixed. The thermodynamic pi'operties thus serve to define a system completely. 

In actual practice it is not necessary to state the pressure, the volume 
and the temperature, for experiment has shown that these three properties 
of a simple homogeneous system of definite mass are related to one another. 

^ B. Glasstone, “Textbook of Physical Cheniistry/^ 2nd ed., 1946, Chapters V, X and XL 

* For thermodynamic purpos<»s the “surroundings*' are usually restricted to a limited 
portion of the universe, e.g., a thermostat. 

t Electrical, magnetic, surface, gravitational and similar effects are neglected. 
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The value of any one of these properties thus depends on the values of the 
other two. The relationship between them is called an equation of state, 
but its precise form lieSj strictly speaking, outside the province of pure 
thermodynamics; an equation of state must be derived from molecular 
(kinetic) theory or from direct experiments on the system under considera- 
tion. lor example, the equation of state for an ideal gas, namely PV = ET, 
where P is the gas pressure, F is the volume of 1 mole, T is the absolute 
temperature, and P is a constant, is based partly on the kinetic theory of 
gases and partly on experiment. The van der Waals equation represents 
a modification of the ideal gas equation, derived by means of molecular 
theory. Other equations of state, particularly those involving several em- 
pirical constants, are determined foom experimental data, although their 
general form may have a theoretical basis. The derivation of such equa- 
tions is not possible by means of thermodynamics, but the results of thermo- 
dynamics may be applied to them with interesting consequences, as will be 
evident in the subsequent discussion. In any event, it may be accepted 
that, in general, the pressure, volume and temperature of a system are not 
independent variables, and consequently the thermodynamic state of a simple^ 
homogeneous system may be completely defined by specifying two of these 
properties. 

4c. Thermodynamic Equilibrium. — The results stated above, namely 
that only two of the three properties of a system, viz., pressure, volume and 
temperature, are independently variable, and that a homogeneous system of 
definite mass and composition is completely defined by these two properties, 
are based on the tacit assumption that the observable properties of the system 
are not undergoing any change with time. Such a system is said to be in 
thermodynamic equilibrium. Actually this term implies three different 
types of equilibrium which must exist simultaneously. First, there must be 
thermal equilibrium, so that the temperature is the same throughout the 
whole system. Second, if the system consists of more than one substance 
there must also be chemical equilibrium, so that the composition does not 
vary with time. Finally, the system must be in a state of mechanical 
equilibrium; in other words, there must be no macroscopic movements 
within the system itself, or of the system with respect to its surroundings. 
Disregarding the effect of gra\dty, mechanical equilibrium implies a uni- 
formity of temperature and pressure throughout the system; if this were not 
the case, it would, of course, be impossible to describe the S 3 ^stem in terms 
of the pressure, volume and temperature. 

Systems in which diffusion or chemical reaction is taking place at an appre- 
ciable rate are not in thermodynamic equilibrium, and consequently their state 
cannot be completely specified in a simple manner. Certain systems which are 
not in true equilibrium may nevertheless be treated by thermodynamic methods, 
provided the approach to equilibrium is so slow as to be undetectable over a con- 
siderable period of time. An instance of this t^pe is represented by a mixture of 
hydrogen and ox.ygen gases under normal conditions of temperature and pressure. 
As mentioned earlier, reaction should take place with the formation of liquid water, 
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SO that, the system is not really in cheTnical equilibrium. However, the reaction 
is so slow tha.t in the absence of a catalyst it behaves as if it were in thermodynamic 
equilibrium, provided, of course, that thermal and mechanical equilibria are 
established. The conditions of chemical equilibrium will, naturally, not apply to 
such a system. 

: 4d. Properties of a System. — -The physical properties of a system may 
be divided into two main types. There are first, the extensive properties 
which depend on the quantity of matter specified in the system. Mass and 
volume are two simple examples of extensive properties. The total value 
of an extensive property is equal to the sum of the values for the separate 
parts into which the system may, for convenience, be divided. It will be 
seen later that several properties of thermodynamic interest, such as the 
energy of a system, are extensive in nature. 

The other group of properties are the intensive properties; these are 
characteristic of the substance (or substances) present, and are independent 
of its (or their) amount. Temperature and pressure are intensive proper- 
ties, and so also are refractive index, viscosity, density, surface tension, etc. 
It is because pressure and temperature are intensive properties, independent 
of the quantity of matter in the system, that they are frequently used as 
variables to describe the thermodynamic state of the system. It is of 
interest to note that an extensive property may become an intensive prop- 
erty by specifying unit amount of the substance concerned. Thus, mass 
and volume are extensive, but density and specific volume, that is, the mass 
per unit volume and volume per unit mass, respectively, are intensive proper- 
ties of the substance or system. Similarly, heat capacity is an extensive 
property, but specific heat is intensive. 

The properties of a system in thermodynamic equilibrium depend only 
on the state, in the sense defined in § 4c, and not on the previous history of 
the system. If this w'ere not the case, the properties would have no sig- 
nificance, for they would be determined not only by the actual temperature 
and pressure, but also by the temperature and pressure the system have 
had in the past. This is clearly not the case. It follows, therefore, as a 
consequence that the eiiange in any property due to a change in the thermo- 
dynamic {equilibrium) state depends only on the initial and final stales of the 
system^ and not on the path followed in the course of the change. 

4e. Therinodynamic Properties and Complete Diflferentials. — If any 
quantity (?, such as a thermodynamic property, is a vsingle-valued function 
of certain variables :r, , which completely determine the value of (7, 

that is, 

G = /(-c, 2/, 2, • • -)> O-l! 

then the change in G resulting from a change in the variables from .r. 4 , 

ill the initial state, to xb^ yih the final state, is given by 

AG = Gb ~ Ga = /(a-E, Vb, ^i?, • * * ■'.) fip^Af y.i, . . .). (4.2) 
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As a mathematical consequence, it is possible to write for a small increase 
d<r in the property (r, 


dO 


(d^ 


\ dx + 




+ 


(“)*+ 


(4.3) 


where the partial different symbol, e.g., (d(?/da;)y.; 5 . ... represents the 
rate of change of (? with the variable x, while all the other variables, y, 
remain constant. Any differential d(?, defined by equation (4.3), 
of a function (r, represented by (4.1), is called a complete differential, or an 
exact differential, of that function. 

As seen above, a thermodynamic property of a homogeneous s^^stem of 
constant composition is compietely determined by the three thermodynamic 
variables, pressure, volume and temperature. Since only two of these three 
variables are independent, it is possible to write 




where G may be the energy, volume, or other property to be considered more 
fully later. This expression is equivalent to equation (4.1), and hence it 
follows from (4.3) that 


dG 





(4.4) 


The physical significance of this result can be understood from the 
following considerations. When the pressure and temperature of the system 
are P and T, respectively, the value of the thermodynamic property under 
consideration is (?, but when the variables are changed to P 4- dP and 
T -f dr, it becomes G + dG. Since the value of the property is completely 
determined by the pressure and temperature, the change dh will be inde- 
pendent of the path between the initial and final states. Hence, any con- 
venient method for carrying out the change from P and T to P + dP and 
T + dT may be chosen for the purpose of calculating dG. Suppose the 
change is carried out in two stages: (i) in which the temperature remains 
constant at T while the pressure is changed from P to P + dP, and (ii) in 
which the pressure is held constant at P + dP and the temperature is 
changed from T to P + dT. In stage (i) the rate of change of G with pres- 
sure, at the coxrstant temperature T, is {dG/dP)T^ and since the actual pres- 
sure change is dP, the change in G for this stage is equal to (dG/dP)T X dP; 
this is seen to be identical with the first term on the right-hand side of equa- 
tion (4.4). In stage (ii), the rate of change of G with temperature at the 
constant pressure P +• dP, which is very close to P, may be written as 
(dG/dT)p. Since the actual temperature change is dT, the change in G 
for this stage is (dG/dTjp X dP, which corresponds to the second term on 
the right-iiand side of equation (4.4). The sum of the two terms just de- 
rived gives the total change dG for the given process, in accordance with (4.4). 

In the foregoing discussion, G has been treated as a single-valued function 
of the pressure and temperature. It is equally permissible to clioose as 
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variables any two of the three thermodynamic properties, pressure, volume 
and temperature. In some cases it is convenient to take pressure and vol- 
ume as the independent variables; the complete differential of a thermo- 
dynamic property G may then be written as 


dG 


-(Si dp + 


iV. 


\aF 


(4.5) 


.dPjv~' ' \dVjp 
Alternatively, if the volume and temperature are chosen as the variables. 


dG 


dV + 

\ /T 


dT. 


^dTj, 


(4.6) 


Various forms of equations (4.4), (4.5) and (4,6) will be utilized in the treat- 
ment of thermodynamic properties. 

Another important result, which will be required later, may be derived 
from the equations given above. Since the volume of a homogeneous system 
of constant composition is a single-valued function of the pressure and 
temperature, it is possible to write 


dV 




dT. 


,dP)r \dTjp 
If this value of dV is substituted in equation (4.C), the re.sult is 
'dV\ 


(4.7) 


-(.?),[( 

-(a( 


dP J 

dP), 


[(S).(S).+{S).] 


dP + 


dT. (4.8) 


(~) {-) 
\dV/r{dPj, 


(4.9) 


(4.10)* 


For a given infinitesimal change of thermodynamic state, dG must have a 
definite value, no matter how it is calculated; the coefficients of dP and dT, 
respectively, in equations (4.4) and (4.8) must therefore be identical. 
Hence, 

{dP/r 

and 

{dTjp \dv)T\df)p'^\dT)v 
6. Equations of State 

5a. The Ideal Gas Equation. — The practical value of the results of 
thermodynamics is frequently greatly enhanced when an equation of state, 
relating the pressure, volume and temperature of the system, is available. 

* Some writers derive equation (4.10) directly from (4.6) by “dividing through by dT” 
and then imposing the constant pressure condition; this procedure is, however, open to 
criticism on mathematical grounds. 
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No satisfactory relationship of this type is known for liciuids and solids, but 
for gaseous systems certain moderately simple equations of state have been 
proposed. All gases actually differ in their behavior, and so the problem is 
approached by postulating the properties of an ideal gas, and then consider- 
ing deviations from ideal behavior. 

An ideal gas is one which satisfies the equation 

PV - RT (5.1) 

for 1 mole at all temperatures and pressures; P and T are the pressure and 
the absolute temperature, respectively, V is the molar volume, and R is the 
molar (ideal) gas constant. It 'will be observed that at constant pressure, 
the volume of an ideal gas is directly proportional to its absolute tempera- 
ture, in agreement with the postulate in § 2g, Attention may also be called 
to the fact that equation (5.1) implies that Boyle^s law and Gay-Lussac^s 
(or Charleses) law are both applicable to an ideal gas. 

At a given temperature and pressure, the volume of any gas, ideal or not, 
will be proportional to its mass, or to the number of moles, contained in the 
system. Since equation (5.1) applies t-o 1 mole of an ideal gas, it follows 
that for n moles, 

PV^^nRT, (5.2) 

where F is now the total volume occupied by. the gas; R is, however, still the 
molar gas constant. 

The gas constant R is frequently encountered in thermodynamics, and 
so its value will be determined. Use is made of the fact, derived by ex- 
trapolating experimental data for a number of gases to zero pressure, that 1 
mole of an ideal gas occupies 22.414 liters at 1 atm. pressure and a tempera- 
ture of 273.16® K, It follows, therefore, that in equation (5.1), P is 1 atm., 
F is 22.414 liters rnole”^ and r is 273.16® K; hence, 

^ PF _ 1 X 22.414 
T 273.16 

== 0.082054 liter-atm. deg.”'^ molc^h 

It will be observed that since the product PF has the dimensions of energy, 
R must be expressed in energy per degree; since the value of R is invariably 
given for 1 mole of ideal gas, it is stated in terms of energy deg mole^b 
In the present case the energy is in liter-atm. 

Since 1 liter contains 10CM).028 cc., it follows that 

. R = 82.057 cc.-atm. deg.*”^ mole^^'h 

By utilizing the conversion factors in Table 1 (Appendix), the value of R 
can also be expressed in ergs deg.“’^ mole**"^ and in cal. deg.“^ mole“h Thus, 
since 1 liter-atm. is equivalent to 1.0133 X 10^ ergs, it is seen that 

R = 0.082054 X L0133 X 10® 

= 8.3144 X 10^ ergs deg."^ mole-^h 


I 
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Finally, 1 liter-atm. is equivalent to 24.218 (defined) cal., so that 

/2 « 0.082054 X 24:218 
= 1.9872 cal. deg."^ mole"'^. 

Sb* Mixture of Ideal' Gases. — In a mixture of ideal gases, it is to be 
expected that each gas will behave independently of the others. If the 
partial pressure Pi of any ideal gas in a mixture is defined as the pressure 
this particular gas would exert if it alone occupied the whole available vol- 
ume F, then by equation. (5.2) 

PiV==niRT, (5J) 

where Ui is the number of moles of the gas present in the system. Since 
each gas in the mixture will exert its pressure independently of the others, 
it follows that the total pressure P is equal to the sum of the partial pressures 
of the constituent gases; thus, 

P = Pi + P2+ + Vi + •••. (5-4) 

Upon introducing the values of pi, p 2 , . . etc., as given by equation (5.3), 
it can be readily derived from (5.4) that 

PF = {ui + n-2 + • ■ • + Ui + • • ^)RT -V 

= nRT, 

where n is the total number of moles of all the ideal gases present in the 
mixture. By combining equations (5.3) and (5.5), it is seen that 

Pi = P. (5.6) 

71 

The fraction n^/n, that is, the ratio of the number of moles (or molecules) 
of any constituent of a homogeneous mixture—gaseous, liquid or solid— to 
the total number of moles (or molecules) is called the mole fraction of that 
constituent; it is represented by the symbol Ni, so that 

. Mole Fraction n* ; — — — ,:== -(5.7) 

‘ * “I” ~T * • ‘ fi 

Utilizing the definition of the mole fraction in coiijiiiictioii with e(|uatioii 
(5.6), it follows that the partial pressure p,* of any ideal gas in a mixture is 
related to the total pressure b}^ 

, pi N,P. . . ( 5 . 8 ) 

Another expression for the partial pressure can bo derived from erjualion 
(5.3), based on the fact that n,/F represents the molar concern ( ration. i.t\, 
moles per unit volume, of the particular gas in the mixture. !f this concen- 
tration is represented by Ci, equation (5,3.) gives 

p* - cJiT 


for an ideal gas. 
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■ . , Sc* Real; Gases.— Accordm^ equation (51) or (6.2)' the, product 

for a given mass of an ideal gas, at constant temperature, should be constant' 
at all pressures. .Actual gases, however, exhibit considerable ,devM^ 
from ideal behavior. ' At low temperatures the value of PF, instead of re- 
maining constant, at first decreases as the pressure iS' increased;, it 'then 
passes.' through, a minimum and then increases. As the temperature. Is in- 
creased, the, minimum becomes less marked, and at sufficiently high' tem- 
peratures the value of PF increases continuously with increasing pressure. 



Pressijre in Atm, 

Fig. 2. Compressibility of nitrogen gas 

The general nature of the experimental results can be seen from the curves 
in Fig. 2, which show the variation with pressure of PF/PP for nitrogen at 
a number of temperatures. For an ideal gas, all the curves would fall on 
the same horizontal line. The actual temperature at which the minimum 
in the curve disappears varies with the nature of the gas. For the gases 
which are difficult to liquefy, e.g., hydrogen and helium, there is no sign of 
the minimum at ordinary temperatures, but for nitrogen it is observed up 
to about 50® C. For a readily liquefiable gas, such as carbon dioxide, the 
minimum in the PF curve persists up to temperatures in the region of 
400® C. The equation of state for a real gas must evidently account for the 
variations of PF with pressure and temperature, as described above, and 
also for the different behavior of different gases.^ 

®S. Glasstoae, ref. 1, Chapter III; see also Beattie and Stockmayer, Rep, Prog, Phys, 
(Fhys. jSoc. Ixindon), 7, 195 (1940)'. ■ 
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5d. Tlie van der Waals Equation.— One of the earliest successful at- 
tempts to modify the ideal gas equation so as to make it applicable to real 
gases is that of J. D. van der Waals (1873), who proposed the equation 

(p + -"l)(F-&) = (5.10) 

for 1 mole, where a and 6 are constants for a given gas. The constant a is 
determined by the attractive forces between the molecules, while fe is de- 
pendent on their effective volume, which represents a balance between at- 
tractive and repulsive forces. By choosing appropriate values for a and b, 
the van der Waals equation (5.10) is found to represent moderately well the 
actual behavior of real gases. There is, however, an important weakness: 
if the equation is assumed to be exact, a and b are found to vary with the 
temperature. In spite of its approximate nature, the van der Waals equa- 
tion is frequently employed, for it lends itself readily to mathematical treat- 
ment, and even if the results obtained from 
it are not exact, they are at least qualita- 
tively correct. 

By multiplying out, it can be readily 
seen that the van der Waals equation is a 
cubic in F, so that there are, under suitable 
conditions, three values of V for each pres- 
sure, at a given temperature (Fig. 3, curves 
I and II). The region in which this occurs 
corresponds to that in which liquefaction 
of the gas is possible. At higher lempera- 
tures, e.g., curve IV, two of the roots are 
always imaginary, only one being real. At 
a certain intermediate temperature (curve 
III), which should correspond to the 
V critical temperatoe, the three values of F 

Fig. 3. Van der Waals should become identical, at the point X: 

isothermal curves At this point the F-F curve wiil exhibit a 

horiziontal inflection, so that both the first 
and second derivatives of the pressure with respect to the volume, at con- 
stant temperature, will be equal to zero. Thus, writing the van der Waals 
equation (5.10), for 1 mole of gas, in the form 

p _ RT a 

it is found that 

■... FT- ' :..2a. 

{dV/T (F - bf F" 

and 

p^FX _ 2RT Oa 
{V-by F^‘ 


(5.1,1) 

,(5T2) 

(5.13) 
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At the critical point X both these expressions are equal to zero; hence, 
writing Vc and Tc to represent the molar critical volume and temperature, 
respectively, it follows that 


RTc I 2a 

{Vc - 6)^ F? 


and 


2RTc ■ ■ 6a 

(Vc - by yvt 


From these two equations, and (5.11), it is readily found that 


(i) Fc = 36, 


(ii) 



8a 

27 Rb^^ 


(iii) 



(5.14) 


If the values of a and b Avhich make the van der Waals equation represent 
the F-F relationship of a gas at a particular temperature are inserted in 
equation (5.14), the critical pressure, volume and temperature obtained are 
only in moderate agreement with the experimental results. This is not 
unexpected for, as already pointed out, a and b are not strictly constant, if 
the van der Waals equation is assumed to hold. If the F-F data from which 
a and b are derived are obtained at a temperature that is some distance from 
the critical, they will clearly not prove satisfactory for the evaluation of 
critical constants. In actual practice the procedure adopted is to calculate 
a and b from the observed critical data * by means of the equations (5.14). 
A number of the results obtained in this manner are given in Table I; if the 
pressure F of the gas is in atm. and the molar volume F in liter mole“^, a 
will be in liter- atm. mole“^ since a/V^ must have the same dimensions as F, 
and b will be in liter mole~\ since this has the dimensions of F. 


TABLE I, VAN DER WAALS CONSTANTS 



a 

b 


a 

h 


liter* atm. 

liter 


liter* atm. 

liter 

Gas 

mole“* 

mole”^ 

Gas 

mole”* 

mole”^ 

Acetylene 

4.40 

5.15 X 10-* 

Hydrogen chloride 

3.68 

4.09 X 10”* 

Ammonia 

4.17 

3.72 

Hydrogen cyanide 

10.8 

8.25 

Argon 

1.35 

3.23 

Hydrogen iodide 

7.72 

5.31 

Benzene 

18-0 

11.5 

Hydrogen sulfide 

4,43 

4.30 

? 2 -Butane 

14.5 

12.3 

Methane 

2.26 

4,30 

Carbon dioxide 

3.60 

4.28 

Methanol 

9.54 

6.71 

Carbon monoxide 

1.49 

4.00 

Methyl chloride 

7.47 

6,51 

Chlorine 

6.50 

5.64 

Nitric oxide 

1.34 

2.80 

Cyanogen 

7.68 

6.93 

Nitrogen 

1.39 

3.92 

;Fthane ■ ■ ' ' ■ 

5,46 

6,47 

Nitrous oxide 

3.79 

4,43 

Ethyl ether 

17.4 

13.5 

Oxygen 

1,36 

3,19 

Ethylene 

4.47 

■5,73 , - ; 

Propane 

8.66 

8 47 

'Helium'..". 

0.034 

2.38 

Propylene 

8.38 

830 

Hydrogen 

0.245 

2.67 

Sulfur dioxide 

6.72 

5.65 

Hydrogen bromide 

4.46 

,4.44 ..... . 

Water 

5.46 

3 30 


The values of a and b recorded in Table I may be used to calculate the 
pressure or volume of a gas, at a specified volume or pressure, respectively, 

* For critical temperatures and pressures of a number of substances, see Table 2 at the 
end of the book. 
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to a moderate degree of accuracy. ' The results' are by no means exact, but 
.they serve as an approximation when no other inf omation: is available,: 
especially at high pressures. 

, . Problem: Compare the pressures given by the; idea! gas and van der ' Waals 
equations for 1 mole of carbon dioxide occupying a volume of 0.381 liter at 40° C, 

The ideal gas equation gives, for 1 mole, P == PT/V; taking V as 0.381 liter, 
R m 0.0820 liter-atm. deg.*“^ mole“^, and T as 273 + 40 = 313° 'K, it is found that 


^ 0.0820 X 313 , 

p = = 67.4 atm. 

TJtilmng the van der Waals equation in the form of (5.11), with a — 3.60 and 
b = 4.28 X 10“^ (Table I), 


0.0820 X 313 


3,60 


(0.381 - 0.043) (OMiy 


= 51.1 atm. 


The experimental value is 50 atm. 

Problem: Compare the volumes given by the ideal gas and van der Waals 
equations for 1 mole of nitrogen at 400 atm. pressure and 0° C. 

According to the ideal gas equation V = RT/P for 1 mole; R is 0.0820 liter- 
atm. deg.“^ mole~b P is 400 atm., T is 273° K, and hence 



0.0820 X 273 
400 


= 0.0560 liter moIe~b 


In order to determine the volume from the van der Waals equation it is neces- 
sary to solve a cubic equation, and this is most simply dona by the method of trial. 
Neglectinga/F^incomparison with P, equation (5.10) reduces to P(F — 5) = PP, 
so that 



From Table I, b for nitrogen is 0.0392, and for 400 atm. F is 0.0952 liter mole""'. 
If this is inserted in equation (5.11), with a equal to 1.39, P is found to be 247 
atm. Similarly, if F is taken as 0,0560 liter P is found, to be 891 atm. 

Since the*molar volume of 0.0560 liter corresponds to a van der Waals pressure of 
891 atm., and 0.0952 liter corresponds to 247 atm., it is evident that the correct 
volume, for 400 atm., is about 0.075 liter. By a series of approximations, the 
volume is found to be 0.0732 liter. (The experimental value is 0.0703 liter. 
Although the van der Waals result is not correct, it is very much better than the 
ideal gas value.) 


Se. Reduced Equation of State. — If the pressure, molar volume and tem- 
perature of a gas are expressed :in terms, of the critical pressure, volume and 
temperature, respectively, i.e., 

P « wPc, V and T = ( 5 . 15 ) 


and these expressions are introduced into the van der Waals equation (5.10), 
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the result for 1 mole of gas is 

(’tPc - i') = ROTc. 

Upon insertion of the values of Pc, Fe and r« given by the equations (5.14), 
it is found that 

(x + D (3</. - 1) = 86. (5.16) 

The quantities 4 and 6, which are equal to P/Fc, V/Ve md T/Tc, respec« 
ti¥ely, are called 'the reduced pressure, volume and temperature, and (5.16) 
is a reduced equation of state. The interesting fact about this equation is 
that it is completely general, for it does not involve a and &, and hence con- 
tains no reference to any specific substance. Consequently, if equimolar 
amounts of any two gases, whose P-F-T behavior may be represented by an 
expression of the form of the van der Waals equation, are at the same re- 
duced pressure t, and have the same reduced volume then they must be 
at the same reduced temperature 6. The two gases are then said to be in 
corresponding states, and equation (5.16) is taken as an expression of the 
law of corresponding states. 

Experimental studies have shown that the principle of corresponding 
states derived above is, at least approximately, a valid one, although equa- 
tion (5.16) does not give the correct quantitative relationship betvreen tt, 
(j> and 0. It should be pointed out, however, that any equation of state con- 
taining two arbitrary constants, such as a and 6, in addition to i?, can be 
converted into a relationship involving the reduced quantities tt, <I> and 6, in 
agreement with the law of corresponding states. Because the law is not 
exact, however, it would appear that more than three empirical constants 
are necessary to obtain an exact equation of state. 

5f. The Berthelot Equation.^ — Although it is not employed in connection with 
P-F-T relationships, the equation of state proposed by D. Berthelot has found a 
number of applications in thermodynamics. The van der Waals equation is first 
modihed by changing the a/V^ term to a/TV^; thus, 

(p + ~)(F-6)=iJF. 

Upon multiplying out, this becomes 

PV = RT + Pb - ^ (5.17) 


Negieetiiig the last term, since it contains the product of two small quantities, 
and replacing V in a/ TV, as a first approximation, by the ideal gas value RT/P, 
8quatio.n (5.17) becomes 



RT + P6 


RT { 1 + 


aP 

RT^'. ': 

Pb aP \ 
RT R^T^)' 


(5.18) 
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The factors a, 6 and S are now replaced by expressions involving the critical 
constants, based upon experimental results; these are 

b’^iVc and R = 

CoEsequentlyj 'equation (5.18), becomes 

wHch is tbe Bertbelot eqiiatioii. 

Sg. The Beattie-Bridgeman Equation. — Another modification of the van der 
Waais equation, having a partial theoretical basis, is that proposed by J. A. 
Beattie and 0. C. Bridgeman (1927). It takes the form 

P = ®^(F + S) (5.20) 

where 

A^Ao(^l + ^y, = and C 

An, Bn, a, 6 and c being arbitrary constants. The chief application of the Beattie- 
Bridgeman equation lies in its use to represent the experimental F^Y-T relation- 
ships of gases, the five constants being derived from actual observations. The 
values of these constants have been obtained for a number of gases and are re- 
corded in the literature.® The results are useful for interpolation of F-Y-T data, 
within the limits of applicability of the constants, and also for a number of 
thermodynamic purposes. 

5h. General Equation of State. — Although numerous equations of state have 
been proposed from time to time, few of these have been used in thermodynamic 
studies. Mention may, however, be made of a purely empirical equation which 
takes the form of a power series in the pressure; thus, 

FY ^ FT + aF + bF^ + cF® + dF\ (5.21) 

The factors o, 6, c and d are dependent upon the temperature, and the variations 
have been expressed by the relationships 

sss -j- -f- dzT'^^j 

h =: biT-^ + btT-^ + bzf^% 
c ~ CiT^^ + + czT''^ 

d - diT-i + d^T-^ + 

The equation thus involves twelve empirical constants, but these can be derived 
from the experimental F-F-F data without difficulty. Once they are known 
various uses can be made of equation (5.21), which is capable of relatively easy 
mathematical manipulation.'* 

* Beattie and Bridgeman, /. Am. Chem. Soc.f 49, 1665 (1927); SO, SISS (1928); Pmc. 
Am. Acad. Arts Sd., 63, 229 (1928); Z. Fhysik, 62, 95 (1930); Beattie, et aL, J. Am. Chem. 
Soc., 52, 6 (1930); 59, 1587, 1589 (1937); 61, 26 (1939); 64, 548 (1942); J. Qhem. Fhys., 3, 
93 (1935); see al^, Deming and Shupe, J. Am. Chem. Soc.j 52, 1382 (1930); 53, 843 (1931); 
M^n and Turnbull, Ind. Eng. Chem.^ 33, 408 (1941). 

* See, for example, Maron and Turnbull, Ind. Eng. Chem., 34, 544 (1942). 
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Si. Compressibility Factors. — -Althougli such analytical expressions as 
the Beattie-Bridgeman equation and, to a less precise extent, the van der 
Waals equation are useful for solving problems relating to the pressure, 
volume and temperature of gases, much labor could be saved if complete 
compressibility diagrams, such as Fig. 2, were available for all gases. The 
necessity for a separate diagram for each gas would be a complicating factor, 
and so it is fortunate that the law of corresponding states has permitted 
the development of a single generalized compressibility diagram which is 
(approximately) applicable to all gases. Except for readily liquefiable gases, 
results can be obtained from this diagram which agree with the observed 
data within a few per cent. 

The compressibility factor k of a gas is defined by 


RT’ 


(5.22) 


where P is the pressure of the gas, F is its molar volume and T is the absolute 
temperature. For an ideal gas k would obviously be unity under all circum- 
stances, but for a real gas it may be less or greater than unity, as may be 
seen from Fig. 2, which is really a plot of the compressibility factor against 
the pressure of nitrogen at several temperatures. It follows, therefore, from 
equation (5.22) that for 1 mole of gas 

PV ^ kRT, (5.23) 


where k is the compressibility factor in the given state of the gas. For n 
moles of gas, the volume would*, of course, be increased n-fold. 

If the pressure, volume and temperature in equation (5.22) are replaced 
by their respective reduced properties, i.e., P is replaced by irP«, V by 4 V 4 
and r by it follows that 


PcVc 

RTc 'o' 


(5.24) 


It will be seen from the three relationships of equation (5.14) that PcVo/BTo 
should be constant, equal to |, for all van der Waals gases. Experimental 
observation has shown that for many substances PcVc/RTe has, in fact, 
almost the same constant value, although it is more nearly than |. Since 
this quantity is constant, however, it follows from equation (5.24) that for 
all gases, as a first approximation, 



(5.25) 


where c is a universal constant. According to the law of corresponding 
states (§ 5e), if the reduced pressure t and the reduced temperature d have 
the same value for different gases, their reduced molar volumes must be 
equal. It follows, therefore, from equation (5.25), that their compressi- 
bility factors K must then also be the same, irrespective of the nature of the 
gas. In other words, if the compressibility factor is plotted against the 




Eedueed Pressure (?r) 

Fig. 4. GeneraKzed compreasibility curves 
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reduced pressure, reduced temperature, the results for all gases, 

will fall OU' to 

The conclusion , fust' reached fornix the basis of to generalized, or re- 
duced, compressibility’ ■ curves , (Fig. 4) J From actual experiments on a 
number of gases, the mean observed compressibility factors at various tem- 
peratures and pressures have been derived, and the values of k are plotted 
against to corresponding reduced pressures, with the reduced temperature 
as parameter. From these curves it is possible to derive, 'with a fair degree 
of accuracy, to value of either the pressure, volume or temperature of any 
gas, if the other two variables are given. The determination of to volume 
can be achieved directly from Fig. 4, but the evaluation of either pressure 
or temperature is not quite as simple. f 

ProMem: Utilize Fig. 4 to determine to volume of 1 mole of nitrogen at 400 
atm. pressure and 0° C (cf. second problem in § 5d). 

The critical pressure of nitrogen is 33.5 atm. and the critical temperature is 
126® K; hence the reduced pressure and temperature are given by 


400 ^ 
33.5 


11.9; 



2.17. 


From Fig. 4 it is found directly that for these values of ir and 0^ the compressi- 
bility factor K is about 1.27. Utilizing equation (5.23), with P = 400 atm., 
E « 0.0820 liter-atm. deg.~^ mole"“^ and T — 273®, it is found that 


BT 1.27 X 0.0820 X 273 
y = = _ 


= 0.071 liter mole“^ 


(The experimental value is 0,0703 liter mole'”^.) 

Problem: Utilize Fig. 4 to determine to pressure of carbon dioxide gas when 
1 mole occupies 0.381 liter at 40® C (cf. first problem in § 5d). 

Substituting the value of F == 0.381 liter moie“^ T = 273 + 40 = 313® K, 
and i? into equation (5.23), it follows that 



0.0820 X 313 
0.381 


67.4k. 


The critical pressure of carbon dioxide is 72.9 atm., so that 

*For hydrogen and helium better results are obtained by adding 8 to the critical 
pressure and temperature when calculating the reduced values; thus, for these gases, 
TT = P/{Pc + 8) and e = T/{Tc + 8). 

® Cope, Lewis and Weber, Ind, Eng. Chmn., 23, 887 (1931); Brown, Souders and Smith, 
24, 513 (1932); Dodge, ibid., 24, 1353 (1932); Lewis and Luke, ihid., 25, 725 (1933); 
Lewis, ihid.^ 28, 257 (1936); Kay, ihid.^ 28, 1014 (1^6); Maron and Turnbull, ihid.y 34, 544 
(1942); for a convenient nomograph applicable below the critical point, see Thomson, 
ihid.y 35, 895 (1943). 

t Generalized (reduced) compressibility diagrams are often referred to in the literature 
as ‘ Vcharts,” the symbol ju being used for the compressibility factor. Since fi is employed 
later for another purpose, it has been replaced by k here. 
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The expression 't » 0 J25x is the equation for a straight line passing through the 
origin of Fig* 4. ' The point representing, the system under consideration is that 
at, which this line intersects the curve in Fig. 4 for the: prescribed reduced tempera- 
ture. ' T^ temperature .of carbon dioxide is BI)4.1° 'K, and so the reduced 

temperature B corresponding to 40®; C, i.e.,, 313®, K, is"313/304 — 1.03. The value 
of: -ST 'at which the line ir =' 0.925x intersects the. curve for d>=' 1.03 is found to be 
O.T from Fig. 4., /Since Pc is 72.9, it follows that P is 0.7 X 72.9 == ' 51 atm. (The 
experimental value is 50 atm.) 

5j. Hktures of Real Gases: Additive Pressure 'Law. — The rule that the 
total pressure of a mixture of gases is equal to the sum of the pressures 
exerted by each gas if it alone occupied the whole of the available volume 
(§ 5b) does not apply to real gases. The total pressure is thus not equal to 
the sum of the partial pressures defined in the usual manner. However, 
for some purposes it is convenient to define the partial pressure of a gas in a 
mixture by means of equation (5.8), i.e., pi = NiP, where Pi is the partial 
pressure and Hi is the mole fraction of any constituent of the mixture of 
gases of total pressure P. 

A simple modification of the law of partial pressures as applied to ideal gases 
has been proposed for mixtures of real gases (E. P. Bartlett, 1928).® If PJ is the 
pressure which would be exerted by a constituent of a gas mixture when its molar 
volume is the same as that of the mixture, then it is suggested that the total 
pressure P is given by 

p = NiPJ + NaPj + . • • + NiP,^ + • • *. (5.26) 

This rule has been found to give results in fair agreement with experiment. 
If compressibility data for the individual gases are not available, the values of 
PJ, P^, etc., can be obtained with the aid of Kg. 4, provided the molar composition 
of the gas, its volume and temperature are known. 

Problem: A mixture of i mole nitrogen and f mole hydrogen occupies 0.0832 
liter at 50® C. Calculate the total pressure. 

The molar volume of the mixture is 0.0832 liter; by using Fig. 4 in conjunction 
with the known cntical temperature and pressure of nitrogen and hydrogen (see 
footnote, p, 29), the pressure of nitrogen gas at 50® C for this molar volume is 
found to be 404 atm. and that for hydrogen is 390 atm. The calculation is iden- 
tical with that in the second problem of § 5i. By equation (5.26), the total 
pressure is given by 

P = (i X 404) + (I X 390) = 394 atm. 

(The experimental value is 400 atm. The agreement is partly fortuitous, because 
Kg. 4 cannot be read to this degree of accuracy.) 

5k. Additive Volume Law. — -The additive pressure law, as given by equation 
(5.26), is useful for the calculation of the approximate pressure exerted by each 
gas, and the total pressure, in a mixture of real gases, when the volume is known. 
If the total pressure is given, however, the evaluation of the volume is somewhat 
more complicated, involving a series of trial solutions. An alternative approxi- 

® Bartlett, Cupples and Tremearne, /, Aw. Chem. i8oc., 50, 127S (19^). 
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male method' is : aYailable ' which makes use- of the law ■ of ■ additive; volumes (E. ' H. 
Amagat, 1893; A* Leduc, 1898) J It can be 'readily shown thatior a mixture of 
ideal gases, the total volume should be equal to the sum of the volumes which the 
constitutent gases would occupy at the total pressure of the mixture, at the same 
temperature. This rule has been found to hold, with a fair degree of accuracy, 
for mixtures of real gases. If complete experimental P-F-T data for the individual 
gases in the mixture are available, it is a simple matter to make use of the additive 
volume law. For approximate purposes the generalized compressibility diagram 
(Fig, 4) may be utilized, „ 

Problem: Calculate the volume of a mixture of | mole nitrogen and f mole 
hydrogen at 400 atm. pressure and dO® C. (This is the reverse of the problem 
in§5J.) ■■ ■ 

It is found from Fig. 4 that at 400 atm. and 50® C, 1 mole of nitrogen would 
occupy 0.083 liter; under the same conditions, the volume of 1 mole of hydrogen 
would be 0.081 liter. The method of calculation is, in each case, identical with 
that used in the first problem in § 5i. By the Amagat law of additive volumes, 
the volume of the given mixture would be 

(i X 0.083) + (f X 0.081) = 0.082iiter. 

(The experimental value is 0.0832 liter.) 

EXEECISES 

1. A liquid mixture consists of equal parts by weight of water and sulfuric acid, 
what is the mole fraction of each constituent? 

2. The composition of dry air by weight is as follows: nitrogen 75.58%, oxygen 
23.08%, argon 1.28%, carbon dioxide 0.06%, with negligible traces of other gases. 
Calculate the partial pressure of each of these four gases in air at exactly 1 atm”, 
pressure, assuming ideal behavior. 

3. Suppose 10.0 liters of gas A, measured at 0.50 atm., and 5.0 liters of gas P, 
at 1.0 atm., are passed into a vessel whose capacity is 15.0 liters. What is the 
resulting total pressure, if the gases behave ideally and the temperature remains 
constant? 

4. A gas collected over water at 25® C becomes saturated with water vapor, 
its partial pressure being 23.8 mm. The measured volume of the moist gas is 
5.44 liters, at a total pressure of 752.0 mm. Calculate the volume the dry gas 
would occupy at a pressure of 760 mm., assuming ideal behavior of the gas and 
of the water vapor. 

5. Prove that for a mixture of ideal gases the total volume is equal to the sum 
of the volumes which the constituent gases would occupy at the total pressure of 
the mixture at the same temperature (Amagat^s rule). 

6. At 0® C and 400 atm. pressure a mixture containing 0.75 mole fraction of 
nitrogen and 0.25 mole fraction of hydrogen was found to occupy a volume of 
71.5 ml. mole""^ Utilizing the generalized compressibility diagram, determine 
whether Amagat^s volume rule or Bartlett’s partial pressure rule is in better agree- 
ment with experiment. 

^Cf., Leduc, Ann, chim, phys.^ 15, 5 (1^8); see also, Masson, et ah, Proc, Roy, Soc,^ 
Al03, 524 (1923); A122, 283 (1929); A126, 248 (1930). 
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- : " 7, Show that at moderate and low pressures' the, van der Waals equation may 
be written in the form FV = ETil — BP), where B “ ^ fiP ““ h ^ , (Mul- 

tiply out the van der ' Waals equation, ■ neglect the term a^/F^, which is smaE if 
the pressure is not large, and replace F-'in a/V by PP/P.) ' ■ ■ 

Express' B in terms of ' Pc and P^ 'and compare the ' result with that given by 
the Bertheiot equation (5.19) for hydrogen and oxygen at 25® C. (The experi- 
mental values are -‘5,9 X 10“'* and '6.8 X 10"^ 'atm."“h) 

■ 8. A cylinder, of ' capacity 100.0 liters, contains methane gas originally at 200 
atm. and '25®, C. , Determine by means of the compressibility chart the weight of 
gas used up whenthe pressure in the cylinder has fallen to 50.0 atm. Compare 
the result with that for (i) an ideal gas, (ii) a van der Waals gas. 

9. The critical temperature and pressure of ethane are 305.2*^ K and 48.8 atm., 
respectively. Taking„P as 0.08205 liter-atm. deg.“^ mole“h determine the van 
der Waals constants. What would be the approximate molar volume at the 
critical point? 

10. Compare the pressures givenhy ■(i)' the ideal gas equation, (ii) the van der 
Waals equation, (iii) the compressibility diagram, for 1 mole of ethylene occupying 
a voiume,of 0,279 'liter at 40.0® C. . 

, . 'll.: Co,mpare the volumes, given .by (i),' the ideal gas equation, (ii) the van dei 
Waals equation,., (iii) the compressibility diagram, for 1 mole of hydrogen at 50C 
atm. and 0®.C-' . 

12 . Assuming Bartlett's rule and, using the compressibility diagram, determine 
the total pressure of a mixture consisting of '23.0 g, of oxygen and 77.0 g. of nitrogen 
occupying 155 ml. at 0®-C. What would be the pressure if the gases behaved 
ideally? 

13. JBy means of Amagat's rule, and the compressibility chart, calculate the 
volume occupied by the mixture in -Exercise 12 at a total , pressure of 500 aim. at 
0® C. Compare the result with that which would be found if the gases were ideal. 

14. It has been suggested Ind. Mng, Ckern., 28^ 1014 (1936)] that the 

compressibility factor of a mixture of gases may be determined by treating the 
mixture as a single gas with a critical temperature equal to NiTci + 

and a critical pressure of NiFci + NaPca % where Ni, 3sr2, * • • are the mole^ 
fractions of the various gases in the mixture, and Tci, Tc 2 , * * * are the critical tem- 
peratures and Pci? Pc 2 , • * * the critical pressures. Apply this rule to Exercises 
12 and 13. 

15. If (? is a function of P, F and T, prove that 

[dF/r \dV/p\0FjT [dP/v^ 

and derive an analogous expression for (d(r/d!r)r. 

16. Verify the units of the. van der 'Waals a and i> given in Table I. 
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THE FIRST LAW OF THERMODYNAMICS 
6, The Consbevation op Eneegt 

y The Equivalence of Work and Heat— The relationship between ine- 
chanical work and heat was first clearly seen by Count Rumford (Benjamin 
Thompson) in 1798. As a result of his observations made on the heat de- 
veloped during the boring of a cannon, he concluded that the heat produced 
was related to the mechanical work expended in the boring process. Some 
experiments carried out by H. Davy (1799) appeared to indicate the con- 
nection between work and heat, but the most important results were those 
obtained by J. P. Joule in an extended series of observations, commenced 
about 1840 and lasting for nearly forty years. In a number of carefully 
planned and executed experiments. Joule converted known amounts of work 
into heat, and measured the amount of heat thus produced by determining 
the rise in temperature of a calorimeter of known heat capacity. Among the 
methods used for converting work into heat, mention may be made of the 
following: stirring water or mercury by a paddle wheel, compression or ex- 
pansion of air, forcing water through capillary tubes, passage of an electric 
current through wires of known resistance, and passage of induced current 
through a coil of wire rotated in a magnetic field. 

As a result of his studies, Joule came to the highly significant conclusion 
tliat iAa expenditure of a given amount of work, no matter what its origin, always 
produced the same quantity of heat This fact is the basis of the concept of a 
definite mechanical equivalent of heat, that is, of a definite and constant 
ratio between the number of ergs of mechanical work done and the number 
of calories produced by the conversion of this work into heat. According to 
the most recent experiments, one standard (15^) calorie is equivalent to 
4.1858 X ergs, i.e., 4.1858 abs. joules, of work, irrespective of the source 
or nature of this W’-ork. Assuming that 1 int. joule is equivalent to 1.0002 
abs. joules (§ 3b), it follows that a standard calorie is equivalent to 4,1850 
int. joules. However, because heat quantities are usually determined at the 
present time by comparison with the heat produced by electrical work, the 
value of -which is known in int. joules, it has become the practice by chemists 
to adopt the relationship between work and heat given in § 3e. Thus, a 
defined calorie is equivalent to 4.1833 int. joules. The difference between 
this value and the one given above, i.e., 4.1850 int. joules, is, at least partly, 
due to the difference between the standard and defined calories. 

6b, The Mechanical Equivalent from Heat Capacities. — It is of interest 
to mention that while Joule^s experiments were in progress, J. R. Mayer 
(1842) calculated, from the specific heats of air at constant pressure and 
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constant volume (§ 9b), the heat change accompanying the expansion of air, 
and compared the result with the work done against the external pressure. 
The mechanical equivalent of heat derived in this manner was close to that 
obtained by Joule in an entirely dilfferent manner. If modern specific heat 
data are used, the results of Mayeris calculation are in excellent agreement 
with the accepted value of the relationship between erp and calories. 

ProWem: The difference between the heat capacities of 1 g. of air at constant 
pressure (1 atm.) and constant volume is 0.0687 cal. deg."“^ at 0*^ C. The volume 
of 1 g. of air at 0® C and 1 atm. is 773,4 cc. Assuming the difference in the heat 
capacities to be entirely due to the work done in the expansion of the air at con- 
stant pressure, which is not strictly true, calculate the relationship between the 
erg and the calorie. 

By Gay-Lussac's law of the expansion of a gas at constant pressure [cf. equa- 
tion (2.2)3, the volume of a gas expands by 1/273.16 of its volume at 0® C for every 
1® rise of temperature. In the present case, therefore, the increase in volume of 
1 g. of air is 773.4/273.16 cc. for 1° increase of temperature. According to equa- 
tion (3.5), the work done in the expansion against the constant pressure of the 
atmosphere is equal to the product of the pressure, i.e., 1 atm. or 1.013 X 10® 
dynes (§ 3f), and the increase of volume. If the pressure is in dynes 
and the volume in cc,, the work will be expressed in ergs; thus, 

Work of expansion = 1.013 X 10' X ~~ = 2.87 X 10' ergs. 

This work should be equivalent to the difference between the heat required to raise 
the temperature of 1 g. of air by 1° at constant pressure (1 atm.) and constant 
volume, in the vicinity of 0° C. This difference is given as 0.0687 cal.; hence, 

0.0687 cal. = 2.87 X 10' ergs, 

1 cal. = 4.18 X 10’ ergs. 

6c. The Conservation of Energy ; The First Law of Thermodimaniics. — 
The belief that “perpetual motion of the first kind,” * that is, the production 
of energy of a particular type without the disappearance of an equivalent 
amount of energy of another form, was not possible has long been accepted 
by scientists. No success had attended the many attempts to construct a 
machine which would produce mechanical work continuously without draw- 
ing upon energy from an outside source, and without itself undergoing any 
change. The fundamental significance of this accepted view was not widely 
realized until 1847 when H. von Helmholtz showed that the failure to achieve 
perpetual motion and the equivalence of work and heat, described above, 
were aspects of a wide generalization which has become known as the law of 
conservation of energy. This law has been stated in various forms, but its 
fundamental implication is that aMumgh energy may he converted from one 
form to another, it cannot he creaied or destroyed’, in other words, whenever a 
quantity of one kind of energy is produced, an exactly equivalent amount of 
another kind (or kinds) must be wed up, 

* For an explanation of “perpetual motion of the second kind,” see § 18d. 
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It should be clearly understood that the law of conservation of energy is 
purely the result of experience^ for example, the failure to construct a per- 
petual motion machine and the constancy of the mechanical equivalent of 
heat. It is upon the assumption that such experience is universal that the 
first law of theimodyiiamics is based. This law is, in fact, identical with 
the principle of conservation of energy, and can consequently be stated in 
either of the forms given above; other ways of stating the law will be men- 
tioned later. It may be pointed out that the first law of thermodynamics 
can be regarded as valid as long as perpetual motion of the first kind is 
found not to be possible, as is apparently the case in the universe of which 
the earth is a part. If, in another universe or under other circumstances, 
the creation of energy were proved to be feasible, the laws of thermodynamics 
would not be applicable. However, this contingency appears to be so re- 
mote, as far as human observation is concerned, that it may be completely 
disregarded. 

Following historical precedent, the validity of the first law of thermo- 
dynamics has here been associated with the impossibility of perpetual motion 
of the first kind and the constancy of the mechanical equivalent. The law 
has nevertheless a much firmer basis, for it leads to a wide variety of con- 
clusions, as will be seen in this and later chapters, which have been found to 
be in complete agreement with actual experience. 

6d, Isolated Systems and the First Law.^ — It was stated in § 4a that a 
combination of a system and its surroundings may be referred to as an 
isolated system. The first law of thermodynamics requires that the total 
energy of an isolated system must remain constant^ although there may be changes 
from one form of energy to another. This means that any loss or gain of 
energy by a system must be exactly equivalent to the gain or loss, respec- 
tively, of energy by the surroundings. The forms of energy are not neces- 
sarily the same, but if there is to be a net conservation of energy the amounts 
must be equivalent. The conclusion derived from the first law, that the 
energy change in a system must be exactly compensated by that of its sur- 
roundings, is of great importance, and it will be applied in later developments. 

6e« Energy and Mass.— Brief reference may be made here to circumstances 
under which the principle of the conservation of energy appears to fail; the failure 
is apparent, however, rather than reaL According to the theory of relativity there 
is an equivalence of mass and energy; the loss or gain of energy by a body must be 
accompanied by a corresponding change of mass. The change of energy AE is 
related to the change of mass Am by the relationship 

LE = c^Am, (6.1) 

where c is the velocity of light. In certain reactions between atomic nuclei there 
is a liberation of large amounts of energy without the apparent disappearance of 
an equivalent quantity of energy of another kind. However, a study of the 
masses of the nuclei concerned shows that there is a loss of mass which corresponds 
exactly to the energy set free, as required by equation (6.1). The energy liberated 
ultimately becomes associated with some form of matter, and there is a gain of 
mass of the latter identical with the loss suffered by the nuclei. The equivalence 
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of mass and energy means that the laws of conservation of mass and energy can 
both be tnie^ but each is a mere corollary of the other. Since nuclear reactions are 
not considered in chemical thermodynamics, however, the problems associated 
with the relationship between mass and energy will not arise. 

' 7, ,EnergT' AND; Heat Changes 

/ 7a. The Energy ■ Content.— The energy possessed by a system, that is to 
say, its energy content, may be regarded as falling into two main categories. 
■There is first, the energy which is a., characteristic property of the system 
itself; this may include the translational energy of the moving molecules, 
the energy of ^dbration and rotation of the molecules, as well as the energy 
of the electrons and nuclei. On the other hand, there is the energy which 
is determined by the position of the system in a force field, e.g., magnetic, 
electric or gravitational, and by the motion of the system as a whole, e.g., 
through space. In thermodynamics the energy in this second category is 
usually ignored, and it is only that in the first which is taken into considera- 
tion. The latter is sometimes called the internal energy, to distinguish it 
from the energy due to external factors, but for present purposes it may be 
referred to simply as the energy or the energy content of the system. The 
term internal energy can then be. used when it is desired to describe the 
energy associated with the motions, e.g., vibration, rotation, etc., within 

the molecule, as distinct from the translational 
energy resulting from the motion of the mole- 
cule as a whole.’*' 

The energy content of a system must depend 
on its thermodynamic state. An increase of 
temperature at constant volume, for example, 
broughi about by the transfer of heat to the 
system from the surroundings, must result in 
an increase of its energy. It will now be shown, 
by utilizing the first law of thermodynamics, 
that the energy content is a property of the 
system of the kind that is determinecl only by 
the state of the system, and not by the .manner 
in which it reached that state. In other "words, , 
it will be proved that the energy' is ' a 
valued fiindioii of the thermodynamic variables of 
the system. It is consequently a property to wMdi the results obtained in 
§ 4e may be applied. 

Consider any system represented by the state A in Fig. 5, in wliieh the 
coordinates are the observable properties, e.g., pressure and volume, that 
determine the energy content. Suppose the conditions are now altered, 
along the path I, so that the state of the system is represented by the 

♦This motion of the molecule is, of course, not to be confused with the motion f>f the 
system as a whole, which, as stated above, is not included in the thermodynamic energy 
content. 



Fig. 5. Energy changes in 
direct and reverse patiis 
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point B; the system is then returned to its exact original state by a series 
of changes indicated by the path IL* It is then a direct consequence of the 
first law of thermodynamics that the total energy change of the S 3 ^stem in 
path I must be identical in magnitude, but opposite in sign, to that in 
path II, provided the surroundings remain unchanged; if this were not so a 
perpetual motion machine would be possible. Imagine, for example, that 
the increase of energy in path I were greater than the decrease in returning 
by II; then by carrying out the change A by path I and the reverse 
change B A by path II, the system would be brought back to its original 
state, but there would be a residuum of energy if the surroundings were 
unchanged. In other words, energy would have been created, Avithout the 
disappearance of an equivalent amount of another kind. Since this is con- 
trary to the first law of thermodynamics, it must 
be concluded that the energy change in the pro- 
cess A j?, by path I, must be numerically equal 
to that involved in the i^everse process A, 
by path IL 

It is possible to proceed from A to 5 by 2 
various paths, I, I", etc. (Fig. 6), returning | 

in each case by path 11. From the preceding £ 
argument, it is evident that the energy changes 
in I, I', J'', etc., must each be numerically equal 
to that in II. It follows, therefore, that the 
energy changes in the different paths I, I', I^', 
etc., betAveen the tAvo given states A and B, must 
all be equal to each other. The conclusion to be 
draAvn, therefore, is that the change in energy of 
a systeMj associated with the passage from one 
thermodynamic state to another, depends only on the initial and final states, and 
is independent of the path followed. This statement may be regarded as a 
form of the first law of thermodynamics. 

It is clear from these considerations that the energy of a system is a 
^^property^^ of the system in the sense described in § 4e. It is, therefore, 
possible to ascribe a definite A^'afiie E to the energy or energy content of a 
particular sj^'stem in a gi\"en state; this A-alue AVill depend only on the state, 
and not on the previous history, of the system. If Ea represents the energy 
in the thermodynamic state A, and Eb that in the state B, then the incrt.^ase 
of energy AEf in passing from A to B is given hy 

Ai? ~ Eb •*“ Eaj (7.1) 

and is independent of the patli taken in the change of state A — > B. 

In thermodynamics the word “change^' is frequently used to imply ^'change in thermo- 
dynamic state’^; the terms “palb” or “process” then refer to the means whereby the given 
change in state is accomplished. As will be seen below, a particular change may be achieved 
!jy following various dilTercnt paths, i.c., by different processes.* 

t The symbol A as applied to a change in a thermodynamic property accompanying a 
given process represents the algebraic imrease in the property. It is always equal to the 
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independent of path 
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Since the energy content of a system obviously depends on the quantity 
of material contained in the system, it is apparent that the energy E is an 
extensive property, as defined in § 4d. If fhe mass of the system is altered, 
the energy content will be affected in the same proportion. Similarly, the 
value of AjB for any process depends upon the amount of material contained 
in the system which imdergoes the change. ^ ^ ^ ^ ^ ^ ^ ^ 

7b. Work, Heat and Energy Changes. — The energy change accompany- 
ing the change in thermodynamic state of a system may be due to the per- 
formance of work on or by the system, and also to the transfer of energy to 
or from the system in the foim of heat. The term “work” is used here in 
the general sense referred to in § 3a, and may include work of expansion or 
any other form of mechanical work, as well as electrical work, etc. If W 
is the magnitude of the work done, then by convention W is 'positive if work 
is done hy the system. In other words, by the convention W is taken as 
positive when the system loses energy as the result of doing some form of 
work. On the other hand, W is negative if work is done on the system, so 
that it gains energy . 

The amount of heat transferred is represented by Q, and this is regarded 
as positive, by convention, if energy is transferred to, that is, taken up by, 
the system in the form of heat; thus, Q is positive when the system gains 
energy as heat. Similarly, if heat is transferred from, that is, is given up by, 
the system, so that there is a corresponding decrease of energy, Q is negative. 
It should be noted that the conventions for W and Q given above are those 
which are widely adopted in the study of chemical thermodynamics. There 
is no particular reason why these, or any other, conventions should be used, 
but once the conventions have been decided upon they must be adhered to 
throughout and never changed, if confusion is to be avoided. 

Since the system loses energy Tf, because of work done, and gains energy 
Q, by the transfer of heat, the net gain of energy is Q — IT. By the first 
law of thermodynamics, tMs must be identical with the increase AE in the 
energy content of the system; thus, 

A£? = <3 - IF. (7.2) 

This equation may be regarded as a form of the first law of thermodynamics 
or, alternatively, it may be used as a means of defining the energy content E. 
Thus, the difference between the heat cbsorbed by a system and the total work 
done by the system may be defined as equal to the increase in a property of the 
system called its energy content. 

7c. Energy Change in Cyclic Process. — If, as a result of a series of 
processes, a system returns to its exact original state, its energy content will 
be unchanged so that AE must be zero. In this event, it follows from equa- 

value in the final state mines that in the initial state of the process. If AG defined in this 
manner is positive, the property G has a larger value in the final than in the initial state; on 
the other hand, if AG is found to be negative, G is larger in the initial state. The significance 
of — a 6 is, course, the reverse of that of AO. 
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tion (7.2), that the work done by the system is equal to the heat absorbed in 
the process, i.e., 

Q^W. (7.3) 

This equation is an expression of the impossibility of ^^perpetual motion of 
the first Mnd/^ as stated in § 6c. Provided the system does not undergo 
any net change, i.e., AjE? is zero, it is impossible to produce work without 
drawing upon energy, namely heat, from an outside source, A process^ or 
series of processes, cts a result of which the system returns exactly to its original 
thermodynamic state, is referred to as a cyclic process or cycle. In any cycle 
AE is zero, and the heat absorbed Q is equal to W the work done by the 
system, in accordance with equation (7.3). 

7d. Dependence of Heat and Work on the Path. — ^The heat and work 
terms involved in any change of thermodynamic state differ from the total 
change of the energy content in one highly important respect. As seen 
above, the quantity AE for a given change has a definite value depending only 
on the initial and final states of the system, and independent of the path 
taken in the process. This is, however, not the case for Q and W ; the values 
of the heat and work terms vary with the path followed in proceeding from the 
initial to the final state. That this is the case may be shown in a number 
of ways. 

It was seen in § 3g that when a system expands the work done is equal 
to the product of the external pressure and the increase of volume of the 
system. Obviously, the work done for a given volume change will thus de- 
pend on the external pressure, the magnitude of which may vary according 
to circumstances. The value of W will consequently not be determined 
solely by the initial and final states of the system; it will also depend on the 
manner in which the change is carried out. According to the first law of 
thermodynamics, the increase AE in the energy content depends only on 
the initial and final states, but since AE is equal to Q — Tf by equation 
(7.2), and W varies with the path, Q, the heat absorbed in the process, must 
vary similarly. Incidentally, it should be borne in mind that although Q 
and W depend on the path, the difference Q — TF, which is equal to AE, 
does not vary with the path taken, for it is determined only by the initial 
and final states of the system. It is seen, therefore, that even though Q 
and TF are both variable, they are not independent, for their difference must 
have a definite value for a given change of thermodynamic state. 

The variability of heat and work terms will be evident from other con- 
siderations. For example, a certain mass of hydrocarbon may be completely 
burnt in air, at constant volume, as in a combustion bomb (§ 12g). All the 
energy lost by the system appears in the form of heat, no work being done. 
On the other hand, in an internal combustion engine a large proportion of 
the energy of the hydrocarbon-air system is converted into mechanical work, 
and the remainder into heat. Another instance of a similar type is provided 
by a system consisting of zinc and dilute sulfuric acid. These substances 
may be made to react with one another in a calorimeter, so that the energy 
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decrease resulting from their conversion into zinc sulfate and hydrogen is 
accounted for almost entirely by the heat evolved. However, by combining 
the zinc with an inert metal, such as copper or platinum, a galvanic cell 
can be formed with the sulfuric acid as electrolyte. Electrical energy is 
then produced, and this may be used to drive a machine, thus doing me- 
chanical work. The inert metal is unaffected in the process, and so the 
energy, appearing partly as work and partly as heat, is that associated with 
the reaction between zinc and sulfuric acid to form zinc sulfate and hydrogen. 

It should be understood that although the heat and work changes are 
variable quantities, for a given change in thermodynamic state, the values 
of Q and W' for any specified path are quite definite. It will be seen later 
that an adequate specification of the path can often be given in a simple 
manner, e.g., constant pi'essure or constant volume. The results obtained 
are then useful for thermodynamic purposes. 

7e, Heat and Work Hot Properties of a System,— The conclusion to be 
drawn from the preceding discussion is that unlike the energy content, heat 
and work are not thermodyna^nic properties of a system. They merely repre- 
sent different ways in which energy can enter or leave the system, the re- 
spective amounts varying with the method whereby the change from the 
initial to the final state is carried out. In other -words, the performance of 
work and the flow of heat represent ways in which the energy of a system 
can be changed, but the eriergy content cannot be regarded as consisting of 
definite ^Svork^^ and ^^heat” portions.^ 

A process involving an appreciable change in the thermodynamic state 
of a system is often conveniently considered as made up of a series of in- 
finitesimal stages. For each of these stages, equation (7.2) is sometimes 
written in the form 

dE ^dQ - dW, (7.4) 

but this equation is liable to be misleading. The energy E is a thermo- 
dynamic property of the system, in the sense of § 4d, and dE is a complete 
differential, which may be treated in the maimer described in § 4e. The 
integral of dE between the limits of the initial (A) and final (J3) states of a 
process has the definite value Es — Ea or AE [ef. equation (7.1)]. This is, 
however, not true for the quantities dQ and dW in equation (7.4); these 
quantities are not complete differentials, for Q and IF are not properties of 
the thermodynamic state of the system. In order to avoid the misunder- 
standings which may arise from the use of such symbols as dQ and dlF, they 
will not be employed in this book. Instead, equation (7.4) will be -written as 

di? - g ~ (7.6) 

where dE is, the increase in the energy content of the system accompanying 
an infinitesimal stage of an appreciable thermodynamic process; q is the 
quantity of heat absorbed and w is the work done by the .system at the same 

^ For discussioas of this and related topics, see Tuneli, /. Pkys. Chem.y 36, 1744 (1932); 
Br0nsted, ML, 44, 699 (1940); MacDougail, ihid., 44, 713 (1940). 
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time. In other words, f may be taken as the energy entering the system as 
heat, and w is the amount leaving it as work done during an infinitesimal 
stage of a process. The algebraic sums of the g and w terms for all these 
infinitesimal stages will give the total heat and work changes, Q and Wy 
respectively, to which equation (7.2) is applicable. 

8. Reversible Thermodynamic Processes 

SEv Theimodynamic Revefsibility , — k particular type of path between 
two thermodynamic states is of special interest. This is the kind of path 
for which it is postulated that all changes occurring in any part of the process 
are exactly reversed when it is carried out in the opposite direction. Further, 
when the given process has been performed and then reversed, both the 
system and its surroundings must be restored exactly to their original state, 
A process of this kind is said to be thermodynamically reversible. In 
general, in order to follow a reversible path, it is necessary that the system 
should always be in a state of virtual equilibriunij and this requires that the 
process be carried out infinitesimally slowly, 

A simple illustration of a reversible process is provided by isothermal 
evaporation carried out in the following manner. Imagine a liquid in equi- 
librium with its vapor in a cylinder closed by a frictionless piston, and placed 
in a constant temperature bath, i.e., a large thermostat. If the external 
pressure on the piston is increased by an infinitesimally small amount, the 
vapor will condense, but the condensation will occur so slowly that the heat 
evolved, i.e., the latent heat, will be taken up by the thermostat. The 
temperature of the system will not rise, and the pressure above the liquid 
will remain constant. Although condensation of the vapor is taking place, 
the system at every instant is in a state of virtual thermodynamic equi- 
librium. Similarly, if the external pressure is made just smaller than the 
vapor pressure, the liquid will vaporize extremely slowly, and again the 
temperature and pressure will remain constant. The system is changing, 
since vaporization is taking place, but the process may be regarded as a 
series of thermodynamic equilibrium states. Rapid evaporation or con- 
densation, by the sudden decrease or increase of the external pressure, will 
lead to temperature and pressure gradients within the system, and thermo- 
dynamic equilibrium will be disturbed. Processes of this kind are not 
thermodynamically reversible. 

The isothermal expansion of a gas can be carried out I'eversibly by placing 
the cylinder of gas in a thermostat, as described above, and adjusting the 
external pressure so as to be less than* the pressure of the gas by an in- 
finitesimally small amount, x\s the gas expands, however, its own pressure 
decreases, since the temperature is maintained constant. Hence, if the 
process is to be thermodynamically reversible, it must be supposed that the 
exteitial pressure is continuously adjusted so as to be always infinitesimally 
less than the pressure of the gas. The expansion will then take place ex- 
tremely slowly, so that the system is always in virtual thermodynamic equi- 
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librium. The heat required by the gas, to balance the energy expended in 
the form of work against the external pressure, is taken up from the thermo- 
stat, but since the process is carried out extremely slowly the absorption of 
energy as heat keeps pace with the loss as work and the temperature of the 
system remains constant. If at any instant during the expansion the ex- 
ternal pressure is adjusted so that it is maintained just infinitesimally greater 
than the gas pressure, the process will be reversed, and the gas will be com- 
pressed. At eveiy stage in the compression the system and surroundings 
will be, apart from infinitesimal differences, in exactly the same thermody- 
namic state as they were at the corresponding point in the expansion. 

If the expansion were carried out rapidly, e.g., by suddenly releasing the 
pressure on the piston, or the compression were rapid, e.g., by a sudden and 
large increase of the external pressure, the processes would not be reversible. 
The changes would not involve a continuous succession of equilibrium states 
of the system, and hence they could not be reversible. There would be 
both temperature and pressure gradients which would be different in the 
expansion and compression; the conditions for a thermodynamically re- 
versible process would thus not be applicable. 

The discussion given above has referred in particular to isothermal 
changes, but reversible processes are not necessarily restricted to those taking 
place at constant temperature. A reversible path may involve a change of 
temperature, as well as of pressure and volume. It is necessary, however, 
that the process should take place in such a maimer that the system is always 
in virtual thermodsmamic equilibrium. If the system is homogeneous and has 
a constant composition* two thermodynamic variables, e.g., pressure and vol- 
ume, will completely describe its state at any point in a reversible process. 

8b. Reversible Work of Expansion. — ^A general expression for the work of 
expansion accompanying a reversible process may be readily derived, and 
its complete solution is possible in certain cases. If P is the pressure within 
a system undergoing a reversible process, then from what has been stated in 
§ 8a it follows that the external pressure must be P — dP, where dP is a 
very small quantity. The work w done by the system when it increases its 
volume by an infinitesimal amount dF is equal to the product of the external 
pressure and the volume change (§ 3f) ; thus, 

w = (P - dP)dV. 

Neglecting the very small, second order, product dPdV, it follows that 

to = PdV. (8.1) 

The total work TF done in the process will then be equal to the sum of a 
continuous series of PdV terms, as the volume changes from its value in the 
initial state (Fi) to that in the final state (Fa). Since P and F are definite 
properties of the system, which is always in a virtual state of thermodynamic 
equilibrium, dV is a complete differential. The sum of the PdF terms may 

* Such a system will sometimes be referred to as a “simple system” (cf, 1 4b). 

*1o73fl 
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thus be replaced by tbe defimte integral between the limits of Vi and F 2 , 
so that 

W - r^ PdV. (8.2) 

As may be expected from the discussion in § 8a, the value of the integral 
in equation (8.2) depends on the path between Fi and F 2 . This may be 
seen more explicitly in another manner. Since the state of a simple system 
at any point of a reversible process can be described completely by the 
pressure and volume, the path of the process can be represented by a curve 
on a P“F diagram, such as Fig. 5 or Fig, 6. According to equation (8.2) 
the work done in such a path is equal to the area enclosed by the curve and 
the two ordinates at the initial and final volumes. Since various paths, 
such as I, etc., in Fig. 6, between the initial and final state are possible, 
the work of expansion will clearly be a variable quantity. 

By specifying the reversible path it is possible to determine the actual 
value of the work of expansion from equation (8.2). Two simple cases may 
be considered. In the isothermal vaporization of a liquid, the pressure, which 
is equal to the vapor pressure at the specified constant temperature, remains 
constant throughout. The equation (8.2) for the "work of expansion, then 
becomes 

TF = P r^dV = P(F2 - Fi) 

-PAF, (8.3) 

where F 2 — Fi is equal to AF, the increase in volume of the system, and P 
is the vapor pressure. 

Another case of interest is that in which the system consists of an ideal 
gas. For n moles, the equation of state is PF = uRT, so that P = nRT/V, 
For an isothermal expansion involving n moles of an ideal gas, this value of 
P may be substituted in equation (8.2); since T and R are constant, 

W=^nRT\ ~^nRT\n^- (8.4) 

Jfi F Fi 

An alternative form of this result is often convenient. For an ideal gas 
PiFi is equal to P 2 F 2 , at constant temperature, and so F 2 /F 1 is equal to 
P 1 /P 2 ; hence equation (8.4) can also be written as 

W = nRT\n^, (8.5) 

» 

for the isothermal, reversible expansion of n moles of an ideal gas. 

The results just derived were based on the supposition that the change 
was one involving an increase of volume, i.e., expansion; nevertheless, the 
equations (8.4) and (8.5) are applicable to both expansion and compression. 
All that is necessary is to take Fi and Pi as representing the system in the 
initial state of the process, while Fj and Ps represent the final state. If 



44 


THE FIEST LAW OF THERMODYNAMICS 


8c 


there is an expansion, Fa is greater than Fi, and hence W, the work done by 
the system, is positive. On the other hand, if a compression occurs, Fa is 
less than: Fi, and. IF is , seen to be negative by equation' (8.4) ; this: is to be 
expected, for work is now done on the system. ' Althongh the volnine change 
in :a: process may result in expansion or compression,' the work' done, given 
by equation (8,4) or (8.5), is always referred to as '^ork of expansion. It 
is seen to be positive when there is an increase of volume, and negative when 
the volume decreases. 

Problem: Calculate the work of expansion in ergs when the pressure of 1 mole 
of an ideal gas is changed reversibly from 1.00 atm. to 5.00 atm. at a constant 
temperature of 25.0® C. 

The energy units of IF in equations (8.4) and (8.6) are determined by those 
of i?; since the work of expansion is required in ergs, the value of R to be used is 
8.314 X 10^ ergs deg.”^ mole^h The absolute temperature T is 273.2 + 25 = 
298.2® K, the initial pressure Pi is 1.00 and the final pressure P 2 is 5.00 atm.; the 
pressure units are immaterial, since the work depends on the ratio of the pressures. 
Substituting these data in equation (8.5), the work of expansion for 1 mole of gas 
is given by 

TF = In ^ = 8.314 X 10’ X 298.2 X 2.303 log i 
= — 3.99 X 10^*^ ergs mole"“h 

Since IF is negative, the work is done on the gas; this is to be expected, for the 
pressure of the gas increases in the process, and hence the volume is decreased. 

In the two special cases of isothermal^ reversible expansion considered 
above, the work done, as given by equations (8.3) and (8.4) or (8.5), is 
evidently a definite quantity depending only on the initial and final states, 
e.g., pressure or volume, at a constant temperature. Since there is always 
an exact relationship between P and F, it follows from equation (8.2) that 
the work done in any isothermal, reversible expansion must have a definite 
value, irrespective of the nature of the system. For an isothermal, re- 
versible process in which the work performed is exclusively ivork of expan- 
sion, it is apparent, therefore, from equation (7.2), that both IF and Q will 
be determined by the initial and final states of the system only, and hence 
they will represent definite quantitie>s. Actually, this conclusion is appli- 
cable to any isothermal, reversible change (cf. § 25a), even if work oilier than 
that of expansion is involved. 

^ 8c. Maximum. Work in Isothermal Reversible Processes.— A notalile 
fact concerning an isothermal, reversible expansion is that the work done is 
the maximum possible for the given increase of volume. If the external 
pressure were made appreciably less, instead of infinitesimally less, than the 
gas pressure, the work done by the expanding gas would clearly be less than 
the value given by equation (8.2), The only possible w^ay of increasing the 
work would be to make the external pressure greater than in the reversible, 
isothermal expansion. If this were done, however, the external pressure 
would be either equal to or greater than the gas pressure and hence expansion 
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would be impossible. It follows, therefore, that the reversible work of iso- 
thermal expansion is the maximum work of thu type possible for the given 
change in thermodynamic state. The work of isothermal expansion done 
by a system in an irreversible process is thus always less than for the same 
increase of volume when the change is carried out reversibly. In the case 
of an isothermal compression, the reversible work of expansion is (numer- 
ically) equal to the minimum amount of work which must be done by the 
surroundings on the system in order to bring about the specified change in 
volume (or pressure). 

In general, the work that can be obtained in an isothermal change is a 
maximum when the process is performed in a reversible manner. This is 
true, for example, in the production of electrical work by means of a voltaic 
cell. Cells of this type can be made to operate isothermally and reversibly 
by withdrawing current extremely slowly (§ 331) ; the e.m.f. of a given cell 
then has virtually its maximum value. On the other hand, if large currents 
are taken from the cell, so that it functions in an irreversible manner, the 
E.M.p. is less. Since the electrical work done by the cell is equal to the 
product of the e.m.f. and the quantity of electricity passing, it is clear that 
the same extent of chemical reaction in the cell will yield more work in the 
reversible than in the iiTeversible operation. 

As reversible processes must take place infinitesimally slowly, it fol- 
lows that infinite time would be required for their completion. Such proc- 
esses are, therefore, not practicable, and must be regarded as ideal. Never- 
theless, in spite of their impracticability, the study of reversible processes 
by the methods of theiunodynamics is of great value, even in engineering, 
because the results indicate the maximum efficiency obtainable in any given 
change. In this w^ay, the ideal to be aimed at is knowm. In chemistry, too, 
the state of eqnilibniim is important, for it shows to what extent a particular 
reaction can proceed; hence, thermodynamics provides information of con- 
siderable chemical significance, as will appear in later sections. It will be 
seen that the results derived from a study of reversible processes can be 
applied to reactions as a whole, even if they are actually carried out in an 
irreversible manner. 

EXERCISES 

1. In the combustion of 1 mole of sucrose (C 12 H 22 O 11 ), approximately 1.35 X 10® 
cal. arc liberated. Should the accompanying loss of mass of the system be 
detectable? 

2. Evaluate the energy, in calories, set free in the formation of 1 g. atom of 
helium nuclei, of mass 4.0028, from two protons, each of mass 1.0076, and two 
neutrons, each of mass 1.0090. 

3. Determine the maximum work that can be done in the expansion of 5 moles 
of an ideal gas against an external pressure of 1 atm. when its temperature is 
increased by f C. Express the result in (i) ergs, (ii) defined caL 

4. Assuming ideal behavior, w^hat is the minimum amount of work in ergs 
required to compress 1 kg. of air, consisting of 21% by volume of oxygen and 79% 
of nitrogen, from 1 atm. to 200 atm. at 0° C? 
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5* A vessel coBtaMng 1 liter of hydrogen at 1 atm. pressure is. to be evacuated' 
at 26® C to a pressure , of (i) 0.01 atm., (ii) 0.001 atm. Compare the mlmmuiE 
amount of work required' in each case, assuming ideal behavior. ■ 

6. An ideal gas is compressed isothermally and reversibly from 10 'liters to 1.5 
Eters' at 25® C. 'The. work done by the surroundings is 2,250 caL , 'How many 
moles of gas are present in, the system? 

' ■ 7. The vapor pressure of water at 25® C is 23.76 mm. Calculate the .reversible 
work of expansion in (i) liter-atm., (ii) defined cal, when the pressure of 100 g. of 
water' vapor is decreased isothermally to 0.001 atm., assuming ideal behavior, 

8. Show that for a van der Waals gas, the isothermal, reversible work of ex- 
pansion for 1 mole is given by 

where Vi is the initial and "Fa the final volume. 

9. Determine the reversible work, in liter-atm., required to expand 1 mole 
of carbon dioxide isothermally from an initial pressure of 200 atm. to a final pres- 
sure of 1 atm. at 50® 0, assuming van der Waals behavior. (Instead of solving 
the cubic equation to obtain the initial and final volumes, they may be obtained 
more simply by means of the generalized compressibility diagram.) Compare the 
result with that to be expected for an ideal gas. 

10. Explain how the compressibility diagram alone could be used to determine 
the isothermal, reversible work of expansion of any gas. Apply the method to 
Exercise 9. 
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HEAT CHANGES AND HEAT CAPACITIES 
9. The Heat Content 

§a« Heat Changes at Constant Volume and Constant Pressure.^ — ^Al-* 
though the heat change is, in general, an indefinite quantity, there are certain 
simple processes, apart from isothermal, reversible changes, for which the 
paths are precisely defined. For such processes the heat changes will have 
definite values, dependent only on the initial and final states of the system. 
Writing the first law equation (7.2) in the form 

Q^AE + W, (9.1) 

it will be supposed, as is the case in most thermodynamic processes which do 
not involve the performance of electrical work, that the work W is only 
mechanical work due to a change of volume, Le., work of expansion. For a 
process occurring at constant volume, there is no expansion or contraction, 
and hence TF will be zero; it follows then from equation (9.1), using the 
subscript F to indicate a constant volume process, that 

Qv = AEy, (9.2) 

so that the heat absorbed at constant volume, i.e., Qf, is equal to the energy 
increase AEy accompanying the process. Since the latter quantity depends 
only on the initial and final states of the system, the same must be true for 
the heat change at constant volume. The work term will also be definite, 
for it is equal to zero. 

At constant pressure P, the work of expansion IF may be replaced by 
PAY, where AF is the increase of volume; representing constant pressure 
conditions by the subscript P, equation (9.1) takes the form 

Qp = AEp + PAV. (9.3) 

The increase AEp in the energy content is equal to E^ — Ei, where Ei and 
E' 2 ,are the values for the initial and final states, respectively; similarly, the 
accompanying increase of volume AF may be represented by Fa Fi, so 
that equation (9.3) becomes 

Qp^ (Pa - Pi) + P(F2 - Fi) 

- (Pa + PFa) - (Pi + PFi). (9.4) 

Since P and F are properties of the state of the system, it follows that the 
quantity P + PF, like the energy P, is dependent only on the thermo- 
dynamic state, and not on its previous history. The extensive, thermo- 
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dynamic property B + FF is called the heat content,^ and is represented 
by the symbol by definition, 

H ^E + pv: ■■ ■'■ (9j) 

■Gonseqnently,' e^ (9.4) can be put in the fonn 

v,;. v(9.6) 

where -Hi. and. JI 2 are the values of the heat content in the i.nitial and final 
states, respectively, and AHp is the increase in the heat content of the system 
at constant pressure. The value of AHp is seen by equation (9.6) to be 
equal to Qp, the heat absorbed under these conditions; since the former 
quantity depends only on the initial and' final states of the system, and not 
on the path taken, the same will be true for the heat term Qp. F or a process 
at constant pressure, therefore, the heat absorbed has a definite value. 

The work IF done in the constant pressure process, which is equal to 
PAF, is also definite, since the pressure F is constant, and the volume change 
AF, equal to F 2 Fi, is independent' of the path. Aside from this argu- 
ment, it is obvious, since AE and Qp are here determined by the initial and 
final states, that W must now also have .a definite value. 

9b* Heat Capacities at Constant Yolume and Constant Pressure*- — As 
seen in § 3d, the heat capacity C may be defined, as, the ratio, of .the heat Q 
absorbed by a system to the resulting . increase of' temperature T% Ti, 
i.e., AT, Since the heat capacity usually varies with the actual tepiperatiire, 
it is preferable to define it in terms of the limiting value as T 2 'approaches Ti, 
that is, as AT is made very small; thus ^cf. equation (3.3) j, 
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dT’ 


(9.7) 


where q is the quantity of heat absorbed for a small increase dT in the tem- 
perature of the system from F to 2"^ + dT, Since the heat absorbed is rot, 
in general, a definite quantity depending on the initial and final states of 
the system, the unusual notation. q/dT is used to define the heat capacity 
at the temperature 21 In view'of the dependence of q on the path taken, it 
is evident that the heat capacity will also be uncertain, unless conditions 
are specified, such as constant volume' or constant pressure, which define 
the path. 

At constant volume^ for example, equation (9.7) may be written as 


Gr-g. (9.8) 

where and hence the heat capacity, C f, has a definite value. According 
to equation (9.2), the heat Qy absorbed'in an appreciable process at constant 

* Engineers and physicists usually refer to it as the enthalpy. The use of the term 
^*heat content,” however, must not' be interpreted as implying that the system posse®es a 
definite amount of heat energy. 
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Cv 


volume is equal to the increase of the: energy content in that process. 
For an infinitesimal stage in a constant volume process gr is equal to dEr, 
and so the heat capacity at constant volume, as defined by equation (9.8), 
becomes 

dSy 

It 

- {%\- ( 8 -»> 

The partial differential notation is used because E is a function of the volume 
(or pressure) as well as the temperature; the subscript F as applied to the 
partial derivative in equation (9.9) indicates that in this case the volume is 
maintained constant. The heat capacity of a system ai constant volume is 
therefore equal to the rede of increase of the energy content with temperature at 
constant volume. 

At constoni pressure, equation (9.7) takes the form 


Cp 


_ gp 
dT’ 


(9.10) 


and since qp is definite, the heat capacity Cp at constant pressure is also 
definite. Making use of the fact that according to equation (9.6), Qp, the 
heat absorbed in an appreciable process at constant pressure, is equal to 
the increase of heat content in the process, it can be shown in a manner 
exactly similar to that used in deriving (9.9), that 


(~) 


(9.11) 


The heat capacity of a system at constant pressure is consequently equal to the 
rate of the increase of heat content with temperature at constant pressure. 

It should be mentioned that the important equations (9.9) and (9.11), 
defining heat capacities at constant volume and constant pressure, respec- 
tively, are applicable to any homogeneous system of constant composition. 
The (simple) system may be gaseous, liquid or solid, and it may consist of 
a single substance or of a solution whose composition does not vary. As 
already seen, it is for such systems that the energy is dependent upon only 
two thermodynamic variables of state, e.g., pressure and temperature or 
volume and temperature. 

9c. Heat Capacity Relationships. — From the results already given, it is possible 
to derive general equations connecting the heat capacity of a system at constant 
volume with that at constant pressure. Since the energy E of & homogeneous 
system of definite composition is a single-valued function of the volume and 
temperature, dE is a complete differential which can be represented by 


.T- . / 


dE 
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[cf. equation (4.6)], and hence, by equation (4.10), 

According to equation (9.9), {dE/dT)v equal to Cf, the Heat , capacity of the 
system at constant volume, so that 




(9.14) 


By definition [equation (9.5)], H ~ E + PV, and since Op is equal to 
(di3'/5r)p, it follows that 


-{fr)A 


d(E + PV) 
dT 

\ 


JP 


Combination of this result with equation (9.14) yields immediately 


By starting with the relationship 
dll 


(i), 




dT, 


(9.15) 


(9.16) 


(9.17) 


which is permissible since the heat content of a simple homogeneous system, like 
the energy content, is dependent only on two thermodynamic variables, e.g., the 
pressure and the temperature, it is possible to derive the equation 


Cp - Cy 


[-( 


dH\ l/dP\ 


Tp AKTT y^ 


(9.18) 


by a procedure analogous to that used in obtaining equation (9.16). 

As already indicated, the foregoing results will apply to any homogeneous 
system of constant composition. In certain cases, however, some simplification 
is possible, and this is especially true when an equation of state, relating pressure, 
volume and temperature, is available, as will be seen below. A particularly simple 
system is that involving an ideal gas, and this type of system will now be considered. 


9d* Energy Content of Ideal ''Gas,— In the experiments made by J. L. 
Gay-Lussac (1807) and J. P. Joule (1844) it was found that when a gas %vas 
allowed to expand into a vacuum, there was no gain or loss of heat. Two 
similar copper globes, one containing air under pressure and the other evacu- 
ated, were connected by a wide tube with a stopcock. When the latter was 
opened the temperature of the globe which originally contained the air fell, 
but that of the other globe rose by an equal amount. It appeared, therefore, 
that there was no net heat change, i.e., the value of Q was zero, when the 
volume of the gas was increased in the manner described. Subsequent ex- 
periments, carried out along somewhat different lines by J. P. Joule and 
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■ W. Thomson: (Lord; 'Kelvin), between,! 1862, showed that a tem- 
perature difference, .indicating than zero for Q, should have 

been observed. However, it appears that the more closely the gas approxi- 
mates to ideal 'behavior the. .smaller is the heat effect, and so it is probable 
that for an ideal gas the value of Q in the free expansion described above 
would be' actually zero. 

■ 'Since the gas expands into a vacuum, that is, against no external pressure, 
the work of expansion W is also zero. It follows, therefore, from equation 
(7.2), that A£? must be zero in the process; in other words, there is no change 
in the energy content of an ideal gas as a result of free expansionyLe.j a volume 
increase in which no external work is done. The energy of the gas depends 
on two variables, e.g., volume and temperature; hence, the conclusion just 
reached may be represented mathematically in the form 


r^V = o 

\dVU ’ 


(9.19) 


the energy content being independent of the volume, at any constant temperature. 
The result expressed by equation (9.19) is taken as one of the criteria of an 
ideal gas. It will be shown later (§ 20d), by utilizing the second law of 
thermodynamics, that (9.19) is a necessity for a gas obeying the PV = RT 
relationship at all temperatures and pressures. 

There is an important consequence of the fact that the energy content 
of an ideal gas, at constant temperature, is independent of the volume. 
When an ideal gas expands against an appreciable external pressure, W has 
a finite value, hut ixE is zero; it follows, therefore, from equation (7.2) that 
for the isothermal expansion of an ideal gas, 


( 9 . 20 ) 


the heat absorbed by the system being equal to the work done by it. If the 
expansion is carried out reversibly, the work done is given by equation (8.4) 
or (8.5), and hence the heat Q absorbed in the isothermal, reversible expan- 
sion of n moles of an ideal gas is determined by the same expression, viz., 


nRTlu 


nRT In ' 


( 9 . 21 ) 


9e. Effect of Pressure and Temperature on Heat Capacity of Ideal Gas. 
— Since the energy content of an ideal gas, at constant temperature, is 
independent of its volume, it must also be independent of the pressure. The 
energy of a given quantity of the gas thus varies only with the temperature; 
it is consequently possible to write equation (9.9) in the form 


( 9 . 22 ) 


so that the heed capacity ad constant volume of an ideal gas is independent of 
the volume, or pressure, of the gas. The same can be shown to be true for 
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the heat capacity at constant pressure. Thus, if equation (9.5), i.e., 

H = JS + PF, is; differeEtiated with' respeet to volume, at constant tem- 
perature, ^tlie result is 



For an ideal gas, {dE/dV)T is zero, as seen above, and [d(PF)/dF]r is also 
zero, since PV is equal to RT and hence is constant. It follows, therefore, 
that the heat content of an ideal gas is dependent only on the temperature^ and 
is independent of its volume or pressure. The heat capacity at constant 
pressure can then be represented by equation (9.11) in the form 



indicating that Cf for an ideal gas does not vary with the volume or pressure. 
For a real gas, the energy and heat contents are known to vary with the 
pressure, and hence equations (9.22) and (9.23) cannot be employed. Some 
expressions for the variation of Op and Cy with pressure or volume will be 
derived in later sections (§§ lie, 21 d, 21 e). 

It must be realized that the conclusion that the heat capacities of an ideal gas 
are independent of pressure is not based on thermodynamics alone. It has been 
necessary to introduce the result that {dE/dV)T is zero, which may be regarded 
either as based on experiment or on the postulated equation of state PV « RT 
for an ideal gas. Similar considerations are applicable to the problem of the varia- 
tion of heat capacity of an ideal gas with temperature; thermodynamics alone 
cannot supply the answer, and it is necessary to introduce other information. 
According to the kinetic theory of gases, the heat capacity of an ideal gas, wnose 
molecules possess translational energy only, should be independent of temperature 
(§ 15b). Gases which might be expected to approximate to ideal behavior in this 
respect are those containing only one atom in the molecule. Experimental ob- 
servations have shown that the heat capacities of some monatomic gases, e.g., 
helium and argon, are almost constant over a very considerable range of tempera- 
ture. In general, however, all gases do not behave in the same manner in respect 
to the effect of temperature on heat capacity as ideal behavior is approached, 
i.e., at low pressures, and so it is inadvisable to make a general postulate in this 
connection. 

9t Heat Capacity-Temperature Relationships.— For reasons which, will 
be made clear in Chapter VI, the heat capacities of all gases containing two 
or more atoms in the molecule must vary with temperature. The form of 
the expression which represents this variation cannot be predicted by means 
of thermodynamics, and so purely empirical formulae are used. One of 
these, which has been widely employed, is a power series of the form 

Cf== a + pT + yT^ + • • •, (9.24) 

where a, /d, 7 , §, etc., are constants, which must be derived from the experi- 
mentally determined heat capacities over a range of temperatures, and T is 
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the absolute 'temperature. The values of these constants for a uumber^:^^^^^ 
common.gases are recorded in Table II when inserted in' equation^^' (9.24) 
they,: 'give the lieat capacities of the respective gases, usually within:'! 
cent or less, in the temperature range from 273"^ to about :1500°K.;:^^:'T^^ 
constants in Table II cannot be safely used for extrapolation outside this 
'range. 

^ HEAT CAPACITIES OP GASES (Cp) AT 1 ATM. PBE8SUBB ' 

IN CAL. DEQ."1 MOLE”^ 


' Gas 

a 

^ X W 

X 

0 

AX 10® 

Ha 

6.947 

-0.200 

0.4808 


Da 

6.830 

0.210 

0.468 

, . 

O2 

6.095 

3.263 

- 1.017 


Na 

6.449 

L413 

-0.0807 

■ : — ■■ 

CI2 

7.576 

2.424 

-0.965 

' — ■ " 

Bfa 

8.423 

0.974 

- 0.3555 


CO 

6.342 

1.836 

-0.2801 

■ , 

HCI 

6.732 

0.4325 

0.3697 

— 

HBr ■ 

6.578 

0.955 

0.1581 


HaO 

7.219 

2.374 

0.267 

— 

CO2 

6.396 

10.100 

- 3.405 


HaS 

6.385 

5.704 

- 1.210 


HCN 

5.974 

10.208 

-4.317 


NaO 

6.629 

10.515 

- 3.571 


S02 

6.147 

13.84 

- 9.103 

2.057 

SOa 

6.077 

23.537 

-9.687 

■ — , 

NHa 

6,189 

7.787 

- 0.728 

— ■ '' ' 


* For more accurate values and data for other gases, see Table 3 at end of book. 


Because of the variation of heat capacity with temperature, it is some- 
times convenient to use the mean value of the heat capacity over a range of 
temperatures; this value is then taken as constant for purposes of calculation. 
The mean heat capacity Cp in the temperature range from Ti to is 
given by 



and if the value of Cp from equation (9.24) is introduced, it is found upon 
integration that 

Cp - La{T, - Ti) + mn - Tf) + hin -n) + ■■■2 

= « + MTi + Ti) + iy{Tl + TiTi + ri) + • • • . (9.25) 

It is then possible to calculate the mean heat capacity of any gas, using the 
(ionstants in Table II. 

1 Spencer, ei al, J. Am. Chem. Soc., 56, 2311 (1934); 64, 250 (1942); 67, 1859 (1945); 
see also, Bryant, /nd. Eng. Chem., 25, 820, 1022 (1933). 
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' li Appears that in certain cases the variation of heat capacity with temperature 
is better represented by a function containing a term m In place of P in 
■.equat!onv(& j4); thus,2 

Cp-- a + ^T--yT-'% ■ ; ' . , . r;,,, (9,26). 

the constants a, and 7 being quite different from those in Table IL Since 
neither equation (9.24) nor (9.26) can be regarded as representing exactly the 
dependence of heat capacity on temperature, the simple power series equation 

(9.24) will be used whenever possible, because of its more straightforward nature. 
In some instances, however, it will be found necessary to employ a function of the 
type of equation (9.26), 

The heat required to raise the temperature of a system from Ti to Tg, 
at constant pressure, i.e., the increase of heat content, is obtained by the 
integration of equation (9.11), using (9,24) to express Cjp as a function of T; 
the result is 

Hi - Hi = P'CpdT = (a + pT + yT^+ ‘)dT 

= <x(k - Ti) + mTl - Tt) 4- h{Tl - Tl) + • • •, (9.27) 

constant pressure being understood. The same result can, of course, be 
obtained upon multiplying the mean heat capacity €p, as given by equation 

(9.25) , by the increase of temperature. 

Problem: How much heat is required to raise the temperature of 1 mole of 
oxygen gas from 27° C to 127° C at 1 atm. pressure? 

From Table II, 

Cp = 6.095 + 3.253 X 10-^T - 1.017 X lOr^T^ eal. deg.-^ mole-i, 
and since Ti is 273 + 27 = 300° K, and Tj is 273 + 127 = 400° K, it follows that 

pm 

Hm - Hsoo = I (6.095 + 3.253 X IQ-’T - 1.017 X l0-^T^)dT 

./aoo 

= 6.095(400 - 800) + i X 3.253 X 10-=C(400)2 - (300)»3 

- i X 1.017 X 10-«C(400)= - (300)5] 

= 710 eal mole~^ 

Og. Difference of Molar Heat Capacities.^ — ^Since (dE/dV)T is zero for an 
ideal gas, equation (9.16) takes the simple form 

Cp-Cr = (9.28) 

The quantity (dV/dT)p represents the rate of increase of volume with tem- 
perature, at constant pressure, and hence the right-hand side of equation 
(9.28) may be taken as equal to the work of expansion when the temperature 
of the ideal gas is raised by 1° at constant pressure. The difference in the 

» Maier and Kelley, /. Am. Chem. Soe., 54, 3243 (1932); Kelley, U. S. Bur. Mines Bull, 
371 (1934); see also, Chipman and Fontana, J. Am. Chem. Soc., 57, 48 (1935). 
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heat capacities of au ideal gas at constant pressure and constant volume 
may thus be attributed to the work of expansion, as a result of the increase 
of volume at constant pressure; at constant volume there is, of course, no 
work of expansion. It will be understood that this condition can hold only 
if (dE/dV)T is zero, i.e., for an ideal gas. For real gases the difference 
between Cp and Cv must include an allowance for the change in energy 
content due to the increase of volume, in addition to that due to the work 
of expansion. Actually this is quite small for most gases under ordinary 
conditions as is apparent from the value of the mechanical equivalent of 
heat derived in the problem in § 6b; this calculation is based on the tacit 
assumption that (dE/dV)r is zero for air at 0® C. 

Since for 1 mole of an ideal gas PF = SIT, it is seen that (dV/dT)p is 
equal to P/P, and hence 



so that from equation (9.27) 

Cp—Cr^R, (9.29) 

where Cp and Cv are now the molar heat capacities of the ideal gas. The 
values for constant pressure and constant volume, respectively, thus differ 
by a constant amount, equal to the molar gas constant, i.e., 1.987 cal. deg.~^ 
mole~*. For real gases Cp — Cy ''vill not be quite equal to R, although the 
discrepancy should not be large, except perhaps at Mgh pressures and low 
temperatures when departure from ideal behavior is considerable. Further 
theoretical consideration of this subject will be given in Chapter VIII. 

10. Adiabatic Processes 

10a. Reversible Adiabatic Expansion and Compression. — ^An adiabatic 
process is defined as one in which no heai enters or leaves the system, at any 
stage. For every infinitesimal stage of the process q is zero, and hence, by 
equation (7.5), dE is equal to — w. If the work is restricted to work of ex- 
pansion, w is given by PdV, so that 

dE =-PdF. 

In this equation, P represents, strictly speaking, the external pressure. 
However, if the anabatic process is carried out reversibly, the actual pre^ure 
of the system is virtually identical with the external pressure (§ 8a), so that 
under these conditions P is the pressure of the system. For an ideal gas, 
dE may be replaced by CydT, as shown by equation (9.22), since the energy 
content is independent of the volume, so that 

CrdT PdV. (10.1) 

It win be observed from this result that in a reversible, adiabatic process the 
signs of dV and dT are opposite; thus, if the volume of the gas is increased, 
in such an adiabatic expansion, the temperature must fall, whereas if the 
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volume is decreased, in a compression, the temperature will rise. This is to 
be expected from general considerations: a gas does work when it expands, 
and as no heat enters or leaves the system, the energy content of the gas 
must decrease. Since the energy is independent of the volume at constant 
temperature, this decrease of energy is accompanied by a fall of temperature. 

10 b. Temperature Changes in Reversible Adiabatic Processes.— The re- 
lationship between the pressure (or volume) and the temperature of an ideal 
gas in a reversible, adiabatic expansion or compression may be derived in the 
following manner. If 1 mole of the gas is considered, PF is equal to PT, 
so that substitution for P in equation (10.1) gives 

dV 

CvdT RT^, 


that is 




CydlnP =- PdlnF, 


( 10 . 2 ) 


where Cr is the molar heat capacity of the ideal gas at constant volume. If 
Cr is assumed to be independent of temperature, it is possible to integrate 
equation ( 10 . 2 ), the limits being Ti and Ti, the initial and final temperatures, 
and Fi and F 2 , the corresponding volumes; the result is 



— Plny^r = 
V 1 


Pin 


Zi 

Fs' 


(10.3) 


For 1 mole of an ideal gas, P is equal to Cp — Cy, by (9.29), so that, after 
making this substitution and converting the logarithms, equation (10.3) 
becomes 



= (7 - 1 ) log 


Fi 

Fa’ 


(10.4) 


where the symbol 7 is used to represent Cp/Cy, the ratio of the heat ca- 
pacities at constant pressure and constant volume. The equation (10.4), 
or its equivalent, 





(10.5) 


or 


TV'^~^ — == constant, 


can be utilized to determine the temperature change in a reversible, adiabatic 
process with an ideal gas. 


Problem: A quantity of air at 25® C is compressed adiabatically and reversibly 
from a volume of 10 liters to 1 liter. Assuming ideal behavior, and taking Cy for 
air as 5 cal. deg.~‘ mole"*, calculate the (approximate) final temperature of the air. 
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Utilizing equation (10,5), Ti is 273 + 25 = 298° K; Fi is 10 liters, Fs is 1 liter, 
Cv is 5.0 cal. deg.“^ mole"*, and R may be taken as 2.0 cal. deg.'"*' mole~^ with 
sufficient accuracy (note that Cv and B must be expressed in the same units); 
hence, 

Ti ^ /lOV'® ■ 

298 V 1 ] ’ 

= 298 X = 749° K. 

The final temperature is thus 749 — 273 = 476° C. 


For many purposes it is more useful to develop an expression relating 
the temperature to the pressure in a reversible, adiabatic change. Since an 
ideal gas is under consideration, it follows that PiFx = RTiandPiVi ~ BT^; 
if these equations are combined with (10.5) so as to eliminate Fi and Fa, 
it is found that 




( 10 . 6 ) 


T 

p(y-i)ly 


T 

pRICp 


constant. 


The results of equations (10.5) and (10.6) may be summarized in the 
convenient form 




1 , Fi 

Cv Vi 


Problem: A quantity of air at 25® C is allowed to expand adiabatically and 
reversibly from 200 atm. to 20 atm. Assuming ideal behavior, calculate the 
(approximate) final temperature. 

In this case Ti is 273 + 25 = 298® K, Pi is 200 atm., and Po is 20 atm. Since 
Cv was given above as 5.0 cal. deg.~^ mole’"^, and assuming Cp — Cr = P? as for 
an ideal gas, Cp is 7.0 cal. deg.*"^ mole”'h Hence, by equation (10,6), 

298 \200/ 

= 298 X (i^o)-^^ = 154® K. 

The final temperature is thus 154 — 273 = 119® C. 


The marked fall of temperature accompanying adiabatic, or approxi- 
mately adiabatic, expansion is used to some extent for cooling purposes in 
connection with the liquefaction of gases. 

, 10c»;PressEre-Volnm Relationship in Reversible ..Adiabatic .Process./'---' 
By combining equations (10.5) and (10.6) so as to eliminate Ti and ^ 2 , it 
iS'ioundThat",,', 


PiFI = P 2 VZ or (10,7) 

pyy = pycptcv = constant. 
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The relationship: between the pressure and volume at ' any instant' in a re- 
veraible, adiabatic process with a given mass of an ' ideal gas,' * is thus repre- 
sented by PF'^ == constant, which may be compared with the constancy of 
the ample product FV for an isothermal process. Since Cf is always greater 
the 'rati^ i.e., 7, ' is 'greater than unity ; hence, the increase 

of volume for a given decrease of pressure wil be 
less in an adiabatic, than in an isothermal ex- 
pansion. . That is to say, the plot of , the pressure 
against the volume, i.e., the^ pressure-volume 
curve (Fig. 7), will be steeper for an adiabatic 
than for an isothermal process,' starting at the 
same point. The reason'for the ^smaler volume' 
increase, in an adiabatic .expansion' is^'' to 
tributed to the accompan3ring ' fall' of tempera- 
ture.,- as explained above, which will tend 'to 
diminish the volume. .In the isothermal pro- 
cess, the temperature is, ;, of , 'course, constant. : : 

■ lOd. Work of Eipansion in Reversible: 
batic Process. — The work: (i 
infinitesimal stage of a' xevemb'le, adiabatic pro- 
cess, ie., PdF, is given by equation (10.1) as 
equal to -- CydT; hence, -for an appreciable process the total work of expan- 
sion IF, derived from equation '(8.2),, is 



If Cv may be taken as constant, it follows that 

F = - CviT2 - Ti) - CriTi - (1»J) 

The negative sign means that work is done on the gas when Tt > Pi, that is, 
in an adiabatic compression. Equation (10.8) may be combined with 
equations (10.4) or (10.6), so as to eliminate Ti and Tz and obtain expressions 
for the work of expansion in terms of the volumes or pressures, respectively. 

Problem: Calculate the work of expansion' in ergs when the pressure of 1 mole 
of an ideal gas at 25® C is changed adiabaticaliy and reversibly from LO atm. to 
5.0 atm. The molar heat capacities may be taken as equal to those of air. (Com- 
pare the problem in § 8b, which is for an isothermal expansion between the same 
pr^ure limits.) 

This problem may be solved by calculating Tz as in the second problem in § 10b, 
and then substituting the result in (10.8), Ti being known. Alternatively, by 
combining equation (10.6) with (10.8) it is readily found that 

W = CyT^ [1 - . (10.9) 

* The assumption made in the integration of equation (10.2), namely, that the heat 
capacity is independent of the temperature, should be borne in mind. 
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from wMct^l^ deriyed .directiy . by means of the availableydatac/ ; 

energy' unit of If m that of the factor Cf; this is 5.0 cai. deg.”*^ mole*"^ or 

5.0 X 4.18 X 10^ ergs deg.**"^ mole^^ In the exponent the units of >8 and> CyM^' 
imraateriai as long as they are consistent; hence, R may be taken as 2.O and',0p, as; 

7.0 caL deg.""! mole*"!.. Substituting these values in equation (10,0),: with 71 =*■’ 273' 
+ 25 — 298® K, Pi — I.O and Fi =' 5.0 atm., the result is 

IF = 5.0 X 4.18 X 10’' X 298 [ 1 - j 

— — 3.64 X IQ!® ergs mole*"!. 

The work required for the adiabatic process is seen to be somewhat less numerically 
than for the isothermal expansion, l^eause of the smaller volume change. 

lOe. Ratio of Heat Capacities.— The results obtained in the preceding sections 
have been applied in determining the value of y, the ratio of the heat capacities 
of a gas. In the method of F. Clement and C. B. Desormes (1812), the gas at a 
pressure greater than atmospheric is placed in a large vessel provided with a stop- 
cock and a manometer for indicating the pressure. The initial pressure Pi is 
observed, and the stopcock is opened to allow the pressure to fall to that of the 
atmosphere P%; the stopcock is then immediately closed. During the expansion, 
which is virtually adiabatic, the gas is cooled from the initial temperature Ti to 
the lower value Ts, and as it warms up to its original temperature, the pressure 
rises to P(. If Fi is the volume of 1 mole of an ideal gas at pressure Pi, and F 2 
is the volume after the adiabatic expansion when the pressure is P 2 , then by equa- 
tion (10.7), PiVX == P 2 FJ. When the original temperature Ti is restored, after 
the adiabatic expansion, the pressure of the gas is PJ, and since 1 mole still occupies 
the volume F 2 , because the vessel was closed after the expansion, it follows that 

PxFi = PJFs, (10.10) 

where the left-hand side refers to the initial state and the right-hand side to the 
final state, at the same temperature. Eliminating Fi and F 2 from equations 
(10.7) and (10.10), the result is 


log Pi - log P 2 
log Pi - log P[ 


( 10 . 11 ) 


From the three pressure measurements, therefore, the ratio of the heat capacities 
can be calculated. 

In a modification of the foregoing procedure (0. Lummer and E. Pringsheim, 
1891), the stopcock is allowed to remain open after the adiabatic expansion, and 
the temperatures before (Pi) and immediately after (Po) expansion are measured 
by a sensitive thermometer. Since the corresponding pressures Pi and Pa are 
known, y can be obtained from equation (10.6) in the form 


log Pi— log Pa 
log (P 1 /P 2 ) -- log (Pi/Pa) 


( 10 . 12 ) 


It will be recalled that equations (10.11) and (10.12) are both based on the as- 
sumption that the gas behaves ideally; for actual gases, however, the results must 
be corrected to ideal behavior by the use of a suitable equation of state. 
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: / For an ideal gas, the, value of 7 should be constant, but for;real gases, 
other than monatomic, it varies appreciably with pressure and temperature,' 
as shown by the results for air, given in Table^ III.^ In general, the ratio 

TABLE in. VAMATION OF RATIO Cp/Cy FOB AIR WITH 
TEMPERATURE AND PRESSURE 

■Temperature Pressure, 



1 

50 

m ' 

, '2CM) atm. 


1.41 

1.77 

2.20 

2.33 


1.403 

1.53 

1.65 

1.83 

im^ 

1.401 

1.45 

1.50 

. 1.60 


of the heat capacities decreases with increasing temperature. As the pres- 
sii» is increased 7 increases, passing through a maximum and then decreas- 
ing (cf. § 21d) ; for air at — 79 ® G the maximum was observed at 150 atm., 
but at 0® and 100® C it occurs at higher pressures than are given in the table. 

When actual data are not available, a useful approximate rule for ordi- 
nary temperatures and pressures^ is to take 7 as 1.67 for monatomic gases, 
1.40 for diatomic gases, 1.30 for simple polyatomic gases, such as water, 
carbon dioxide, ammonia and methane. It may be noted that the heat 
capacity ratio for hydrogen gas increases at low temperatures toward the 
^’'alue for a monatomic gas. This matter will be explained in Chapter VI. 

11. The Joule-Thomson Effect 

11 a. Expansion Through a Throttle. — In the experiments of Joule and 
Thomson, referred to in § 9 d, a gas was allowed to stream from a higher 

to a lower pressure through a tube con- 
taininga ^‘throttle, consisting of a porous 
plug of silk or cotton (Fig. 8) . By the use 
of the throttle the expansion took place 
slowly, and the pressure on each side ofihe 
plug was maintained virtuaBy eonstant 
The tube was made of a material having a low heat conductance, e.g., 
boxwood, and the conditions were made as nearly adiabatic as possible. 

Suppose Pi is the constant pressure of the gas before passing through the 
throttle, and P2 i |3 the constant pressure after the passage; the corresponding 
temperatures are Ti and The volume of 1 mole of the gas at Pi and 
Ti is Fi, whereas at P2 and T2 the molar volume is Fo. The work done M" 
by 1 mole of the gas as it streams through the plug is equal to P2F2 — PiFi, 
for the volume is increased by F2 at the pressure P2 while decreasing by 
the volume Fi at the pressure Pi. Since the whole process is assumed to 
be adiabatic, so that Q is Eero, it follows that the loss of energy from the 
system in the form of work, i.e., IF, must be equal to the decrease — AE 
in the energy content, by equation ( 7 . 2 ). If Ei and E2 are the energy con- 

^Data mainly from International Critical Tables, Vol. V, pp. SI -82. 



Ti Tz 

Fig. 8. Throttled expansion of a gas 
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tents of 1 mole of the gas in the initial and final states, i.e., before and after 
passage throng the throttle, then 


{E, - Et) = P*Fa - PiFi 


(11.1) 


the left-hand side representing the decrease of the energy content, and the 
right-hand side the work done. By rearrangement of equation (11.1), it is 
seen that 

El + PtVt = E2 + P 2 V 2 , ( 11 . 2 ) 

and since, by definition, the heat content H is equal to P -f PF, it follows 
from (11.2) that Pi — P 2 , so that in the throttled expansion process the heat 
conteni of the system remains constant. 

11b. The Joule-Thomson CoeflScient. — As seen in 1 9a, the heat content 
of a system is determined precisely by the thermodynamic state of the sys- 
tem, so that dP is a complete differential; thus, taking pressure and tem- 
perature as the variables. 


dH 


= ( 


m dp+ 

dP/r 




(11.3) 


For a process in which, the heat content is constant, equation (11.3) may be 
equated to zero, so that, inserting the subscript H to indicate constant heat 
content, 

<iPH + (^] dTn 


dTJi 


or 


(i). 

\dP)n XdPjT/KdT 


)/ 


(lh4) 


The quantity (dT/^P) if is called the Joule-Thomson coefficient, and is 
represented by the symbol mj.t. ; it is equal to the rate of change of tempera- 
ture with the pressure in a streaming process through a plug or throttle. 
According to equation (9.11), {dH/dT)p is the heat capacity of the gas at 
constant pressure, i.e., Cp, so that (11.4) is equivalent to 


MJ.T. 


Gp\dPjT 


(11.5) 


Utilizing the relationship H = E + PF, this expression takes the form 


W.T. = 


Cpl\dPjr \ dP 


)J' 


and since E is a function of P, V and P, which are not independent, it follows 
from equation (4,9) that 


4 “ 

CplKdVjrKdPfr K dP 


1 Y 


MJ.T. 


( 11 . 6 ) 
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Equation (11.6) is quite general and should apply' to any' ga^ for its 
derivation is based entirely on the- first law of thermodynamies without as- 
suming any specific properties of the system. However, Iot g/h ideal gas^ 
(dE/dV)T is zero, as seen earlier, and since PV = JZT,. it follows that 
[a(FF)/dP]T is also zero; hence, since Cp is finite, it is seen from equation 
(11.6) that for an ideal gas juj.T. must be zero.f The Joule-Thomson coeffi- 
cient of an ideal gas should thus be zero, so that there should be no change 
of temperature when such a gas expands through a throttle.J 

11c. Sign 'and Magnitude of the Joule-Thomson Effect— The quantity 
(a^?/aF)r has the dimensions of energy/volume, which is equivalent to 
force/area and hence to pressure; it is, therefore, frequently referred to as 
the internal pressure, especially in connection with liquids. Physically, it 
may be regarded as a measure of the pressure in the interior of a fluid, i.e., 
gas or liquid, resulting from the attractions and repulsions of the molecules; 
it has, in fact, been identified approximately with the a/V^ term of the van 
der Waals equation (cf. § 20d). It is because the energy content of a real 
gas, unlike that of an ideal gas, is not independent of the volume, that it is 
necessary to introduce the a/F^, or analogous, term in the equation of state 
for the real gas. 

There are several methods for obtaining an indication of the magnitude 
of the internal pressure, and these all show that {dE/dV)T is usually positive 
for real gases. Further, since it is approximately equal to a/F^, it increases 
with increasing pressure. The factor (dV/dP)T in equation (11.6), on the 
other hand, is always negative, since increasing pressure, at constant tem- 
perature, is invariably accompanied by a decrease of volume. It can be 
readily seen from an examination of the pressure-volume isotherm of a gas 
that the numerical value of the slope {BV / BP) t is large at low pressures, and 
diminishes as the pressure is increased. Hence, it follows that the first term 
in the bracket on the right-hand side of equation (11.6) is usually negative, 
its numerical value being approximately independent of the pressure. 

Turning to the term []5(FF)/6P3r, it is seen that this is the slope of the 
plot of Py against P, as in Fig. 2. At ordinary temperatures, this is nega- 
tive for all gases, except hydrogen and helium, at low pressures, but it be- 
comes positive at high pressures. At low and moderate pressures, therefore, 
both terms in the bracket of equation (11.6) are negative, and since the heat 
capacity Cp is always positive, it follows that the Joule-Thomson coefficient 
Atj-.T. will have a positive value. In other words, since mj.t. is equal to 
{BT/dP)fff most gases experience a decrease of temperature as the result of 
a Joule-Thomson (throttled) expansion, at moderate and low pressures and 

* The foregoing equations are really applicable to my fluids i.e.^ liquid or gas, but they 
are usually employed for gases. 

fThe same conclusion may be reached directly from equation (11.4) or (11.5), since 
{dH/dP)T is zero for an ideal gas (cf., § 9e), 

I It may be noted that for real gases /u.T. does not necessarily approach zero at very 
low pressures, in spite of the fact that (dB/BV)T approaches zero and PV approaches RT 
(cf. §22a). 
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ordinary temperatHres, As the gas pressure is increased, the 
Yalue/of the first term in the bracket remains approximately constant; at the 
same time the second term decreases numerically, ' and eYentually becomes 

the' Joule-Thomson coefficient :shouId decrease 
; with: mcreasing' pressure^ passing through a zero .value, and finally changing 
sign. At sufficiently high pressures, therefore, a reversal of the Joule- 
Thomson effect should be observed, the coefficient becoming negative; 
under these conditions a throttled expansion will be accompanied by an 
increase of temperature.. 

At lower temperatures not only is the numerical value of [d(PF)/dP3r 
larger at low pressures, but higher pressures must be attained before it 
changes sign. It follows, therefore, that at low pressures the Joule-Thomson 
coefficient juj.t. should increase as the temperature is diminished, and higher 
pressures will be required before a reversal occurs. The temperature at 
which the Joule-Thomson effect changes sign, at a given pressure, is called 
the iaversion temperature; at this temperature mj.t. is, of course, zero. 
From what has just been stated, the inversion temperature for any gas should 
increase with the pressure. 

The foregoing conclusions, derived from the purely thermodynamic 
equation (11.6) in conjunction with experimental data on the compressi- 
bility of gases, are in complete agreement with direct observations of the 
Joule-Thomson effect, as may be seen from the data for nitrogen recorded 
in Table IV.'^ At 200 atm. pressure, there is evidently an inversion tern- 


TABLE IV. JOXJLE-THOMSON COEFFICIENT FOB NITROGEN IN DEG. ATM.~1 


Temperature 

1 

20 

Pressure 

60 

100 

2(X) atm. 

200*=* C 

0.0540 

0.0460 

0.0365 

0.0260 

0.0075 

100° 

0.125 

0.114 

0.0955 

0.0760 

0.0415 

50° 

0.179 

0.166 

0.141 

0.115 

0.066 

25° 

0.214 

0.200 

0.169 

0.138 

0.078 

0° 

0.257 

0.242 

0.204 

0.166 

0.090 

-«50° 

0.384 

0.362 

0.299 

0.231 

0.094 

- 100° 

0.628 

0.578 

0.443 

0.281 

0.062 

- 150° 

1.225 

1.097 

0.062 

0.0215 

— 0.0255 


perature between 100® and — 150® C, actually about ~ 126® C, but it de- 
creases with decreasing pressure. It will be observed, especially’' at the 
higher pressures, that the value of the Joule-Thomson coefficient passes 
through a maximum as the temperature is changed. A high-temperature 
inversion point, e.g., just above 200® C at 200 atm., is thus to be expected; 
such inversion points have actually been observed. This subject will be 
considered more fully from another standpoint in § 22b. 

^Boebuck and Osterberg, Phijs. Rev*, 48, 450 (1935); for other detei-minations of the 
Joule-Thomson effect see Roebuck, et ah, Proc. Am, Acad, Arts Sci., 60, 537 (1925); 64, 287 
(1930); Phys. Rev,, 43, 60 (1933); 45, 322 (1934); 46, 785 (1934); 55, 240 (1939); /. Chem, 
Phus., S, 627 (1940\* / A m Chem, Soc., 64, 400 (1942); Sage, Lacey, et al, Jnd. Eng. Ckem,, 
28, 60i, 715 (1936); 31, 369 (1939). 
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■ ^ForEydrogeE and helium the value of FF iucreases with pressure at' all 
pressures, , at ordinary temperatures; thus, [6(FF)/6F3y is positive at all 
pressures, and consequently the Joule-Thomson coefficient is negative under 
these conditions. ' This means that the (upper) inversiGE temperature for 
hydrogen and helium is below the ordinary atmospheric temperature at all 
pressures. The difference in behavior exhibited by these gases, as compared 
with that of other gases at normal temperatures, can thus be accounted for. 
At sufficiently low temperatures, hydrogen and helium behave like other 
g^es, having a positive value for the Joule-Thomson coefficient at moderate 
and low pressures; it decreases and eventually changes sign as the pressure 
is increased. 

114 ' Cooling by the Joiile-Thomsoii Effect. — The fail of temperature that 
occurs when a gas undergoes throttled expansion, at suitable temperatures and 
primes, h^s been utilized in the industrial liquefaction of gases. As seen above, 
the Joule-Thomson coefficient has the largest positive values, and hence the cooling 
accompanying the expansion will be most marked, at low temperatures, and pre- 
ferably at low pressures. In order to obtain the maximum efficiency, therefore, 
the temperature of the gas to be liquefied is first reduced either by the performance 
of work in a gas engine, where it undergoes something approaching adiabatic 
expansion (§ lOd), or by utilizing the cooling effect of another portion of the gas 
which has been passed through a throttle. 

Because of the variation of the Joule-Thomson coefficient with both tempera- 
ture and pressure it is not easy to calculate the change of temperature resulting 
from a given throttled expansion, even when such data as in Table IV are available. 
This can be done, however, by a series of approximations. By estimating a rough 
average for the Joule-Thomson coefficient, some indication of the fall of tempera- 
ture can be obtained. 

FroMem: Estimate the final temperature accompanying the throttled expan- 
sion of nitrogen, initially at 25® C, from 200 atm. to 1 atm. pressure. 

An examination of Table lY shows that at 25® C, the mean value of in 
the range from 200 atm. to 1 atm. is about 0.14® atm.*"^, so that the decrease of 
pressure by 199 (approx. 200 atm.) means a fall of temperature of 28®. As a first 
approximation, therefore, the final temperature is seen to be — 3.0® C. It is now 
possible to estimate a more accurate value of /ij.T. in the pressure range of 201) 
atm. to 1 atm. and temperatures of 25® to — 3.0® C. This is seen to be about 
0.155® atm."“^, so that the fail of temperature is 31®, leading fco a final temperature 
of-6®C. 


lie. Effect of Pressure on Heat Capacity.— Since C p is equal to {dH/dT)p^ 
it follows that the variation of the heat capacity with pressure, at constant 
temperature, is given by 


dCp \ ^ dm ^ 
dP Jt dTdP* 


(11.7) 


The heat content of a simple system is a single-valued function of the thermo- 
dynamic state, e.g., of the temperature and pressure, and hence the order or 
differentiation on the right-hand side of equation (1L7) is immaterial Utilizing 
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equation (ll.S), therefore, It follows that 




— — fXjj 


dT ' 


giving a reiationship for the variation of heat capacity with pressure which is 
applicable to ail iuids. For an ideal gas mj.t. and (d/ij.T./d!r)p are both zero, so 
that the heat capacity does not vary with pressure; this conclusion is in agreement 
with that reached in § 9e. 

From data on the variation of the Joule-Thomson coefficient and heat capacity 
with temperature it is thus possible to determine the \rariation of the heat capacity 
of a fluid with pressure. This procedure has been utilized in certain instances. 

Rroblem: From the data in Tables II and IV estimate the variation of the 
molar heat capacity of nitrogen with pressure, at ordinary temperatures and 
pressures,' ■ 

From Table II, for nitrogen 

Cp = 6.45 + 1.41 X lO-^T 0.81 X cal. deg.-^ mole-i, 

~ ^ 2 X 0.81 X 10~^T cai. deg.""^ mole“h 


At about 300® K, therefore, 

Cp = 6.87 cal. deg.-^ mole-h 


= 1.36 X 10-3 caL deg.-^ mole-h 


From Table IV, mj.t. at ordinary temperatures and pressures is seen to be 
about 0.21® atm.-^ and (djuJ.T./d!F)p is approximately — 1.5 X lO"® atm.~^; if 
these results are inserted into equation (11.8), it is seen that 

(^)^ = - 0.21 X 1.36 X 10-3 4 . e.s 7 X 1.5 X lO"® 

= LO X 10”3 cal. deg.-^ mole""^ atm.-h 

The heat capacity of nitrogen should thus increase by approximately 1.0 X lO”® 
caL deg.~^ moie-^ for an increase of 1 atm. in the pressure, at ordinary temperatures 
and pressures. 

The subject of the influence of pressure on heat capacity will be con- 
sidered from another thermodynamic point of view in § 21d. 


EXERCISES 

1. Give the complete derivation of equation (9.18). 

2. By combining equations (10.5) and (10.8) derive an expression for the work 
of reversible, adiabatic expansion of an ideal gas in terms of the initial and final 
volumes. Determine the work done in liter-atm. when 1 mole of a diatomic gas 
at 0® C expands from 10 ml. to 1 liter. 
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: 3. BeterHiiaetlis values of AiJ and A® m .calories when 1 mole of liquid water 
'.B heated from 25^ to ICM)® C at 1 atm. pressure, .The mean heat capacity of water 
may be' taken as 1.601 cal. deg.^^ g.-^and the mean , coefficient of ' cubical expansion 
as '4.0 X: 10^ d^-r^; the density of water at 25® C is 0J971 , g. oc.”*^. ■ 

■ ' 4. Calculate the molar heat capacity at 1 atm, pressure of nitr'Ogen at 0®^ .SCMI® 
and 1000® C, Compare the results with the mean heat capacity In the range 
from 0® to 1000® C, 

’ 5. 'Evaluate the 'amount of heat in ergs which must be suppEed to an ideal, gas 
in the isothermal^ reversible expansion from a pressure of 1.00 atm. to 25.0 atm. 
'at.25®C, 

6. How much heat, in calories, must be suppEed to 100 g. of carbon dioxide in 
order to raise the temperature from 27® C to 727® C at 1 atm. pressure? 

7. In the treatment of adiabatic processes in the text, the heat capacity has 
been assumed to be independent of temperature. How could allowance be made 
for the variation of Cp with temperature in equation (10.6)? (The gas may be 
assumed to be ideal in other respects.) Use this method to estimate the work done, 
in calories, and the final temperature in the reversible, adiabatic compression of 1 
mole of oxygen from 10 Eters to 1 Eter, the initial temperature being 25® C, What 
would be the result if Cp were taken as having the constant (mean) value of 7 caL 
deg,*^ moie^^? 

8. A diatomic gas is to be compressed adiabatically from 1 atm. to 25 atm., 
the initial temperature being 25® G, The compression may be carried out in one 
stage or it may be performed in two stages, from 1 atm. to 5 atm,, and then from 
5 atm. to 25 atm., the gas being aUowed to regain its original temperature between 
the two stages. Which process can be carried out with the smaller expenditure 
of energy? 

9. When a gas is compressed adiabatically td half its initial volume, its tem- 
perature is observed to increase from 25® to 200® C. Estimate the (approximate) 
mean molar heat capacity of the gas at constant pressure. 

10. Compare the values of AH and AJ? for the vaporiization of 1 mole of water 
at 100® C and 1 atm. pressure. The heat of vaporimtion of water is 539 cal. 

at the normal boOing point; the specific volume of the vapor is then 1675 ec. 
and that of the Equid is approximately unity. Suggest why the value of AE in 
this case is sometimes called the ^Internal heat of vaporisation,^^ i 

11. Assuming (dE/dV)T for a van der Waals gas to be equal to a/V\ show 
that the increase of the energy content in the isothermal expansion of 1 mole of 
the gas, under such conditions that no work is done, is given by 

Correlate this result with the analogous term in the expression for W in Exercise 8, 
Chapter in. 

12. Calculate the (approximate) increase of internal energy in calories when 
1 mole of carbon dioxide is expanded isothermally from 1 Eter to 10 liters, assuming 
van der Waals behavior. 

13. With the aid of equation (9.16) and the result derived in Exercise 11, show 
quaUtativeiy that the value of Cp — Cv for a gas such as nitrogen should pass 
tinrough a maximum as the pressure is increased (cf. § 21a). (Note from Fig. 2 
that (BV/BT)p is larger at low prassures and smaller at higher pressures than for 
an ideal g^.) 
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14, If a is independent of temperature, show that Cr for a Tan der Waab gas 
should be independent of the pressure (or volume) at constant temperature, and 
that both Cp and Cp/Cy should pass through a maximum with increasing pressure, 
as in Table III' (cf, § 21e), ' Use the results of Exercises 11 and 13, 

16. Combine equations (0.18) and (11.5) to derive an expression for Cp — Cy 
at the Joule-Thomson inversion point. What is the value for a van der Waals gas? 

16, Bj utiiizing a relationship of the form of equation (4.9), together with the 
result of Exercise 11, and the van der Waals equation in the iow-pr^sure form 
obtained in Exercise 7, Chapter II, show that 



By introducing E — + PF, show that 

/^V _ , _ ^ 
XdFjT BT^ 

and hence derive the result 



for the Joule-Thomson coefficient of a van der Waals gas at moderate pressures 
(cf. § 22a). Show that for a real gas, the Joule-Thomson coefficient is not neces- 
sarily zero even at zero pressure, 

17. The variation of the Joule-Thomson coefficient of air with the ateoiute 
temperature T at 1 atm. pressure is given by 

juj.T. = - 0.1975 + - -fT 

[Hoxton, Fkys, Bev,, 13, 438 (1919)]. The dependence of Cp on temperature at 
1 atm. is given approximately by 

Cp = 6.50 + O.OOIOT cal. deg.~i mole““^ 

Determine the rate of change of Cp for air with pressure in cal. deg.”^ atm.”^ moie”^ 
in the region of 27® C and 1 atm. pressure. 

18. At 25® C, the variation of Cp for carbon dioxide with pressure is repre- 
sented by 

Cp « 8.90 + 0.0343P + 0.0123P2, 

with P in atm., and the variation with temperature, at 1 atm. pressure, is given 
(approximately) by 

Cp = 6.80 + 0.0072P. 


In the vicmity of 1 atm. pressure, the Joule-Thomson coefficient of the gas is 1.08® 
atm."^^. Determine the rate of change of with temperature at ordinary pres- 
sures. (The experimental value is about — 0.010 atm.~0- 

19. Show that for a van der Waals gas (dF/dV)T is proportional to P* (cf. 



Exercise 11), and (dV/dF)r k approximately proportional to 1/P*, at not too 
high pressures? hence, justify the statement in § 11c that the first term in the 
bracket on the right-hand side of equation (11.6) is approximately independent 
of pressure. 
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THERMOCHEMISTRY 

12. Heat Changes in Chemical ^ Reactions 

■12a. Heat , of Reaction. — The science of thermochemistry is concerned 
with the heat changes associated with chemical reactions; in other w^ordsj it 
deals essentially with the conversion of .chemical energy into heat energy 
and vice versa. Thermochemistry is, therefore, to be regarded as a branch 
of thermodynamics, especially since, as will be seen shortly, the subject is 
based largely on the first law. Further, the data obtained in thermochemical 
studies are utilized in the evaluation of properties of thermodynamic interest. 

The heat change associated with a chemical reaction, like that for any 
other process, is an indefinite quantity depending on the path taken. How- 
ever, as seen in § 9a, if the process is carried out at constant pressure or 
constant volume, the heat change has a definite value, determined only by 
the initial and final states of the system. It is for this reason that heat 
changes of chemical reactions are measured under constant pressure or con- 
stant volume conditions; processes involving liquids and gases are usually 
studied at constant (atmospheric) pressure, whereas combustion reactions 
are carried out at constant volume, e.g., in an explosion bomb. For the 
purpose of recording and tabulating the results, the data are quoted directly 
as, or are converted into, those for constant pressure, generally 1 atm. Al- 
though the reactants and products of a chemical reaction might well be at 
different temperatures, the situation is considerably simplified by determin- 
ing heat changes for the condition in which all the substances concerned are 
at the same temperature. This practice is invariably adopted in mailing 
thermochemical measurements. 

Since Qp, the heat absorbed in any process at constant pressure, is equal 
to AjHp, the increase of heat content at constant pressure (§ 9a), the heat 
change accompanying a chemical reaction under these conditions is equal to 
the difference between the total heat content of the products and that of 
the reactants, at constant temperature and pressure. This is the quantity 
usually referred to as the heat of reaction; thus, 

Heat of reaction « Heat content of products —' Heat content of reactants, 
or 

Qp = AHp - 5IH(products) — (reactants), (12.i) 

where the if, ie., heat content,,values all refer to a specified temperature, 
e.gw, 25^^ C, and pressure, e.g., 1 atm. . The summation signs imply that the 
total heat contents, allowing for the different' numbers of molecules that 
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may be involved, of all the products or of all the reactants, respectively, are 
to be included. It may be remarked that in evaluating the heat of reaction 
it is assumed that the reactants are completely converted into the products. 
In other words, it is postulated that the reaction, as represented by the 
appropriate chemical equation, proceeds to completion. If this conation 
is not realized experimentally, the observed heat change is adjusted so as 
to give the result that would have been obtained for the complete reaction, 

12b. Symbols and Units. — The heat change accompanying a reaction, 
for example, that between solid carbon (graphite) and hydrogen gas to form 
liquid benzene, is represented in the form of a thermochemical equation, viz., 

&C(s) + 3H2(^) = CeHeCO, Aff sss.ie = 11.7 kcal, 

where the symbols g, I and s indicate gaseous, liquid and solid state, respec- 
tively. It is the common practice in thermochemical work to express heat 
changes in kilocalories, abbreviated to kcal., where 1 kcal. = 1000 caL, 
because the statement of the result in calories would suggest a greater degree 
of accuracy than has actually been attained. The equation given above 
implies that the formation of 1 mole of liquid benzene from 6 gram-atoms of 
solid carbon (graphite) and 3 moles of hydrogen gas results in the absorption 
of 11.7 kcal., i.e., about 11,700 caL, at 25° C or 298.16° K, and 1 atm, pres- 
sure. The heat content of 1 mole of liquid benzene is thus 11.7 kcal. greater 
than that of the carbon (solid) and hydrogen (gas) of which it may be re- 
garded as composed; that is, 

AH = Jf (C6H6, 1) - CiI(6C, s) + H(3H2, g)2 = 11.7 kcal. at 25° C. 

It may be noted, in general, that if the heat content of the products exceeds 
that of the reactants, i.e., AH is positive, the reaction is accompanied by an 
absorption of heat. On the other hand, if the reverse is the case, so that 
AH is negative, heat is evolved when the reaction takes place. 

If all gases behaved ideally, the value of AH would be independent of 
the pressure (§ 9e), but as this is not the case it is necessary, strictly speak- 
ing, to specify the pressure in connection with any reaction involving gases. 
Unless otherwise stated, the pressure is usually 1 atm., although for certain 
purposes it is desirable to express the data for the condition in which the gas 
behaves ideally, i.e., at very low pressures. In the great majority of cases, 
however, the difference between the observed value of AH at 1 atm. pressure 
and that corrected for departure of the gases from ideal behavior is consider- 
ably less than the experimental error, and so may be ignored (cf. § 20e). 

For a reaction taking place in solution, it is necessary to specify the con- 
centrations of the various reactants and products. If the solutions are so 
dilute that the addition of further solvent, e.g., water, results in no appre- 
ciable change in the heat of reaction, i.e., the heat of dilution is zero, the 
symbol aq is employed,;:'.thus, 

HCI(ag) + NaOH(ag) = NaCl(ag) + HgO, AH^b^ = - 13.50 kcal, 
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for the reaction between hydrochloric acid and sodium hydroxide in dilute 
aqueous solution. The subjects of heat of solution and heat of dilution will 
be treated below (see iJso Chapter XVIH). 

12c. Heat Changes at Constant Pressure and Constant Volume.— The 
heat chang e Qy at constant volume is equal to AEy the increase of the energy 
content at constant volume (§ 9a). For a reaction involving ideal, or ap- 
proximately ideal, gases, AE would be independent of the volume, at con- 
stant temperature; for such a reaction, therefore, it is possible to identify 
Qf with AE at the given temperature, without specifying constant volume 
conditions for the latter. Although this is strictly true only if the gases 
involved are ideal, it can be taken as being approximately true for all reac- 
tions The change in the energy content due exclusively to a volume change, 
apart from the work of expansion, is invariably so small, particularly in 
comparison with the values of AF involved in chemical reactions, that it may 
be ignored. It will be assumed, therefore, that the value of AE, which is 
equal to Qv, depends only on the temperature, and not on the actual volume 
or pressure. Bearing in mind these arguments, equation (9.3) can be 
written as 

Qp « AE -}- PAV 

^ Qv + PAY, (12.2) 

which gives the relationship between the heat changes of a reaction at con- 
stant pressure and constant volume. The difference between these quanti- 
ties is thus equal to PAY, which is the work of expansion when the process 
is carried out at constant pressure. 

For a reaction in which gases take part, the volume change AF may be 
appreciable, and ita value can be determined with sufficient accuracy by 
assuming ideal behavior of the gases concerned. If ni is the number of 
moles of gaseous reactants, and is the number of moles of gaseous products 
of the reaction, the process is accompanied by an increase of — ni — An 
moles of gas. If F is the volume of 1 mole of any (ideal) gas at the experi- 
mental temperature and pressure, then the increase of volume AF in the 
reaction will be equal to FAn. For ideal gases, PF is equal to RT, so that 

PAF = PFAn = RTAn, 

and substitution in equation (12.2) gives 

Qp ^ Qr -Y RTAn. (12.3) 

From this expression the value of the heat of reaction at constant pressure 
can be calculated if that at constant volume is known, or vice versa. An 
important use of equation (12.3) is in the determination of the Aff values 
for combustion reactions, since the actual thermochemical measurements are 
made in an “explosion bomb” at constant volume. 

If the reaction involves solids and liquids only, and no gases, the volume 
change AF is usually so small that the PAF term in (12.2) may be neglected. 
In cases of this kind the heats of reaction at constant pressure and constant 
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volume may be taken as identical, within the limits of experimental error. 
Since the volume changes due to solids and liquids are negligible, the value 
of AF for a reaction, in which gases as well as solids or liquids take part, 
applies to the gases only. The factor An in equation (12.3) then refers to 
the gaseous molecules only. For any reaction in which the same total number 
of gaseous molecules occurs on both sides of the chemical equation An is zero, 
and hence, Qp and Qv are equal. 

RroWem: When 1 mole of solid naphthalene was burnt in oxygen gas to yield 
carbon dioxide gas at constant volume, at 26® C, the heat absorbed (Qv) was found 
to be — 1,227,0 kcal. Calculate Ai^ for this reaction, assuming it to be independ- 
ent of pressure. 

The reaction is 

CioHsC^) + 1202(g) = 10002(9) + 4H20(Z), 

so that the number of molecules of gaseous reactants (?ii) is 12, and the number of 
molecules of gaseous products (ng) is 10; hence, An = n2 — ni — — 2. The tem- 
perature is 25® C, i.e., 298® K, and R may be taken as 2 cal. or 2 X 10“^ kcai. 
deg.-^ moie““^; hence, by equation (12.3), 

Qp 1,227,0 + (2 X 10~® X 298 X - 2) 

= - 1,227.0 - 1.2 = - 1,228.2 kcal. 

The value of AH for the reaction may thus be taken as — 1,228.2 kcal. at 25® C. 

12d. Thermochemical Laws. — Two important laws of thermochemistry 
are based on the principle of conservation of energy. According to A. L. 
Lavoisier and P. S. Laplace (1780), the quantity of heat which must he supplied 
to decompose a compound into its elements is equal to the heat evolved when the 
compound is f ormed from its elements. This experimental result is, of course, 
in direct agreement with the first law of thermodynamics, for otherwise it 
would be possible to create heat energy by making a compound from its 
elements, and then decomposing it, or vice versa. The law of Lavoisier and 
Laplace may be extended into the general form that the heat change accom- 
panying a chemical reaction in one direction is exactly equal in magnitude, but 
opposite in sign, to that associated with the same reaction in the reverse dire<Mon. 
This conclusion follows directly from the fact, derived from the first law of 
thermodynamics, that the heat content of a substance, or system, has a 
definite value at a given temperature and pressure (§ 9a), The total heat 
content of the reacting substances must, therefore, differ from that of the 
products by a precise amount; there is thus a definite increase AH in one 
direction, and a numerically equal decrease — AH in the opposite direction 
of the chemical reaction [cf. equation (12.1)]. As a consequence of the 
foregoing conclusion, thermochemical equations can be reversed, provided 
the sign of AH is changed; thus, 

CIU(g) + 202(p) - C 02(^) + 2H20(i), AiTsss -- 212.80 kcal. 

COM + 2H20(0 = CUM + 202 (p), Aff298 = 212.80 kcal. 
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Another important la-w of thermochemistry was discovered empirically 
by G. H. Hess (1840); it is known as the law of constant heat summation. 
This law states that the resultant heat change, at constant pressure or constant 
volufne, in a given chemical reaction is the same whether it takes place in one 
or in several stages. This means that the net heat of reaction depends only 
on the initial and final states, and not on the intermediate states through 
which the system may have passed. The law of Hess thus also follows from 
the first law of thermodynamics for, as already seen, it leads to the conclusion 
that AH (or AE) depends only on the initial and final states of the system 
and is independent of the path connecting them. One result of Hess’s law 
is that thermoehemical equations can be cdded and subtracted, just like algebraic 
equations. The physical significance of these operations is that the heat 
contents of the various elements and compounds concerned are definite 
(extensive) quantities, and the addition or removal of a substance (or sub- 
stances) from a system means that the heat content is increased or decreased, 
respectively, by a specific amount (or amounts) . A useful practical applica- 
tion of this result is in the calculation of heat changes for reactions which 
cannot be studied directly. 

Problem: Given the following heats of reaction at 25° C: 

(i) C 2 H 4 (ff) + ZO,ig) = 2COM + 2'EzOil), Aff = - 337.3 kcal. 

(ii) Hdff) + = H20(0, Ail = - 68.3 

(iii) CsHdff) + 3 |Oj(s) = 2COM + 3H20(i), AH = - 372.8 

determine the heat change of the reaction C 2 H 4 (ff) + H 2 (ff) = C 2 H 6 (ff) at 25° C. 

The required result can be obtained very simply by adding (i) and (ii) and 
subtracting (iii), so that 

C2H4(9) + m(g) = C 2 H 6 (g), AiJsss = - 32.8 kcal. 

12e. Heat of Formation. — The heat of formation of a compound is the 
increase of heat content AH when 1 mole of the substance is formed from its 
ehmenis at a given temperature and pressure. The value of AH depends on 
the physical state and condition of the substances involved (cf. § 12i), and 
so it is generally postulated that the elements are in their so-called standard 
states. For liquids and solids, the standard states are usually taken as the 
stable forms at the atmospheric temperature and a pressure of 1 atm. For 
gases, the standard state is chosen as 1 atm., although in certain cases the 
ideal gas is postulated; as indicated earlier, the difference between these two 
states does not have any considerable effect on the AH value. Where ac- 
curate thermoehemical data are available, how’ever, the distinction between 
the two states is significant (| 20e). When ail the substances concerned in a 
reaction are in their respective standard states, the change of heat content 
is indicated by the symbol AJ?®. 

As an example of the standard heat of formation, reference may be made 
to the reaction 

C(s) -f Oi(g) — CO^ig), • Af/lgg = — 94.05 kcal. 
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Here the carbon is in the form' of ' graphite, for this is the stable form, i.e*, 
the standard state, at 25° C and 1 atm. ; the gases, oxygen and carbon dioxide, 
are both at 1 atm. pressure. The standard heat of formation of carbon 
dioxide at 25° C is then said to be •— 94.05 kcal. mole“'^ The heat content 
of 1 mole of carbon dioxide is thus less than that of 1 g. atom of graphite 
and 1 mole of oxygen by 94.06 kcal. at a temperature of 25° C and a pressure 
'of l^,atm. 

The standard heats of formation of a number of compounds at 25° C 
are recorded in Table V.^ 

TABLE V.* STANBABD HEATS OF FOEMATION AT 25° C IN KCAL. PEE MOLE 


Inorganic Compounds 


Substance 

AH 

Substance 

AH 

Substance 

AH 

HFfe) 

- 64.5 

N20(gr) 

19.7 

HgO(s) 

- 21.6 

HC 1 (! 7 ) 

- 22.06 

NO(fir) 

21.6 

FeO(^) 

-64.3 

HBrto) 

- 8.6 

N02(^) 

8.0 

Fe203(s) 

- 195 

HKflr) 

5.9 

H2S04(Q 

- 194 

Al203(5) 

- 380 

HjO(i) 

- 68.32 

HN03(0 

- 42 

NaCl(s) 

-98.3 

B.S(g) 

- 5.3 

Na20(s) 

-99 

KCl(s) 

- 104.3 

NH,(s) 

- 11.03 

K 20 (s) 

- 86 

AgCl(s) 

- 30.3 

SO,(g) 

- 70.9 

NaOH(s) 

- 102 

HgsClsls) 

- 62 

SO,(ff) 

- 94.4 

KOH(s) 

- 102 

Na2S04(s) 

- 330 

COG?) 

- 26.42 

CuO(s) 

- 38.5 

KSOiis) 

- 343 

CO,(g) 

- 94.05 

Ag20(s) 

- 7.0 

PbS04(s) 

- 219 


Organic Compounds 


Substance 

AH 

Substance 

AH 

Methane {g), CH 4 

- 17.89 

Methanol (< 7 ), CH 3 OH 

- 48.1 

Ethane {g), C 2 H 6 

- 20.24 

Methanol (0, CH 3 OH 

- 57.0 

Propane (g), CgHs 

- 24.82 

Ethanol (g), C 2 H 5 OH 

- 56.3 

Ethylene (gf), C 2 H 4 

12.56 

Ethanol {1) C 2 H 5 OH 

- 66.4 

Propylene (g), CsHs 

4.96 

Phenol (s), CeHsOH 

- 38.4 

Acetylene (g), C 2 H 2 

54.23 

AniHne {1), CeHsNHa 

7.3 

Benzene (1), GeHs 

11.7 

Urea (s), CO(NH 2)2 

- 79.4 

Cyclohexane (1), C 6 H 12 

- 14.8 

Benzoic acid (s), CsHsCOOH 

- 93.2 

Naphthalene (s), CioHs 

■14.4 

Sucrose (s), Ci 2 H 220 ii 

- 533.4 


* For furtlier data, see Table 5 at end of book. 


121 Heat Content and Heatof Formation. — There is a useful connection 
between the heat of a reaction, in general, and the heats of formation of the 
compounds involved. It wiU be evident that in thermochemical studies no 

^ Data mainly adapted from F. R. Bicbowsky and F. D. Rossini, ^‘The Thermochemis- 
tiy of the Chemical Substances,” 1936; Landolt-Bornstein, Physikalisch-Chemische Ta- 
beilen, 1923-1936; see also, Thacker, Folkins and Miller, IncL Eng, Chem,, 33, 584 (1941); 
Wagman, Kilpatrick, Taylor, Pitzer and Rossini, /. Res. Nat Bur. Stand,^ 34, 143 (1945); 
Prosen and Rossini, ibid., 34, 263 (1945); Frosen, Pitzer and Rossini, ibid., 34, 403 (1945); 
Wagman, Kilpatrick, Pitzer and Rossini, iUd.t 35, 467 (1945); Kilpatrick, Prosen, Pitzer 
and Rossini, ibid., 36, 559 (1946). For reviews of experimental methods, etc., see Rossini, 
Chem. Rev., 18, 233 (1936), 27, 1 (1940); Roth, Z. Elek., 38, 94 (1932); 45, 335 (1939). 
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inf ormatioji is obtaiaed' conceriimg the actual or absolute: heat contents of 
substances, but only with regard to the differences of their heat contents. 
For this reason it is permissible to choose' any arbitrary scale of reference 
for heat content; that is, a zero of heat content may be chosen by convention, 

' just as: the ssero of the. centigrade temperature scale is arbitrarily . chosen as 
the ice point. Differences of temperature are the same, irrespective of 
whether the actual temperatures are recorded on the absolute or centigrade 
scales, provided they are expressed in the same units. A similar situation 
exists in connection with the heat content; the AiJ value will be the same, 
irrespective of whether the heat contents H are expressed on an absolute 
scale or an arbitrary, conventional scale. The convention usually employed 
in thermochemistry is arbitrarily to take the heat contents of all elements as' 
zero in their standard states at all temperatures.'^ The heat of formation of 
a compound is the difference between the heat content of the compound and 
that of its elements, and since the latter are taken as zero, by convention, 
it follows that on the basis of this convention the heat conient of a compound 
is equal to its heat of formation. 

Utilizing the heat contents derived in this manner, the standard heat 
change of a reaction can be readily calculated from the known standard 
heat contents, i.e., the standard heats of formation, of the substances con- 
cerned. Consider, for example, the reaction, at 25° C, 

CH4(^) + 202(^) - C02(g) + 2H20a), 

- 17.89 0 - 94.05 - 2 X 68.32 

and writing the standard heat of formation at 25° C of each species below 
the formula, it is seen that the total heat content of the products is 94.05 
+ (— 2 X 68.32) whereas that of the reactants is — 17.89 + 0. The 
standard increase AH^ of heat content in the reaction is thus given by the 
difference of these two quantities, viz., 

Ai?U - [- 94.05 -- (2 X 68.32)] 17.89 + 0) = - 212.80 kcal 

Instead of using the heats of formation to calculate the heat of reaction, 
the procedure may be reversed, and the heat of formation of a compound 
derived from the heat of reaction, provided the heats of formation of all the 
other substances involved are known. 

Problem: From the result of the problem in § 12c, determine the heat of forma- 
tion of 1 mole of solid naphthalene from graphite and hydrogen gas at 1 atm. 
pressure at 25® C. 

In this case, 

CioHaCa) + 1202 (g) - lOCOaCg) + 4020(0, !,228J^ 

z 0 - 10 X 94.05 - 4 X 68.32 

^ For certain problems dealing with changes of a physical nature, which are based on 
variations of the heat content of a system with temperature, the convention is to take the 
heat content of the system, element or compound, to be zero at 0® C. 
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the standard heat of formation of each species being written below its formula, 
X being that of the naphthalene, which is required. Since A/f® is ■*“ 1,228.2 kcal., 
it follows that 

- 1228.2 - C- (10 X 94.05) - (4 X 68.32)] - (x + 0), 

X = 14.4 kcai. 

The standard heat of formation AH^ of naphthalene at 25® C is thus 14.4 kcal. 
(The result is not particularly accurate in this instance, because it represents the 
difference between two large numbers.) 

12g. Heat of Combustion. — Organic compounds containing carbon and 
hydrogen alone, or together with oxygen, can be burnt in oxygen gas to yield 
carbon dioxide and (liquid) water as the sole products. The heat change 
accompan 3 dng the complete combustion of 1 mole of a compound, at a given 
temperature and 1 atm. pressure, is called the heat of combustion. From 
the data in the preceding section, it is seen, for example, that the heat of 
combustion of methane at 25® C is — 212.80 kcal. The heats of combustion 
of solids and liquids are usually measured at constant volume in a ^'bomb 
calorimeter^’; the results can then be used to calculate AH, as explained 
above. The standard heats of combustion of a number of familiar organic 
compounds are given in Table VI.^ The data may be used to calculate 

TABLE VI. HEATS OP COMBUSTION AT 26® C IN KCAL. PER MOLE 


Substance 

AH 

Substance 

AH 

Methane (g), CH 4 

- 212.8 

Benzene (0, CsHe 

- 781.0 

Ethane (gf), CaHs 

- 372.8 

Toluene ( 0 , C 7 H 8 

-934.5 

Propane (g), CsHg 

- 530.6 

Xylene (0, CgHio 

- 1,088 

w-Butane (^), C 4 H 10 

- 688.0 

Benzoic acid (^), CeHsCOOH 

- 771.4 

n-Pentane (1), C 5 H 12 

- 838.7 

Phenol (s), C 4 H 5 OH 

- 732.0 

w-Hexane (1), CeHu 

- 995.0 

Naphthalene (s), CioHg 

- 1,228.2 

Ethylene (g), C 2 H 4 

- 337.3 

Sucrose (s), C 12 H 22 OU 

- 1,348.9 

1,3-Butadiene (g), C 4 H 8 

- 607.9 

Urea (s), CO(NH 2)2 

- 151.5 

Methanol (0, CH 3 OH 

- 173.6 

Ethyl acetate (Z), CHgCOOCsHs 

-538.0 

Etbanol (Q, CaHsOH 

- 326.7 

Aniline (Z), CgHgNHa 

- 81L9 


heats of reaction and of formation which cannot be determined directly. 
Examples of such calculations are provided by the problems in §§ 12d, 12f. 

12h« Heat of Hydrogenation.— The change of heat content accompany- 
ing the hydrogenation of 1 mole of an unsaturated compound has been de- 
termined in a number of instances. The results are of interest for certain 
theoretical purposes, but they can also be utilized for the derivation of heats 
of formation and heats of combustion. 

Problem: The standard heat of hydrogenation of gaseous propylene to propane 
is — 29.6 kcal., and the heat of combustion of propane is — 530.6 kcal. at 25® C. 
(Unless otherwise stated, constant pressure is to be understood.) Utilizing the 

2 See ref. 1, also Eossini, Ind. Eng, Chem,, 29, 1424 (1937); Prosen and Rossini, J, Res, 
Nat. Bur. Stand.^ 27, 289 (1941); 33, 255 (1944); 36, 269 (1946); Prosen, Johnson and 
Rossim, ibid., 35, 141 (1945); 36, 455, 463 (1946). 
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known heats of formation of carbon dioxide (*- 94.0 kcal.) and of liquid water 
( - 68 J kcal), determine the heat of combustion and the standard heat of forma- 
tion of propylene. . 

The data are as follows: 


m 0^ Ozmig), 

(ii) CMsig) 4- 502(^) - 3C02(^) + 4H2O(0, 

(iii) C(s) + 02 (g) ^ CO.ig), 

(iv) H 2 (^) + iOzig) = H 20 ( 0 , 


AH® = - ' 29.6 kcaf 
AH® - - 530.6 
AH®-- 94,0 
AH® =- 68,3' , 


To obtain the standard heat of formation of propylene, add equations (i) and (ii), 
and then subtract the sum from three times equation (iii) and four times (iy); 
the result is 

SCis) + 3 H 2 (^) - C 3 H 6 (^), ah® - 5,0 kcal. 

The heat of combustion can either be obtained from this result by reversing it and 
adding three times equations (iii) and (iv), or it may be derived by utilizing (i), 
(ii) and (iv) ; in any event, it is found that * 

C 3 Hs(^) + 4 J 02 (^) - 3 C 02 (^) + 3 H 20 ( 0 , AH® - - 491.9 kcal. 


12 L Phase Changes. — A phase change, such as vaporization of a liquid, 
fusion or sublimation of a solid, and transition from one crystailine modifica- 
tion to another, is invariably associated with a change of heat content. 
Such heat changes are often referred to as the ^^latent heat^' of vaporization, 
fusion, etc., although the tendency at the present time is toward the omission 
of the term ^datent.’^ These quantities represent the difference in the heat 
contents of 1 gram, or 1 mole, of the two phases under considez*ation at the 
temperature and pressure at which the phase change takes place. Thus, 
the heat content of 1 gram of steam (water vapor) is 539.4 cal. greater than 
that of the same weight of liquid water at 100® C and 1 atm. pressure. The 
heat of vaporization of water at 100*^ 0 is thus 539.4 cal. g,"*^ and this quan- 
tity of heat must be supplied to 1 g. of liquid water at 100 *^ C to convert it 
into vapor at the same temperature and 1 atm. pressure. Like other heat 
changes, latent heats of various types vary with the temperature; thus at 
25® C, the heat of vaporization of water is 583.6 cal. g.““h the pressure being 
23.76 mm., or 0.0313 atm. Molar heats of vaporization and fusion arc 
frequently employed in thermodynamics, and these are the changes of heat 
content associated with the vaporization or fusion of 1 mole of the substance 
under consideration, at the given temperature and pressure. The results 
may be expressed in the form of equations similar to the tliermochemical 
equations represented above; thus, 


HsOC?) - H20(0, AH 273 = 1.438 kcal. 

11.0(1) = IWig, 1 atm.), AH 373 - 9.717 kcal. 


Heats of vaporization and fusion are utilized in tlie treatment of phase 
changes (Chapter XI), but for the present they will be employed in connec- 
tion with thermochemical problems. For example, it is sometimes required 
to know the heat of a particular reaction when one (or more) of the sub- 
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stances taking part is in a different physical state than usual; the necessary 
adjustment can be readily made, as the following instance will show. The 
standard heat of formation of liquid water at 25° C is — 68.32 kcal. per 
mole, i.e., 

mm + iOsCg) = H20(0, AHtn - - 68.32 kcal. 

Suppose the standard heat of formation of water vapor at 25° C is required- 
use is made, of the heat of vaporijzation of water,, which is '583.6 'X 18.016 
cal. or 10.514 kcal., i.e., 

mO(T) = HgOfe, 0.0313 atm.), AH29S = 10.514 kcal. 

For the present purpose it is necessary to know the value of AH for this 
process with water vapor at 1 atm. pressure- If the vapor behaved as an 
ideal gas, the result would be the same as that given above, since AH would 
be independent of the pressure (§ 9e). Although water vapor is not ideal, 
the difference in the heat content at 1 atm. pressure from that at 0.0313 atm. 
has been calculated (cf. § 20e) as only 0.005 kcal. at 25° C, i.e., 

mO(g, 0.0313 atm.) = mO(g, 1 atm.), AHgas = 0.005 kcal. 

Combination with the preceding equation gives 

H20(Q = H20(^, 1 atm.), AHsss = 10.52 kcal., 

and hence 

mig) + 102(g) - HaOCg), AH%s - - 57.80 kcal. 

with each substance in its standard gaseous state. 

When there is change in the crystalline form of any substance involved 
in a reaction there is a change in the heat content. If the data for a given 
reaction with two separate forms of a particular substance are available, the 
heat of transition of one form to the other can be evaluated. For example, 
the heats of combustion of the two allotropic forms of carbon, viz., diamond 
and graphite, are known to be 94.50 and — 94.05 kcal. g. atom“^, re- 
spectively, at 25° C, i.e., 

C(diamond) + 02(g) = C02(g), Air298 94.50 kcal. 

C(graphite) + 02(g) = C02(g), Am^s =-94.05 

By subtracting these two thermochemical equations, it is immediately seen 
that 

C(diamond) == C(graphite), Affass = — 0.45 kcal. 

The transition of 1 g. atom of carbon as diamond to the stable form, i.e., 
graphite, at 25° C is associated with a decrease of 0.45 kcal. in the heat 
content.",.", 

12j« Effect of Temperature on' Heat, of Reaction: The Kirchhoff Equa- 
tion. — ^An expression for the variation of the heat of reaction mth tempera- 
ture can be derived in a simple manner. If Ha is the total heat content of 
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the reactante and J?b is that of the products, at the same temperature and 
pressure, then, as indicated in § J2a [cf. equation (12.1)3, AJEr is ^ven by 

AH (12.4) 

all the quantities referring to the same pressure. If this equation is differ- 
entiated with respect to temperature, it is seen that 


ra(AJT)'| (SHs\ {dHA\ 

L Jb \ dT Jp \dT )p 

According to equation (9.11), (dH/dT)p is equal to Cp, and hence 

where (Cp)a and (Gi>)s are the total heat capacities, at the given (constant) 
pressure, of the reactants and the products, respectively. The right-hand 
side of equation (12.6) is the increase in the heat capacity of the system 
accompanying the chemical reaction, and so it may be represented by ACp; 
thus, (12.6) takes the form 


(12.5) 


( 12 . 6 ) 




(12.7) 


which is the expression of what is generally know as the Kirchhoff eqtmtion 
(G. R. Kirchhoff, 1858), although a similar result was obtained earlier by 
C. C. Person (1851). The rate of variation of the heat of reaction with tempera- 
ture, at constant pressure, is thus equal to the increase in the heat capacity 
accompanying the reaction. 

The heat capacity is an extensive property, and so the heat capacity of 
the system in its initial state is the sum of the heat capacities of the reactants, 
and that in the final state is the sum of the heat capacities of the products 
of the reaction. For the general chemical reaction 


ak + 6B + 


IL + mM + 


the increase of heat capacity kCp is thus given by 

ACp = P(Cp)i:4 + w(Cp)m + * • *3 + &(Cp)b + * • •]? (12.8) 

where the Cp terms are here the molar heat capacities of the species indi- 
cated. The expression in the first set of brackets in equation (12.8) gives 
the total beat capacity of the products, and that in the second brackets is 
for the reactants, so that the difference is equal to the increase of heat 
capacity for the reaction. An alternative form of (12.8) is 


ACp - E(wCp)/ 


( 12 . 9 ) 


where n is the number of moles of each substance taking part in the reaction 
and Cp is its molar heat capacity. The subscripts i and / refer to the initial 
state (reactants) and final state (products), respectively, so that the first 
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;teim on the right-hand side of equation (12;9) is the sum of all the 

for the products, whereas the second term is tho; corresponding sum for the 

reactants. ^ . 

The Kirchhoff equation as derived above should be applicable to both 
chemical and physical processes, but one highly important limitation must 
be borne in mind. For a chemical reaction there is no difficulty concerning 
{BAH /BTjjPf i.e., the variation of AH with temperature, <d constant pressure j 
since the reaction can be carried out at two or more temperatures and Ajff 
determined at the same pressure, e.g,, 1 atm., in each case. For a phase 
change, such as fusion or vaporiasation, however, the ordinary latent heat 
of fusion or vaporization (Aif) is the value under equilibrium conditions, 
when a change of temperature is accompanied by a change of pressure. If 
equation (12.7) is to be applied to a phase change the AH’s must refer to 
the same pressure at different temperatures; these are consequently not the 
ordinary latent heats. If the variation of the equilibrium heat of fusion, 
vaporization or transition with temperature is required, equation (12.7) 
must be modified, as will be seen in § 271. 

12k. Application of the Kirchhoff Equation.— The application of the 
Kirchhoff equation to determine the heat of reaction at one temperature if 
that at another is known involves the integration of equation (12.7); thus, 
between the temperature limits of Ti and 2^2 the result is 

A^fs-Afft- r^^ACpdT, (12.10) 

where AHi and AH^ are the heats of reaction at the two temperatures. If, 
in the simplest case, ACp may be taken as constant and independent of 
temperature over a small range or, better, if ACp is taken as the mean value 
ACp in the temperature range from Ti to 2^2, it follows from equation 
(12.10) that 

AH 2 - AHi = ACp(T2 - Ti). (12.11) 

^Problem: The mean molar heat capacities, at constant pressure, of hydrogen, 
oxygen and water vapor in the temperature range from 25° C to 100° C are as 
follows: H 2 (^), 6.92; 02{^), 7.04; HaOCgr), 8.03 cai. deg.“^ mole“^ Utilizing the 
heat of reaction at 25° C obtained in § 12i, calculate the standard heat of formation 
of water vapor at 100° C. 

The reaction is 

H2(^) + i02(^) - aoc^), 

so 'that, 

ACp = Cp(HaO, g) - [CpCHj, g) + iCp(0„ ?)] 

= 8.03 - (6.92 + 3.52) = - 2.41 cal. deg.-i 

In this case, Tiis 25° C and 2^2 is 100° C, so that T 2 — Ti is 75°; A JJi is known from 
§ 12i to be — 57,80 kcal. It is required to find AH 2 by using equation (12.11), 
and for this purpose the same heat units, e.g., kcai., must be used for the AH*s 
and' aC?p; hence, ' ■ 

AHt + 57.80 = - 2.41 X 10“® X 75, 
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In the general case, integration of (12.10) is possible if AGp is known as 
a function of temperature. Since the variation of the heat capacity of many 
substances can be expressed by means of equation (9.24), it follows that' 

ACp Aa + AffT + AyT^ + ^ • , , (12.12) 

where, for the general reaction given in ' § 12J, , 

Aa == (lah + Mau + * * •) ( u^a + ban + • * *) 

A^ !== (l^L + wftc + * • — (a^A + + * • *) (12.13) 

Ay = (lyL + mjm + • • ')— (ajA + bjB +*••), 

and so on. Inserting equation (12.12) into (12.10), and carrying out the 

integration, it is found that 

AFg - AHt ^ AaiT2 - Ti) + \Ap{Tl - Tl) 

■ , +iA7(ri - ri) + (i2.i4): 

so that the change of heat content at one temperature can be calculated if 
that at another temperature is known, and the a, 7, . . values for all 
the substances concerned are available from Table II. 


Problem: Calculate the standard heat of formation of water vapor at 100® C 
allowing for the variation with temperature of the heat capacities of the reactants 
and the product, and taking AH^ as — 57,80 kcaL moie""^ at 25® C. 

From Table II, 

CpCHaO, g) - 7.219 + 2.374 X lO-^T + 0.2670 X 

Cp(H 2 , g) == 6.947 - 0.200 X lO-^T + 0.4S0S X 

Cp(02, g) = 6.095 + 3.253 X lO^^T -- 1.0170 X lO^^P, 

so that 

ACp = Cp(H 20 , g) - C^p(H 2 , g) + |<7p(02, g)l 

= - 2.776 + 0.947 X + 0.295 X lO-^T^ cal. deg.-^ 

Hence, 

Aa - 2.776, Aj^ === 0.947 X 10-“\ A 7 0.295 X 10'“^ 

and by equation (12.14), since Fi is 25® C, i.e., 298® K, and Tgis 100® C, i.e., 373® IC, 

AH 2 - AHi - -- 2,776(373 - 298) + | X 0.947 X lO-’KSTS)*-^ - (298)2] 

+ I X 0.295 X 10“’t(373)*'' - (298)®] cal 
- - 208.2 + 23.8 + 2.5 ^ - 182 caL 

Since AEi is — 57.80 kcaL, and AFg — AEi is — 0.182 kcai., itiollows' that Affg 
is — 57.98 kcaL mole~L as obtained in the preceding problem. 

In some connections it, is useful to.' derive a general expression which will 
give the heat content change at' any temperature; this' may be' done; by the 
general integration of equation (12.7), which yields 


AH = Affo-hjACpdT, 


(12.15) 
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where the: integration' constant' AH’© may be xe'garded'as the 
the heat ■contents of products and reactants if the substances' could: exist 'at 
the, absolute zero, and if the expression for ' ACf were valid down to that 
temperature. Upon inserting the general equation (12.12) into (12.15) and 
carrying out the integration, the result is ■ , 

Air = AFo + AaT + fA^T^ + ^AyT^ + * * *. ( 12 . 16 ) 

The values of Aa, A0, Ay, etc., are presumed to be known from heat 
capacity data, and so a knowledge of AH at any one temperature will permit 
the integration constant AJ?o to be calculated. Insertion of the results in 
(12.16) then gives an equation for the heat of reaction as a power series 
function of temperature. The result will be applicable over the same 
temperature range only as are the empirical heat capacity constants a, 
ft. T, etc, 

Problem: The standard heat of formation AE^ of ammonia gas is — 11.03 
kcal. moie”^ at 25® C; utilizing the data in Table II, derive a general expression 
for the heat of formation applicable in the temperature range from 273° to 1500° K. 

The reaction is 

^^ 2 ( 9 ) + |H2(^) = NH3(a), 

and hence, 

ACp = Cp(NH3, g) - [|Cp(N2, g) + §Cp(H2, g)!. 

(7p(NH 3) - 6.189 + 7.787 X 10~3T ~ 0.728 X lO-*®^ 
iCp(N2) == 3.225 + 0.707 X 10-®^ -- 0.0404 X lO'^T^ 

I Cp(H 2) == 10.421 ~ 0.300 X lO-^T + 0.7212 X 10-«T2, 

ACp - - 7.457 + 7.38 X lO^^T - 1.409 X 10~^T2 cal. degr^ 

AH^ = AHi - 7A57T + J X 7.38 X IQ-^T^ - | X 1.41 X cal. 

= AHt - 7.46 X 10-3T + 3.69 X lO-^T^ - 0.47 X kcal. mole-”i. 

At 25° C, i.e., 298° K, the value of AH^ is — 11.03 kcal., and hence it is found 
from this equation that AJJJ is — 9.13 kcal., so that 

AH^ ^ - 9.13 - 7.46 X IQ-^T + 3.69 X lO-^T^ - 0.47 X lO^^T® kcal. mole”^ 

Although the examples given above have referred to reactions involving 
only gases, the equations derived, e.g., (12.7), (12.14), (12.15), etc., can be 
applied to ati}^ chemical reaction. In the evaluation of ACp by equation 
(1^8) or (12.9), the appropriate nCp term must be included for every react- 
ant and product, irrespective of its form. If the variation of the heat ca- 
pacity with temperature of the solids or liquids concerned can be represented 
by an expression of the form of (9.24), then equations such as (12.14) and 
(12.16) can still be employed. Otherwise, the appropriate equations can be 
derived without difficulty. 

Problem: The variation with temperature of the heat capacity of carbon 
(graphite), betvv^een 273° and 1373° K, is given by 

Cp - 2.673 4" 2.G2 x + L17 X lO^T-^ cal. degr^ g. atom-^ 



THIEMOCHEMISTEY 


82 


121 


Utiliising data' already available derive a general expression for: 
reaction ' 

G(5) + n,0(g) = co(g) + h^c^) 

as a function of the temperature, in the range specified above. 

From Table II and the expression given above for the heat capacity of carbon, 


AGp = [GpCCO, g) + Cp(H2, - [GHC, 5) + ep(H20, p)] 

= 3.397 - 3.36 X lO^^T - 0.066 X 1.17 x i0'^f““^ cai, deg."^ 


Hence, by equation (12.15), after converting ACp into kcal. deg.~^, 


AH = AEo + J* ACpdT 

= AHo + 3.397 X lO-’T - 1.68 X - 0.022 X 

+ 1.17 X lO^r-i kcal. 


The (standard) heats of formation of H 20 (g) and CO(g) at 25® C are — 57.80 and 
— 26.42 kcal. moie“^, respectively, so that AH for the given reaction is 31.38 kcal. 
at 25® C, i.e., 298® K. Inserting these values in the result just obtained, AH© is 
found to be 30.13 kcal, and hence AH can now be calculated at any temperature 
in the specified range. 


121. Heat Changes of Reactions in Solution.— When a reaction takes 
place in solution, or when one or more of the reactants or products are in 
solution instead of the pure state, the heat change is affected just as for a 
phase change. This is because the formation of a solution is almost in- 
variably accompanied by a change of heat content, that is, heat is evolved 
or absorbed. The heat change per mole of solute dissolved, referred to as 
the heat of solution, is not a constant quantity, however, for it depends upon 
the amount of solvent. In other words, the heat of solution at a given tempera-^ 
ture varies with the concentration of the solution. When a solute, e.g,, a solid, 
gradually dissolves in a particular solvent, the composition of the solution 
changes from pure solvent to the final solution. The heat of solution per 
mole at any instant thus varies during the course of the solution process; 
this quantity, known as the '^differential heat of solution^^ will be considered 
more fully later (Chapter XVIII). * 

At the present time, the matter of interest is the total heat change per 
mole of solute when solution is complete; this is the integral heat of solution. 
Thus, if AH is the total change of heat content when m moles of solute arc 
dissolved in a definite quantity, e.g., 1,000 grams, of solvent, the integral 
heat of solution is equal to AH/m. The integral heats of solution for various 
solutions of hydrochloric acid, of different molalities, at 25® C, are given 
below. 


Molality (m) 

Moles H.O/MoIes HCl 
AH /m 


0.130 0.278 

400 200 

-17.70 - 17.03 


0,555 Lli 
100 50 

- 17,54 - 17.40 kcal 
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If the heat changes are extrapolated to infinite dilution the integral heat 
of dilution is found to be — 17.88 kcal. per mole; thus, when 1 mole of 
hydrogen chloride is dissolved in a large quantity of water, so as to form an 
extremely dilute solution, the total heat evolved is 17.88 kcal. at 25° C. 
Results analogous to those quoted above have been obtained with other 
solutes of various kinds, not necessarily gaseous in nature. Because of the 
interaction between hydrogen chloride and water, however, the heats of 
solution are unusually large. Further, as for gases in general, AH/m is 
negative in this case. For solids which do not interact with the solvent, as 
is the case with most hydrated salts in water, the integral heat of solution is 
usually positive.* 

One consequence of the variation of the heat of solution with the compo- 
sition of the solution is that dilution of a solution from one concentration to 
another is also accompanied by a heat change. Consideration of the change 
of heat content per mole at any instant in the course of the dilution process, 
known as the “differential heat of dilution,” will be left to a subsequent 
chapter. The net change per mole of solute associated with the dilution of a 
solution from one concentration to another is the integral heat of dilution. 
For example, using the data for hydrochloric acid given above, it is posable 
to write 

HCl(p) + 400H20(Z) = HC1(400H20), AH == - 17.70 kcal. 

HC1(3) + SOHaOa) = HClCSOHaO), AH = - 17.40 

so that by subtraction, 

HC1(50H20) + SSOHsO® = HC1(400H20), AJE? = - 0.30 kcal. 

The dilution of the HCICSOH^O), i.e., 1.11 molal, to the HC1(400H20), i.e., 
0.139 molal, solution is thus accompanied by the evolution of a total amount 
of 0.30 kcal. per mole of hydrogen chloride, at 25° C. By utilizing the ex- 
trapolated heat of solution at infinite dilution, the integral heat of dilution 
of any solution to infinite dilution can be calculated in an analogous manner. 
Thus, 

B.Cl(g) + SOHaOCO = HCKfiOHaO) AH = - 17.40 kcal. 

HGl(^) + ag = HCl(ag) AH =- 17.88 

so that, 

HC1(50H20) -f ag = HCl(ag) AH =- 0.48 kcal. 

As indicated in § 12b, the symbol aq implies a large amount of water, so that 
HCl(ag) refers to an infinitely dilute solution of hydrochloric acid. 

The consequence of heats of solution in connection with the heat changes 
in chemical reactions may be illustrated by reference to the reaction between 
amninTiin. and hydrogen chloride. If the gaseous reactants are employed and 
the product is solid ammonium chloride, the change may be represented by 

NHs(g) -f HCl(g) = NH 4 CI(s) AH = - 41.9 kcal. 

* A number d values of heats of solution are given in Table 6 at the end of the book. 
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If the ammonium chloride eventually occurs in an aqueous solution contain- 
ing 1 mole of the salt to 200 moles of watey, then use is made of the known 
integral heat of solution, viz., 

NH*a(s) -h 200H20(1) = NH4C1(200H20) Aff == 3.9 kcal., 
so that by addition 

NHs(! 7) + HCl(g) + 200H20a) = NH4C1(200H20) AF = - 38.0 kcal. 

Since the integral heat of solution varies to some extent with the concen- 
tration of the ammonium chloride solution, this result is applicable in par- 
ticular to the composition of solution specified. 

If the reaction takes place between aqueous solutions of ammonia and 
hydrochloric acid, the thermochemical equations are as follows: 

NHsCff) + lOOHsO® = NHaClOOHsO) AH = - 8.5 kcal. 

HClto) + mmO{l) == HClClOOHaO) AH = - 17.5 

which, combined with the result obtained above, gives 

NH,(100H»O) + HCKlOOHsO) = NH4a(200H20) AH =- 12.0 kcal. 

Direct experimental measurement rif the heat change of the reaction between 
aqueous solutions of amaKMttia and hydrochloric acid has confirmed the 
calculated result. 

When applying the Eirchhoff equation, in order to determine the varia- 
tion with temperature of the heat content change accompanying a reaction 
in solution, the heat capacity to be employed is a special quantity, called 
the “pariM molar heat capacity.” This quantity will be described in 
Chapter XVIII, in connection with a general discussion of the properties 
of substances in solution. 

13. Flame and Explosion Tempehattjres 

13a. Maximum Reaction Temperatures: Flame Temperatures. — In the 
foregoing treatment of thermochemical changes it has been supposed that 
the reaction takes place at constant temperature, and that the heat liberated 
(or absorbed) is removed (or supplied) by the surroundings. It is this 
quantity of heat which is recorded as the heat of reaction. It is possible, 
however, to conceive the reaction taking place under adiabatic conditions, 
so that no heat enters or leaves the system. For a constant pressure process, 
as is usually postulated, this means that AH will be zero. In a reaction 
performed adiabatieally the temperature of the system will change, so that 
the products will be at a different temperature from that of the reactants. 
If AH at constant temperature is poritive, i.e., heat is absorbed, the tem- 
perature of the adiabatic system will fall, but if AH is negative, the tempera- 
ture will rise during the course of the reaction. From a knowledge of heats 
of reaction and of the variation with temperature of the heat capacities of 
the reactants and products, it is posable to calculate the final temperature 
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of the system. ' This temperature is of particular interest' in connection with' 
the combustion of gaseous hydrocarbons in oxygen or air. In such cases it' 
gives the maximiiiii flame temperature, the actual temperature being some- 
what lower because of various disturbing factors. , 

procedures, aU based on the same fundamental prin- 
ciples, are available for calculating the -maximuni temperature attainable in 
a given' reaction. , The simplest is to imagine the reaction' taking place at 
ordinary temperature (25° C), assuming this to be the initial temperature 
of the reactants, and then to find to what temperature the products can be 
raised by means of the heat evolved in the reaction. 

BroMem: The heat of combustion of methane is — 212.80 kcal. at 25® C; the 
difference in the heat contents of liquid water and vapor at 1 atm. pressure at 
25® C is 10.52 kcal. Using the data in Table II calculate the maximum tempera- 
ture of the flame when methane is burnt in the theoretical amount of air (10 2 to 
4N2) at 25® C and constant pressure, assuming combustion to be complete. 

Since the water will ultimately be in the form of vapor, at the high tempera- 
ture, the value of AH at ordinary temperatures is required with water vapor as 
the product; thus, 

CH4(^) + 202 (g) - C02(sr) -f 2H20(Z), AF298 = - 212.80 kcal. 

2H20(0 - 2H20(g), AH 29 S - 2 X 10.52 

so that 

CH4(^) + 202(^) = C02(^) + 2H20(g), AFsss = - 191.76 kcal. 

It may now be supposed that this quantity of heat is utilized to raise the tempera- 
ture of the products, consisting of 1 mole CO2, 2 moles H2O and 8 moles of Nj, 
which were associated in the air with the 2 moles of O2 used in the combustion of 
1 mole of CH4. If Tz is the maximum temperature attained in the combustion, 
then the heat required to raise the temperature of the products from 25® C, i.e., 
298® K, to T 2 must be equal in magnitude to the heat of reaction, but opposite in 
sign. The sum of AH for the temperature increase and AH for the reaction must 
be zero, so that AH for the whole (adiabatic) process is zero, as postulated above. 
If ZinCp); is the total heat capacity of the products, then the heat required to 
raise the temperature from 298® K to T2, i.e., AHCheating), is given by 

/*T2 

Ail (heating) = ~ Ail2t8(reaction) = I JL('^€F)/dT. (13.1} 

•/s&S ■ ■ ' ' 

In the present ease, 

ZinCp); = Cp(CO.,) + 2 X CpCHsO, g) + 8 X Cp(N,), 
and from Table II, 

CpCCOri) = 6.396 + 10.100 X lO-^T - 3.405 X lO”®!^ 

2 X CpCHaO, g) = 14.438 + 4.748 X IQ-^T + 0.534 X lO-'T* 

8 X CpCNj) = 51.592 + 11.300 X - 0.646 X 10-«!P, 

so that 


'ZOiCph = 72.43 + 26.15 X lO-’T - 3.517 X 10-«r- cal. deg.-^ 
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Upon inserting this result into equation (13.1), with A'H(heating) equal ; to 
— AM 2 g 8 (reaction), i.e., 191.76 kcal, or 191,760 cal., it follows that 

191,760 « C^2.43T '+ i X 26.15 X lO^s^P - J X 3.517 X ir®T«S ■: 

« 72.43(^2 “ 298) + 13.08 X - (298)^3 

1.172 X 10“«C^^'- '(298)®l 

214,470 « 72.43^2,+ 13.08' X lO-^fl - 1.172 X 10“®!r|. 

Solving bj the method of successive approximations, it is found that 7^2 is about 
2260® K or 1980*^ a ' ' 

13b, Calculated and Actual Flame Temperatures.^ — The calculated maximuM 
flame temperature for the combustion of methane in the theoretical amount of 
air is seen to be nearly 2000® C. Similar results, approximately 2000° C, have 
been estimated for several hydrocarbons, and also for carbon monoxide and 
hydrogen. Actual flame temperatures have been determined in a number of cases, 
the values being about 100° below those calculated.® 

There are several reasons why the results obtained in the manner described 
are higher than the experimental flame temperatures. In the first place, it is 
unlikely that the reaction can be carried out under such conditions that the process 
is adiabatic, and no heat is lost to the surroundings. Further, it is improbable 
that the theoretical quantity of air will be sufficient to cause complete combustion 
of the hydrocarbon. In practice, excess air must be used, and since the tempera- 
ture of the additional oxygen, as well as that of the large amount of accompanying 
nitrogen, must be raised by the heat of the reaction, the temperature attained will 
be lower than if combustion were complete in the theoretical amount of air. The 
effect of any “inert^’ gas not utilized in the reaction can be readily seen by per- 
forming the calculation in the problem given above on the basis of the assumption 
that the methane is completely burnt in the theoretical amount of pure oxygen. 
The maximum temperature is found to be over 4000° K, so that the presence of 
nitrogen in the air lowers the theoretical maximum by nearly 2000°, By the same 
procedure it is also possible to calculate the maximum flame temperature when a 
hydrocarbon is burnt in excess of air; the ^^products'^ will then include the oxygen 
remaining when the combustion is complete, in addition to the nitrogen and the 
actual reaction products. The value for methane, for example, will be found to 
be less than 2250° K. 

Another reason why observed flame temperatures are lower than the calculated 
values is that at the high temperature attained in a burning hydrocarbon, dissocia- 
tion of the water vapor into hydrogen and oxygen, or hydrogen and hydroxyl, and, 
especially, of the carbon dioxide into carbon monoxide and oxygen is very appreci- 
able. These reactions involve the absorption of considerable amounts of heat, 
allowance for which should be included in the calculation. From a knowledge of 
the equilibrium constants of the dissociation reactions and their variation with 
temperature it is possible, by a series of approximations, to obtain a more accurate 
estimate of the flame temperature. For most common hydrocarbons the results 
derived in this manner, for combustion in air, are of the order of 100° lower than 
those which neglect dissociation. For combustion in oxygen, when the tempera- 
tures are much higher, the discrepancy is greater. 

Finally, it may be mentioned that the combustion of a hydrocarbon is not the 
relatively simple process represented by the usual chemical equation. Various 

® Jones, Lewis, Friauf and Perrott, /. Chem. 8oc., 53, 869 (1931). 



13c 


i’LAME. AND EXFLOSIOK TEMFBEATURES 


87 


:CompouBds ::other dioxide and water are freqnently iormed^ and a 

the heat of reactionis not eqnal to the value determined from measuremente in an 
explosion bomb j in the presence of a large excess of oxygen, at ordinary temperatures^ : 

' iac« Influence of Preheating' Reacting Gases.— Apart from the use of oxygen, 
the temperature of a hydrocarbon flame may be increased by preheating- the 
reacting: 'gases. In the calculation of - the maximum temperature it is necessary to 
obtain, first, the value of, or an expression for, AH for the reaction at the tempera- 
ture to which the gases are heated ; the method described above may then be used. 
An alternative procedure is, however, as follows. The heat of reaction at any 
temperature Ti is given by equation (12.15), i.e., 

J f*Tx , 

ACpdT, (13.2) 

0 ■ 

The increase in the heat capacity ACp may be represented by 

ACp -E(nCp)/-E(nCp)»v (13.3) 

as in equation (12.9), so that (13.2) becomes 

AF(reaction) == Ahro(reaction) + f J^(nCp)/dT — f ^(nCp)idT, (13.4) 

*/o <t/o 

On the other hand, the expression for AH for the heating of the products, from the 
initial temperature Ti to the final (maximum) temperature T 2 is 

J '^T2 

'^(nCp)/dT, (13.5) 

Ti 

Since the sum of the two Aif values given by equations (13.4) and (13.5) must be 
zero, it follows that 

AFoCreaction) + E(nCp)idT = 0 . (13.6) 

1/ 0 «/ 0 

The value of AHo(r6action) and the heat capacities of the reactants and products 
may be presumed to be known, and so it is possible to calculate the maximum 
temperature Tz for any given initial temperature Ti of the reactants. 

An alternative treatment makes direct use of A^ry(reaction) at any tempera- 
ture T, e.g., 25° C, thus avoiding the necessity of first calculating AiJo(reaetion) ; 
in this case equation (13.4) takes the form 

AHjr(reaction) = Afiro(reaction) + f J2('^Cp)/dT — T 'El(nCp)idT, 

t/Q mJq 

and combination with (13.6) gives 

Aff 2 r(reaction) + f ^(n€p)fdT f ^{nCp)idT « 0, (13.7) 

Jt Jt 


where, as before, Ti is the temperature to which the rea-ctants are preheated, and 
T% is the maximum temperature attainable in the reaction under adiabatic condi- 
tions at constant pressure. It is of interest to note that if Ti is made identical 
with r, so that the heat of reaction AJEfy is given at the initial temperature of the 
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reacting gases, eqnation^ (13.7) becomes identical witb (13.1).; further, if y is 
taken as 0® Ky Affr becomes equivalent to AiJ© and thenequation (13.7) reduces 
to (13.6). :: Hence, equation (13.7) may be taken as tbe; general expression, ap- 
plicable to aE cases, wMch may be modified according to circumstances. 

ISdr -M aMmiim - Explosion Temperatures and Pressures —Tbe; methods de- 
scribed in the preceding section, e.g., equation (13.7), may be used to calculate the 
madmum temperature, often referred to as the explosion temperature, attained in 
a combustion reaction at constant volume, instead of at constant pressure. The 
only changes necessary are (a) the replacement of the AH value at constant pres- 
sure by AM at constant volume, and Q>) the use of the heat capacities at constant 
volume, Le., dv, instead of those for constant pressure. The conversion of AHp 
to AEvy i.e., of Qp to Qv^ can be made with sufficient accuracy by means of equa- 
tion (12.3), and failing other information the heat capacity Cv of a gas may be 
taken as 2 cal. deg.”^ moie""^ less than the value of Cp at the same temperature 
(cf however, § 21a) . The explosion temperatures calculated in this manner repre- 
sent maximum values, for the reasons given in connection with flame temperatures. 

From the maximum temperature, the pressure attained in an explosion at 
constant volume can be estimated, utilizing the approximation that the gas laws 
are applicable. The additional information required is either the original pressure 
or the volume of the vessel and the quantities of the gases involved. The pressures 
calculated in this manner are, of course, maximum values, and are based on the 
supposition that the system is in a state of thermodynamic equilibrium when the 
rapid combustion is completed. This condition is unlikely to be satisfied by the 
system; nevertheless, the results give a good indication of the maximum pressure 
accompanying an explosive reaction. 

Problem: A mixture of hydrogen gas and the theoretical amount of air, at 
26® C and a total pressure of 1 atm., is exploded in a closed vessel. Estimate the 
maximum explosion temperature and pressure, assuming adiabatic conditions. In 
order to simplify the calculation, the mean heat capacities Cp of nitrogen (8.3 cal. 
deg."”^ mole~0 and of water vapor (11.3 cal. deg,~^ moie~’^), for the temperature 
range from 25® to 3000® C, may be used; they may be regarded as independent 
of the (moderate) pressure. 

The value of AH’ for the reaction 

H2(^) + ^ 

is known to be — 57.8 kcal. at 25® C, and since An is here — it follows from 
equation (12.3) that ^^(or AM) is — 57,500 cal., since RTAn is equal to — 300 cal. 

For the present purpose, equation (13.7) or (13.1) takes the form 

(•Tt . , ■ , , „ 

AM + I j:(nCv)fdT - 0, 

and since the mean heat capacities are to be used, 

AE + - 298) = 0. 

In the present case / is equal to CvCHsO, g) + 2 y. since 2 moles 

of nitrogen, associated with the | mole of oxygen employed in the combustion of 
the mole of hydrogen, are included in the “products/' Assuming €v to he less 
than by 2' cal. deg,““^ moie~^, it follows from the data, that is 9.3 + 2 
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X 6.3 « ' 21.0 oaL deg,""^. Hence, 

57,500 + 2L9(!r2 - 298) =- 0, 

■ T2« 2920®K. 

The' maximum- explosion temperature is thus about 2900®' K, which is considerably 
higher than the corresponding flame temperature; the latter is -found to' be: about 
:2400®K.. ; 

The maximum pressure is derived from the ideal gas equation. The original 
gas, at 1 atm. and 298° K, consisted of IH 2 , fOaand 2 N 2 , whereas the final gas at 
2920° K consists of IH 2 O and 2 N 2 . Since PY = nET, with F and R constant, 
it is easily shown that the maximum explosion pressure is 

In the foregoing treatment the calculation of the maximum pressure involves 
a knowledge of the heat capacities of the products. This procedure has been 
reversed in a method for determining heat capacities, first used by E, Bunsen 
(1850) and improved by M. Pier (1908). A known amount of a mixture of two 
volumes of hydrogen and one of oxygen and a definite quantity of the gas whose 
heat capacity is to be measured, are placed in a steel bomb. The gases are then 
exploded by a spark, and the maximum pressure attained is measured. From this 
the corresponding temperature can be calculated by using the ideal gas law. Since 
the heat capacity of the water vapor is known, the mean heat capacity of the 
experimental gas, which must be inert in character, can be calculated. Data 
extending to very high temperatures have been obtained in this manner. 

14. Galculation of Heat op Eeaction 

14a;. Heats of Combustion.— A number of methods have been proposed 
for the calculation of heats of formation and combustion from a knowledge of 
the formula of the substance concerned. Although the results obtained are 
not always accurate, they are useful when experimental data are not avail- 
able. An examination of the heats of combustion of organic compounds 
shows that isomeric substances have almost the same values, and that in any 
homologous series there is a change of 150 to 160 kcal. per mole for each CHa 
group. These results suggest that each carbon and hydrogen atom that is 
burnt to carbon dioxide and water, respectively, contributes a more or less 
definite amount to the heat of combustion. There is a possibility, therefore, 
of developing approximate rules relating the composition of the given sub- 
stance to its heat of combustion. 

One such rule (W. M. Thornton, 1917) ^ is that the heat of combustion 
is about — 52.5n kcal. per mole, where is the number of atoms of oxygen 
required to burn a molecule of the compound. Heats of combustion calcu- 
lated in this manner are in satisfactory agreement with observation for 
hydrocarbons, e.g., octane (CsHis): calculated, — 1312 kcal., observed, 

^Thornton, PML Mag., 33, 196 (1917); for more exact rales applcable to paraffin 
hydrocarbons, see Eosani, Ind, Eng. Chem., 29, 1424 (1937); Ewell, tMd., 32, 778 (1940); 
Prosen and Rossini, /. Res. Nat. Bur. Stand., 34, 263 (1945), 
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- 1307 kcal; benzene (CeHe): calculated, — 787 kcal., observed, >- 782 
kcal., but are less satisfactory for compounds contaming oxygen, e.g., suc- 
cinic acid (C 4 H 6 O 4 ) : calculated, — 367 kcal, observed, — 356 kcal; sucrose 
(Ci 2 H 220 ii) : calculated, — 1260 kcal, observed, — 1350 kcal. Although 
the results ivere meant to apply to heats of combustion at constant volume, 
i.e., AjE?, they are certainly not sufficiently accurate to permit of a distinction 
between AE and AH, Further, no allowance is made for the state, e.g., 
solid, liquid or gaseous, of the compound under consideration, for the errors 
are probably greater than the latent heats. 

In its simplest form, the method proposed by M. S. Eliarasch (1929) ^ 
is virtually the same as that just described. The molar heat of combustion 
of a liquid compound at constant pressure is equal to — 26.05.1; kcal, where 
X is the number of valence electrons of carbon not shared with oxygen in the 
original substance, but which are shared with oxygen, i.e., in carbon dioxide, 
when combustion is complete. In general, x is equal to tmee the number 
n of oxygen atoms utilized in the combustion of a molecule, so that this rule 
is equivalent to stating that the heat of combustion is — 52. In kcal per mole. 
However, Kharasch has realized the necessity for including allowances for 
various t 3 rpes of structure in the compound, and by the use of these correc- 
tion factors results have been obtained which are within one per cent, or less, 
of the experimental heats of combustion. 

It is perhaps unnecessary to mention that from a knowledge of the heat 
of combustion, the heat of formation of the compound from its elements can 
be calculated (§ 12 g) . The results will not be very accurate for, as indicated 
earlier, they usually involve the diiference between two relatively large 
numbers, one of which, namely the estimated heat of combustion, may be 
appreciably in error. 

14b. Bond Energies and Heat of Reaction.— A more fundamental ap- 
proach to the problem of calculating heats of formation and reaction is by 
the use of bond energies. By the bond energy is meant the average amount 
of energy, per mole, required to break a particular bond in a molecule and 
separate the resulting atoms or radicals from one another. Thus, the C — H 
bond energy is one-fourth of the amount of energy required to break up a 
mole of methane molecules into separate, i.e., gaseous, carbon atoms and 
hydrogen atoms. There are good reasons for believing that different ener- 
gies are required to remove the successive hydrogen atoms, one at a time, 
from a methane molecule, but the so-called bond energy is the mean value. 
From a knowledge of heats of dissociation of various molecules into atoms 
and of the standard heats of formation of others, it has been possible to 
derive the mean energies of a number of different bonds. Some of these 
values, as calculated by L. Pauling (1940), are given in Table VII; ® they 
are based on 125 kcal per g. atom as the heat of vaporization of carbon. 
For the C=0 and C=N bonds the energies vary to some extent with the 
nature of the compounds; thus for. .G==0, it is 142 kcal. in formaldehyde, 

^ Kharasch, J, Ees, Nat. Bur. Stand., 2, 359 (1929), 

^ L. Pauling, “The Nature of the Chemical Bond,” 2nd ed., 1940, pp. 53, 131. 
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149 kcai. in other aldehydes, and 152 kcaL in ketones, acids and esters. The 
energy of the C=N ■ bond is 150 kcaL in most' cyanides, ' but 144; kcal:^^ 
hydrogen cyanide. , ■ 


TABLE VII. BOND ENERGIES IN KCAL. PER MOLE 


Bond 

Energy 

Bond 

Energy 

:E—H ' 

103.4 kcal 

H— I 

71.4kcaL 

"c—c 

58.6 

C—N ' 

48.6 

CI— Ci 

57.8 

C— 0 

70,0 

Br— Br 

46.1 

C—Ci 

66.5 

, I— I: . . 

36.2 

C— Br 

54.0 

' C— H 

87.3 

C— I 

45.5" 

■N—H 

83.7 

0=0 

118 

, O—H 

110.2 

, 

170 

H— Cl 

102.7 

G=C 

100 

H—Br 

87.3 

C^C 

123 


For C=0 and C^N, see text. 

By the use of the bond energies in Table VII it is possible to derive satis- 
factory heats of formation and reaction in many cases, provided the sub- 
stances involved do not contain certain double-bonded compounds. When- 
ever wave-mechanical resonance is possible, the energy required to dissociate 
the molecule, as calculated from the results given above, is too small. It is 
necessary in such instances to make allowance for the ^ ^resonance energy. ^ 
Although this varies from one compound to another, its value is approxi- 
mately 38 kcaL mole~^ for benzene and its simple derivatives, 75 kcaL mole"'^ 
for naphthalene compounds, 28 kcaL per mole for carboxylic acids, and 24 
kcal. mole~^ for esters. ' 

Suppose it is required to determine the standard heat of formation of 
ethane, that is, the heat of the reaction 

2C(s) + 3H2(^) = 

This may be regarded as equivalent to the vaporization of 2 g. atoms of 
solid carbon, requiring 2 X 125 kcaL, the breaking of 3 moles of H — H 
bonds, requiring 3 X 103.4 kcal., the resulting atoms are then combined to 
form one G — C bond, yielding 58.6 kcal., and six C — H bonds, yielding 
6 X 87.3 kcal. in ethane. The gain in energy, which may be taken as AH, 
accompanying the formation of ethane at ordinary temperatures is thus 
.given, by:. 

AH -- [(2 X 125) + (3 X 103.4)] -- [58,6 + (6 X 87.3)] =-.22.2 kcal. 

The value determined experimentally from the heat of combustion is — 20.24 
kcal. at 25° C. From the heat of formation, it is possible to calculate the 
heat of combustion, using the known heats of formation of carbon dioxide 
and water. Theoretically, it should be possible to evaluate the heat of 

’'See, for example, L. Pauling, ‘The Nature of the Chemical Bond,” 2nd ed., 1940, 
Chap. IV; S. Glasstone, “Theoretical Chemistry,” 1944, Chap. III. 
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combustioR; but in doing so allowance snould;be made for ^ 

resonance; energy of carbon dioxide, 33 kcal. per mole. ■ 

bond and resonance energies to CTaluate thelieat of com- 
bustion of bemoic acid. 

' The reaction is , ' 

CeHsCOOH + 7102 - 7002 + 3 H 2 O, 


and the bond energies are as folio ws: 


Eeactants 


Products 


Bonds: 


Bonds: 


40— C 

234.4 kcal. 

140=0 

2128 kcal 

3C=C 

300 

60— H 

661 

50-H 

436.5 

Resonance: 


C==0 

162 

7002 

231 

C — 0 

70 



0— H 

110.2 


3020 kcaL 

7|0==0 

885 



Resonance: 




Benzene ring 

38 



Carboxyl 

28 




2264 kcal. 

The increase of heat content for the combustion is thus 2254 — 3020 =— 766 kcal. 
(The experimental value is — 771 kcal. at 26° C.) 

The bond energies recorded in Table VII are based on data for substances 
in the gaseous state; strictly, therefore, they should be used for reactions 
involving gases only. However, molar heats of fusion and vaporization are 
usually of the order of 1 to 10 kcal.; hence, provided equal numbers of 
molecules of solids and liquids appear on both sides of the chemical equation, 
the conventional bond energies may be employed to yield results of a fair 
degree of accuracy. 

EXERCISES* 

L The heat of hydrogenation of ethylene (C2H4) to ethane (C2Hs) is — 32,6 
kcal at 26° 0. Utilizing the heat of combustion data in Table VI, determine the 
change of heat content accompan5dng the cracking reaction n-butane (C4H10) 
2CaH4 + H2 at 25° a 

2, The heats of combustion of n-butane and isobutane are “• 688.0 and 
-* 686.3 kcal., respectively, at 26°:C..;.. Calculate the heat of formation of each 
of these isomers from its elements,.' and-, also;, the heat of isomemation, i.e., 
?^-butane isobutane, at 25° C. 

3. Calculate AHp and AEv at 25° C for the reactions 

CsHeCfr) + 7102 - SHaOd) + 6CO2 
CeHfiCD + 7^02 «= 3H20(g) + 6 CO 2 , 

* Unless otherwi^ specified, ,, heat capacity and heat content data witt be found in 
Tables II and V, respectively, or at the end of the book. 



EXERCISES' 'V/ 

using heat of formation data. ■ The heat of vaporimtion of benzene is 103; cmL::^ 
and that of water is '583,6 'cai g.“^ at 25®' C. ■ 

: 4. Caiculate the change in' heat content for the reaction occurring in the lead 

stomge battery, vii., , 

Pb '+ (m20%aq.soln.) - 2Pb'S04 + 2 H 2 O (m 20,% HsSO 4 SoIn.), 

assuming the Tolume of solution to be so large that its concentration does not 
change appreciably. The integral heat of solution (AH) of sulfuric acid in water 
to form a 20% solution is — 17.3 kcaL mole“^ at 25° C. The heat of formation of 
water in the acid solution may be taken as the same as for pure water, 

5. The change of heat content for the reaction 

SOaCag) + Chig) + 2H20a) - H 2 S 04 (ag) + 2HCi(ag) 

is — 74.1 kcaL at 25® C. The integral heats of solution (AH) at infinite dilution 
of sulfur dioxide, sulfuric acid and hydrochloric acid are 8.5, — 23.5 and — 17.9 
kcaL, respectively. Determine the heat of formation of pure sulfuric acid from 
its elements, , ■ . . 

6. Taking the mean molar heat capacities of gaseous hydrogen, iodine and 
hydrogen iodide as 6.95, 8.02 and 7.14 cal. deg.“^, respectively, calculate the heat 
of formation of hydrogen iodide from the gaseous elements at 225® C, The heat 
of sublimation of solid iodine is 58.5 cal. at 25® C. 

7. The heat of solution of zinc in very dilute hydrochloric acid solution is 

— 36.17 kcaL per g. atom, but in a solution consisting of HCLIOOH 2 O, the heat 
of solution is — 36.19 kcaL The integral heat of solution of 1 mole zinc chloride 
in 200 moles water is — 15.30 kcaL, and in an infinite amount of water it is 

— 16.00 kcaL What is the integral heat of infinite dilution of the HCLlOOHaO 
solution per mole of HCl? 

8. Derive a general expression for the variation with temperature of the change 
of heat content for the reaction 

H2S(^) 4- nOM - mO(g) + S02(g). 

Calculate the value of AH at 800® K. 

9. Derive a general expression for the variation with temperature of the 
standard heat change of the reaction 

ZnO(5) + C(s) - Zn(s) + CO(^). 

Calculate the value of AH*’ at 600® K. 

10. Determine the maximum flame temperature when methane is burnt with 
the theoretical amount of air (IO 2 to 4 N 2 ) at 25® G and constant pressure, assuming 
combustion to be 80% complete. Dissociation of the products at high tempera- 
tures may be neglected. 

11. Carbon monoxide Is mixed' with 25% more than the amount ;of air ;;(^^^^ 

4 N 2 ) required theoretically for complete combustion, and the mixture is preheated 
to: '500°;^ C.: Deterinine' the maximum flame : temperature, 'assuming : the ■ carbon 
monoxide to be completely converted into the dioxide. 

12. A small quantity of liquid ethanolis placed in an explosion bomb together- 
with twice the theoretical^amount of oxygen at ,25®'' C and 1 atm. pressure. Taking : 
'■the heat of vaporization of the alcohol as 9.5 kcaL moie"“^ at 25® C, calculate the 
maximum explosion temperature and the maximum explosion pressure, assuming 
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adiabatic conditions and ideal behavior. The combustion of the ethanol is to be 
taken as complete, with water vapor and carbon dioxide as the sole products, 

13. Compare the maximum flame temperatures for the complete combustion 
of (i) acetylene, (ii) hydrogen gas containing 2% by weight of atomic hydrogen, 
in the theoretical amount of oxygen, originally at 25° C, at 1 atm, pressure. For 
the reaction 2H == Ha, the value of Ae is — 103,4':kca!. at 25° C ; the heat capacity 
of atomic hydrogen may be taken as independent of temperature, with Cp equal 
to 5.0 caL deg.'”^ moie"*^. 

14. A mixture of equimolecular amounts of hydrogen and carbon monoxide, 

together with the theoretical quantity of air (IO 2 to 4 N 2 ) for the combustion, at 
a total pressure of 5 atm. at 25° C, is exploded in a closed vessel. Estimate the 
maximum temperature and pressure that could be attained, assuming combustion 
to be complete. The heat capacity data in Table II may be regarded as being 
applicable in the required pressure range, and the gases may be treated as behaving 
ideally, ■ ■ ' 

15. Sulfur dioxide at 550° 0 is mixed with the theoretical amount of air, 
assumed to consist of 21 moles O 2 to 79 moles N 2 , at 25° C, and the mixture is 
passed into a converter in which the gases react at 450° C. Assuming virtually 
complete conversion, how much over-all heat is liberated for each mole of sulfur 
trioxide formed? 

16. Steam at a temperature of 150° C is passed over coke at 1000° C, so that 
the reaction C(s) + H20(ff) — CO + H 2 (f) takes place with an efficiency of 
80%, i.e., 20% of the steam remains unreacted; the gases emerge at 700° C. 
Calculate the amount of heat which must be supplied per kg. of steam passing over 
the coke; the heat capacity of the latter may be taken as equal to that of graphite. 

17. The reaction C (5) + i02(g) — CO(g) is exothermic, whereas C(s) *+* H20(^) 
= CO(g) + is endothermic; theoretically, therefore, it should be possible to 
pass a mixture of steam and air (IO 2 to 4 N 2 ) over heated coke so that its tempera- 
ture remains constant. Assuming virtually complete reaction in each case, esti- 
mate the proportion of steam to air, both preheated to 100° C, which should 
maintain the temperature of the coke at 1000° K. 

18. According to Prosen and Rossini {see ref. 4), the heat of formation of a 

gaseous normal paraffin containing more than five carbon atoms at 25° C is given 
by — 10.408 4.926n kcai. moie'"^, where n is the number of carbon atoms in 

the molecule. Calculate the heat of formation of gaseous n-hexane (CeHn) and 
compare the result with those given by the rules of Thornton and of Kharasch, 
and with the experimental value derived from the heat of combustion. 

19. Estimate from the bond energies the approximate heat changes for the 
following gaseous reactions: (i) H 2 + i 02 = H 2 O, (ii) C 2 H 4 Br 2 = C 2 H 4 Br 2 , 
(iii) CH 3 I + H 2 O - CH 3 OH + HI, (iv) aCHaCOCHs (acetone) = CfiH 3 (CH 3)3 
(mesityiene) 4 - SHaO. 

20. Determine AE for the reaction 

CHsCOCHsffl + 202(^) - CH3GOOH(0 + C02{^) + H20(^), 

taking the heats of combustion of liquid acetone and acetic acid as — 427 and 
— 209 kcal., respectively. Compare the result with that derived from bond 
energies allowing for the resonance energy in carbon dioxide and acetic acid. 
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CALCULATION OF ENERGY AND HEAT CAPACITY 
15. Classical Theory 

I5a. The Kinetic Theory of Gases. — ^The treatment of heat capacities 
given in the preceding chapters has been based partly on the use of thermo- 
dynamic relationships, and partly on experimental data relating to the actual 
heat capacities and their variation with temperature. The results and con- 
clusions are, therefore, independent of any theories concerning the existence 
and behavior of molecules. However, by means of such theories valuable 
information has been obtained of a practical character, having a definite 
bearing on thermodynamic problems. For this reason, consideration will 
be given to certain theories of heat capacity, especially as some of the prin- 
ciples involved will be required in another -connection at a later stage. 

If it is postulated that an ideal gas consists of rapidly moving, perfectly 
elastic particles, i.e., the molecules, which do not attract each other, and 
which have dimensions negligible in comparison with the total volume of 
the gas, it is possible by the application of the laws of classical mechanics 
to derive an expression for the gas pressure. This approach to the study of 
gases, known as the kinetic theory of gases, leads to the result 

PV ^ * (15.1) 

where P is the pressure of the gas, V is the volume containing N molecules 
of mass m, and & is the mean square of the velocities of the molecules at the 
experimental temperature. If this result is combined with the equation of 
state for 1 mole of an ideal gas, viz., PF == PT, is found that 

= fPjP, (15.2) 

where N is now the Avogadro number, i.e., the number of individual mole- 
cules in one mole. Since the mean kinetic energy of translation per molecule 
is it follows that \Nmc^ is equal to the total translational energy of the 
mole of gas; if this is represented by Ptr.> equation (15.2) gives 

Ptr. = fPr. (15.3) 

15b, Kinetic Theory and Heat Capacity of Monatomic Gases, — If the 
energy of a molecule is supposed to be entirely translational,* then Ptr. as 

* Moimtomic molecules undoubtedly possess other forms of energy, e.g., electronic and 
nuclear, but these may be regarded as being independent of temperature. It will be seen 
from equations (9.9) and (9.11) that only energy which varies with temperature can afieot 
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given by equation (15.3) may be identified with the energy content E of 1 
mole of gas, so that by equation (9.9) the molar heat capacity at constant 
volume is * 

- {§X - 

The molar heat capacity of an ideal gas, whose energy is that of translational 
motion only, should thus have a constant value, independent of temperature 
as well as of pressure (§ 9e), namely |/2. Since R is 1.987 cal. deg.~^ mole~*, 
it follows that 

Cy — 2.980 cal. deg.“^ mole~*. 

It was seen in § 9g that for an ideal gas Cp — Cr = R, so that for the gas 
under consideration, 

Cp == Cv "j" R ~ ^R 

= 4.967 cal. deg.~‘ mole~^ (15.5) 

The ratio of the heat capacities of the. gas at constant pressure and volume, 
respectively, is given by equations (15.4) and (15.5) as 

^ = I = 1.667. (15.6) 

tv 

For certain monatomic gases, such as helium, neon, argon, and mercury 
and sodium vapors, the ratio of the heat capacities at moderate temperatures 
has been found to be very close to 1.67, as required by equation (15.6) . The 
values of the individual heat capacities at constant pressure and constant 
volume are 5.0 and 3.0 cal. deg.-“^ mole"”^ respectively, in agreement with 
equations (15.5) and (15.4). It appears, therefore, that for a number of 
monatomic gases the energy of the molecules, at least that part which varies 
with temperature and so affects the heat capacity, is entirely, or almost 
entirely, translational in character (see, however, § 16f). 

15c. Polyatomic Molecules: Rotational and Vibrational Energy. — For 
gases consisting of molecules containing two or more atoms, the ratio of the 
heat capacities is less than 1.67, under ordinary conditions, and the values 
of Cp and Cv are larger than those given above. The only exceptions are 
the diatomic molecules hydrogen and deuterium, for which equations (15.4) 
and (15.5) have been found to apply at very low temperatures, about 50"^ K. 
However, the values are not constant, as They often are for monatomic 
molecules, and at ordinary temperatures Cp and Cv have increased to ap- 
proximately 6.9 and 4.9 cal.' deg,*^^ mole“”^, respectively; the ratio is then 
about L4, as it is ‘for most other diatomic gases, e:g., nitrogen, oxygen, 
carbon monoxide, hydrogen chloride, etc., (§ lOe). In each case, further 

the heat capacity, and so these other forms of energy ean be neglected for the present. 
Polyatomic molecules also .possess rotational and vibrational energy; these vary with tem- 
perature and so contribute to the heat capacity (§ 15e). 

* Since is independent of the volume, the partial differentia! notation in equation 
(15.4) is unnecessary, but^ it is retained here and subsequently for the sake of consistency. 
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rise of temperature causes the heat capacities to increase, although the differ- 
^ce between Cp and Cv always remains equal to about 2 cal. deg.~^ mole~^, 
provided the pressure is not greatly in excess of atmospheric. 

The reason why the heat capacities of polyatomic molecules are larger 
the values given by equations (15.4) and (15.5) is that molecules of this 
type possess rotational energy and vibrational energy, in addition to the 
energy of translation. The rotational energy of a polyatomic molecule is 
due to the rotation of the molecule as a whole about three (or two) axes at 
right angles to one another, and vibrational energy is associated with the 
oscillations of the atoms within the molecule. The inclusion of these ener- 
^es in the energy content of the molecule, and their increase with rising 
temperature, accounts for the discrepancy between the actual behavior of 
polyatomic molecules and the theoretical behavior described in § 15b. At 
sufficiently low temperatures the effect of the rotational energy and, espe- 
cially, of the vibrational energy becomes inappreciable; this explains why 
hydrogen and deuterium behave like monatomic gases in the vicinity of 
50° K, i.e., — 220° C. Other polyatomic gases would, no doubt, exhibit a 
similar behavior, but they liquefy before the rotational energy contribution 
to the heat capacity has become negligible. The decrease of Cp and Cp to 
5 and 3 cal. deg.-‘ mole'S respectively, although theoretically possible, can 

thus not be observed. . 

15d. Principle of Equipartition of Energy.— The contributions of the 
vibrational and rotational motions to the energy and heat capacity of a 
molecule can be calculated by classical methods, and although the results 
are not correct, except at sufficiently high temperatures, for reasons to be 
explained later, the procedure is, nevertheless, instructive. According to 
the principle of the equipartifeon of energy each kind of energy of a molecule 
that can be expressed in the general form oo:®, referred to as a “square term” 
or ^^quadratic term,*^ where is a coordinate or a momentum, contributes 
an amount iRT to the average energy of 1 mole. The translational (kinetic) 
energy of a molecule is equal to |m(i:“ + f + where x, y and z represent 
the components of its velocity in three directions at right angles. The 
momentum pi, for example, is equal to nx, and so the energy is given by 
{pi -f- pj -f- vl) thus consisting of three quadratic terms. By the prin- 
ciple of the equipartition of energy, therefore, the translational energy should 
be 3 X IRT, i.e., %ET, in agreement with equation (15.3). 

The rotational energy of a molecule, assumed to be of constant dimen- 
sions, is proportional to the square of the angular momentum, so that each 
type of rotation is represented by one square term, and thus should con- 
tribute IRT per mole to the energy content. A diatomic molecule, or any 
linear molecule, exhibits rotation about two axes perpendicular to the line 
joining the nuclei. The rotational energy of a diatomic, or any linear, 

» R. C. Tolman, “The Principles of Statistical Mechanics,” 1938, pp. 93 ei seg.; R H. 
Fowler and E. A Guggenheim, “Statistical Thermodynamics,” 1939, pp. 121 e«w^.; J. E. 
Mayer and M..G. Mayer, “Statistical Mechanics,” 1940, pp. 144 d aeq.; S. Glasstone, 

**Theore1acal Cliemistiy,’'’ 1944, pp. 300 et seq. 
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molecule should thus be 2 X iRT, le.^ RT, per mole. A aonlinear molecule, 
on the other hand, can rotate about three axes, so that the rotation should 
contribute 3 X iiZr, i.e., flJir, per mole to the energy of the system. 

The energy of a harmonic oscillator is given by the sum of two quadratic 
terms, one representing the kinetic energy and the other the potential energy 
of the vibration. By the equipartition principle, the energy is thus expected 
to be 2 X i.e., RTj per mole for each possible mode of vibration. In 
general, a nonlinear molecule containing n atoms possesses 3n — 6 modes of 
vibration, so that the vibrational energy contribution should be (Zn — ■6)RT 
per mole. Diatomic and linear molecules, however, have 3n — 6 vibrational 
modes, and the vibrational energy is expected to be {Zn — 5)BT per mole. 

ISe* Classical Calculation of Heat Capacities*— For a, diatomic ' molecule 
two t 3 ?pes of rotation are possible, as seen above, contributing RT per mole 
to the energy. Since there are two atoms in the molecule, i.e., n is 2, there 
is only one mode of vibration, and the vibrational energy should be iZT per 
mole. If the diatomic molecules rotate, but the atoms do not vibrate, the 
total energy content E will be the sum of the translational and rotational 
energies, i.e., ^BT + RT = fiZT, per mole; hence, 

Cy{ti\ + rot.) ~ ~ f 

so that the heat capacity at constant volume should be about 5 cal. deg.*”^ 
mole^h The same result would be obtained if there is vibration of the 
atoms in the diatomic molecule, but no rotational motion. If, however, the 
molecule rotates and the atoms also vibrate, the energy content should be 
fJZr + RT + RT i.e., per mole; then 

CvCtr. 4- rot. + vib.) = ^ 

that is, about 7 cal. deg."”^ mole'^’h 

The heat capacities of the diatomic gases, hydrogen, oxygen, carbon 
monoxide and hydrogen chloride, are all very close to 5 cal deg.~-' mole;"'* 
at ordinary temperatures. It appears, therefore, that in these diatomic 
molecules there is either vibration or rotation, but not both, the rotational 
motion being the more probable. According to the classical equipartition 
principle, the value of Cv should remain at 5 cai. deg.““^ mole""^ with mcreas-- 
ing temperature, until the other type of energy, i.e., rotation or vibration, 
respectively, becomes excited; the heat capacity at constant volume should 
then increase sharply to 7 cal deg.””^ mole""^. This is, ho’wever, quite con- 
trary to experience: the heat capacity increases gradually, and not suddenly, 
as the temperature is raised. Even at 2000® C, the heat capacities Cy of 
hydrogen, nitrogen, oxygen and carbon monoxide are only 6.3, although that 
of hydrogen chloride is 6.9 cal deg.”"^ mole'll For chlorine gas the value of 
Cv is already 6.0 at ordinary temperatures, and becomes equal to 7.0 cal 
deg mole”^ at about 500® C; it then increases, very slowdy, to 7.2 cal. deg 
mole-^ at 2000® C. 
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16. Quantum Statistical Theory of Heat Capacity 

16a. Qttantum Theory of Energy —It is clear that as far as diatomic 
molecules are concerned the experimental heat capacities and their variation 
with temperature are not entirely consistent with the equipartition principle; 
the same is found to be true for other polyatomic molecules. In every case, 
however, the theoretical heat capacity is approached, or slightly exceeded, 
as the temperature is raised. Nevertheless, the approach is gradual, whereas 
the classical treatment would imply a sudden change from one value to 
another. An attempt to overcome this discrepancy was made by suggesting 
that the development of a new type of motion, with increasing temperature, 
did not occur with all the molecules at the same time. Thus, at any tem- 
perature a gas might consist of a mixture of molecules, some of which were 
rotating and not vibrating, but others Avere rotating as well as vibrating. 
HoA¥ever, no adequate theoretical treatment could be developed to account 
quantitatively for the experimental facts. 

A much more satisfactory and complete interpretation of the observa- 
tions is provided by the quantum theory, according to -which a molecule 
acquires its energy in the form of definite amounts or quanta. As far as trans- 
lational energy is concerned, the quanta are so small that the energy is taken 
up in a virtually continuous manner. As a result, the behavior corresponds 
to that required by the classical theory. Rotational quanta are also small, 
although considerably larger than those of translational energy; hence, at 
ordinary temperatures nearly all the molecules possess appreciable amounts 
(quanta) of rotational energy. The energy contribution is again in good 
agreement with that required by the equipartition principle, i.e., ^RT per 
mole, for each type of rotation. 

The vibrational quanta, on the other hand, are much larger, and at 
ordinaiy temperatures the vibrational energy of most molecules is that of 
the loAvest quantum level. In this event, the vibrational energy does not 
affect the heat capacity, as is the case for the majority of diatomic molecules. 
As the temperature is raised the molecules acquire increasing numbers of 
quanta of vibrational energy, with the result that the contribution to the 
heat capacity increases toAvard the classical value of jB, i.e., about 2 cal. 
deg."”^ moIe*"b fo^* mode of vibration. This accounts for the steady 
increase of the heat capacities at constant volume of several diatomic mole- 
cules from 6 at ordinary temperatures to 7 cal. deg.~^ mole"*^ as the tempera- 
ture is raised. With chlorine, the vibrational energy quanta are not too 
large, because the binding energy of tAvo chlorine atoms is smaller than that 
for most other diatomic molecules (cf. Table VII). Consequently, the num- 
ber of molecules possessing one or more quanta of Aubrational energy in- 
creases Avith temperature, even at normal temperatures; hence, the molar 
heat capacity Cf of chlorine already exceeds fi? at 0® C, and reaches fiJ at 
about 500® C. The quantum theory thus permits of a qualitative explana- 
tion of the heat capacity observations for diatomic molecules, and also of 
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other molecules. It will now be shown that a quantitative interpretation 
is also possible. 

16b. The Partition Function.— The molecules of a gas do not all have the 
same energy - in fact any value of the energy, consistent with the requirement 
that it shall be made up of whole numbers of the various quanta, e.g., of 
translational, rotational and vibrational energy, is possible. However, it 
can be shown by the methods of statistical mechanics that at each tempera- 
ture there is a particular distribution of the total energy of a gas among 
its constituent molecules which is much more probable than any other 
distribution.* 

Consider a system, such as an ideal gas, consisting of a total number of 
N molecules which do not attract or repel each other. According to the quan- 
tum theory, the energy of each molecule at any instant must have a definite 
value iovolving a specific number of quanta. Let ei represent the energy, 
in excess of the lowest possible value, of one of these permitted states of the 
molecules. It has been shown by the methods of wave mechanics that even 
at the absolute zero a molecule would stiU possess a definite amount of 
energy, particularly vibrational enei^; this quantity, referred to as the 
zero-point energy of the molecule, is the lowest value which acts as the refer- 
ence level postulated above. Suppose Nn is the number of molecules in this 
lowest energy state, and Ni is the number in the level in which the energy is 

The most probable energy distribution among the molecules, contained 
in a vessel of constant volume, at the absolute temperature T, is then given 
by statistical mechanics as 

Ni = (16.1) 

where k, known as the Boltzmann constant, is equal to the molar gas constant 
R divided by the Avogadro number.* The foregoing result is an expression 
of the Maxwell-Boltzmann law of the distribution of energy. Although the 
law was derived from classical mechanics, it has been found that, at all tem- 
peratures above the lowest, quantum considerations lead to a result which 
is almost identical with that given by equation (16.1). One modification is, 
however, necessary: this is the introduction of a statistical weight factor §{ 
representing the number of possible quantum states having the same, or 
almost the same, energy «»-. The appropriate form of the energy distribution 
law is then 

= ( 16 . 2 ) 

§& is the statistical weight ' of the' lowest energy level 

If the various energy values, 'represented by the general term are 

€2, etc., and the numbers of molecules possessing these energies are 

® For a fuller treatment of this subject 'and of other matters considered in this chapter, 
see the works mentioned in rel 1. 

* The Boitzmann consent k is.usuaEy expressed In ei^ degr^; thus B is 8J14 X W 
ergs deg.™^ and the Avogadro number is 6 023 X 10** so that k Is 8 J14 X 10^/ 

6.023 X 10*® » L380s X 10“*“ erg degrK 
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iVi, etc.j ,or Ni, in general, then the total nimiber of molecules N is equal 

to the sum of these individual numbers; that is, 

N = Nq + Ni 4“ iV ’2 + V * * + Ni + • * • 

= — ? 4 " + • • •)> 

■ ■ 

where ^ 0 , ^ 1 , § 2 , etc., are the statistical weights of the respective levels. . This 
result may be put in the form 

(16.3) 

Qq itssQ 

where the summation is taken over all integral values of i, from zero to 
infinity, corresponding to all possible energy states of the molecules. The 
summation term in equation (16,3) is known as the partition function of the 
molecule, and is represented by the symbol Q *; thus, 

Q — + < 726 "*^'*^ . . . + ■ • * 

= H (16.4) 

i =*0 

It follows, therefore, from equations (16.3) and (16.4) that Na/go == N/Q; 
substituting this result in (16.2) it is seen that the distribution law may be 
written in the form 

= (16.5) 

y 


16c. Energy, Heat Capacity and the Partition Function. — Since, in 
general, Ni molecules each possess energy 6i, the total energy content, in 
excess of the 2jero4evel value, of the molecules in the fth level is Ni<ei] the 
total energy, in excess of the zero level, of the whole system of N molecules 
is then given by the sum of all such terms. If E is the actual energy content 
of the N molecules and jEo is the total energy when they are all in the lowest 
possible level, then 

E - Noeo + Nm + N^2 + • * • + N^ + • * •, (16.6) 

and hence, by equation (16.5) 

E-Eo = ^ (poeoe-‘“'^*’ + + • • • + +•••)• (16.7) 

Upon differentiating equation (16.4), which defines the partition func- 
tion, with respect to temperature, the volume being constant, as postulated 
above, and multiplying the result by kT\ it is found that 



= + • • • + -f • • • . 


* This should not be confused with the heat quantity for which the same symbol is used. 
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led 


It is evident, therefore, that equation (16.7) may be written as 


E - So 


Q 


If the system under consideration consists of 1 mole of gas, iV is the Avogadro 
number and Nk is equal to R, the molar gas constant; the expression for the 
energy content per mole is then 


E - Eo = RT^ 


fdlnQ\ 

\ ar )v‘ 


(16.8) 


Finally, differentiation of equation (16.8) with respect to temperature, at 
constant volume, remembering that So is constant, gives 

for the molar heat capacity of an ideal gas system at constant volume. The 
value of Cp can then be obtained by the addition of i?, in accordance with 
equation (9.29) . The result expressed by equation (16.9) is applicable to any 
gas, provided the forces between the molecules are small, that is to say, pro- 
vided the gas is almost ideal. Corrections for deviations from ideal behavior 
can be made if necessary (§ 21d). 

In order to simplify the computation of heat capacities from partition 
functions it is often convenient to utilize the fact that equation (16.9) can 
be converted into the form 


T^iQ \Q/ r 


(16.10)=*“ 


where 






^( 1 )’ 




By means of the equations derived above it should be possible to calcu- 
late the heat capacity of a gas at any temperature provided information 
concerning the partition function is available. The problem is thus reduced 
to a study of the evaluation of tins property of a molecular species. 

I6d* Separation of Energy Contributions.— The energy values €o? €i., . . , , 
used in the definition of the partition function [equation (16.4)] 
refer to the total energ}^ of a single molecule, including the translational, 
rotational and vibrational contributions; allowance must also frequently be 
made for the electronic energy because the molecules are not necessarily all 
in a single electronic energy level. This is the case, for example, for a 
number of monatomic substances, such as atomic oxygen and the halogens, 
which have multiplet electronic levels at ordinary temperatures, and excited 
electronic states for which allowance must be made at higher temperatures. 

^ It should be noted that Q' = dQ/dii/T) and Q" ^ dWHl/T)K 
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For most common polyatomic molecules, with the exception of oxygen and 
nitric oxide, the electronic contribution to the partition function is virtually 
a factor of unity at ordinary temperatures, so that it can be ignored. At 
high temperatures, however, it becomes important and must be taken into 
consideration. There is also a nuclear effect on the partition function, but 
this may be neglected for the present (cf., § 24j). 

If the various forms of energy of a molecule may be regarded as com- 
pletely separable from one another, which is probably Justifiable, at least as 
far as electronic, translational and combined rotational and vibrational 
energies are concerned, it is possible to write 

€ = €<? + €i + €r + €v 

or 

^ ^ 0~ttlkT ^ 0-iTlkT ^ 0-^vfkT ^ (16,11) 

where e is the total energy per molecule, and et^ €r and €„ represent the 
separate electronic, translational, rotational and vibrational contributions, 
respectively. It is evident from equation (16.11) that each exponential 
term in (16.4), which defines the partition function, may be taken as the 
product of a number of terms of the same type, one for each kind of energy. 
Further, the statistical weight factor g is equal also to the product of the 
separate factors for the various forms of energy. As a result, the complete 
partition function Q may be divided into a number of factors,* viz., 

Q QeXQtXQrX Qv, (16.12) 

where Qe, Qh Qr and Qv are called the electronic, translational, rotational 
and vibrational partition functions, respectively. Each of these is defined 
by an expression identical in form with equation (16.4), but in which g and 
€ refer to the particular type of energy under consideration. The subdivision 
of the total partition function into a number of products, each characteristic 
of one type of energy, greatly simplifies its evaluation. 

It will be observed from equations (16.8) and (16.9) that the energy and 
heat capacity of a gas depend on the logarithm of the complete partition 
function. Since the latter is equal to the 'product of the factors for the 
several forms of energy, the total energy content and heat capacity of the 
molecules will be equal to the sum of the contributions obtained by inserting 
the appropriate partition functions in the aforementioned equations. Thus, 
from equation (16.12), 

In Q = In Qe + In + • * *, 

so that 

5 In Q _ d In Qe . d In Qf 
dT "" dT ^ dT 

* This result follows from the mathematical fact that the product of sums is equal to 
the sum of the products. 




16e 


104 CALOTLATION OF BNBEGY AND HEAT CAPACITY 


Consequently, by equation (16.8), 

dlxiQ, 


E 




and similarly for the heat capacity. ' ' This result is the basis of the procedure 
which wEl now be adopted for the derivation of expressions for the energy 
and heat capacity of various types of molecules. It may be mentionedj' in 
anticipation, that the only partition function factor which is dependent, on 
the volume is the translational contribution; hence, in all other cases the 
partial differential notation, mth the constant volume restriction, need not 
be used. 

16e« ' Translational Partition Function.— Since all molecules, monatomic 
or polyatomic, possess translational energy, the corresponding contribution 
to the partition function will be considered first. This is determined by 
utilizing the expression 


8ml^’ 


(16.13) 


for the component m one direction of the translational energy of a molecule, 
derived by means of wave mechanics; n is a quantum number which may 
have any integral (or zero) value, m is the mass of the molecule which is 
confined in a box of length I in the direction parallel to the given energy com* 
ponent, and h is the Planck (quantum theory) constant, i.e., 6.624 X 10""^^ 
erg sec. The statistical weight of each translational level is unity, and so 
the partition function for translational motion in one direction is given by 
equation (16.4), after inserting the energy expression from (16.13), as 

fi»0. 


the summation being carried over all values of the quantum numbers from 
zero to infinity. Since translational levels are very closely spaced,* the 
variation of energy may be regarded as being virtually continuous, instead 
of stepwise, as it actually is. The summation in equation (16.14) may thus 
be replaced by integration, so that 





{2rmkTyi^ ^ 


(16,15) 


* This can be shown by inserting the value for ot, for any molecular species, in equation 
(16.13), together with the Planck constant; taking I as 1 cm., for example, the energy 
separation of successive quantum levels can then be found by setting b = 1, 2, etc. The 
result may thus be compared with PT, the average transiationai energy of a single molecule 
in one direction. The latter will be found to be of the order of 10^^ times the former, at 
ordinary temperatures, showing that the translational quantum levels must be closely 
spaced. 
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The (iontribution of each of the components of the translational energy, 
in three directions at right angles, is represented by equation (16.16), and 
the complete translational partition function is obtained by multiplication 
of the three identical expressions; thus, 




( 16 . 16 ) 


where I® has been replaced by F, the volume of the gas. 

FroMem; Calculate the translational partition function for 1 mole of oxygen 
at 1 atm. pressure at 25^ C, assuming the gas to behave ideally. 

Since the pressure is given, it is convenient to replace F in equation (16.16) 
by MT/Pf so that 

^ (2rmkT)^i^ RT 

Qt - ^3 * p ‘ 

It can be readily shown that Qt is dimensionless, so that all that is necessary is to 
see that numerator and denominator are expressed in the same units. In this 
case, m, k and h are known in c.g.s. units, P is 1 atm., so that R should be in 
cc.-atm. deg.~^ moie^h The mass m of the oxygen molecule is equal to the mo- 
lecular weight 32.00 divided by the Avogadro number, i.e., 5.313 X 10“^^ g. The 
temperature T is 298.2®; hence, 

(2 X 3.1416 X 5.313 X IQ-^ X 1.380 X 10“i« X 298.2)’^/2 §2.06 X 298.2 

(6.624 X ‘ 1.000 

= 4.28 X 10^0. 

If the expression for the translational partition function is inserted into 
equation (16.8), it is readily found, since tt, m, k, h and F are all constant, 
that the translational contribution Et to the energy, in excess of the zero- 
point value, is equal to fPT per mole, which is precisely the classical value. 
The corresponding molar heat capacity at constant volume is thus f JS. As 
stated earlier, therefore, translational energy may be treated as essentially 
classical in behavior, since the quantum theory leads to the skme results as 
does the classical treatment. Nevertheless, the partition function derived 
above [equation (16.16)] is of the greatest importance in connection with 
other thermodynamic properties, as will be seen in Chapter IX. 

16f. Electronic States: Monatomic Gases. — Many monatomic substances, 
as well as a few polyatomic molecules, e.g., oxygen, nitric oxide and nitrogen 
dioxide, have multiplet electronic ground states. That is to say, in their normal 
states there are two or more different electronic levels with energies so close to- 
gether that they may be considered as a single level with a statistical weight factor 
greater than unity. In addition to this possibility, there may be excited electronic 
states, whose energy is appreciably greater than that of the normal (ground) states. 
Such excited states become increasingly occupied as the temperature is raised. 
In cases of this kind the electronic partition function is greater than unity and 
varies with temperature; its value must be determined for the calculation of 
energies and heat capacities. 
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The statistical weight factor of each electronic level, normal or excited, is 
equal to 2j. + 1, where j is the so-called ^‘resultant'’ quantum number of the atom 
in the given state. The expression for the electronic factor in the partition func- 
tion is then given by 

Q. - (16.17) 

where e® is the energy of the electronic state in excess of the lowest state, l.e., the 
ground state. In the ground state, the energy €« is zero, so that the exponential 
factor is unity. The contribution of this state to the electronic partition 

function is thus 2j + 1. For helium, neon, etc., and mercury, the value of j in 
the lowest energy state is found to be zero, from the spectra of these atoms; hence, 
2j + 1 is unity, and since no higher (excited) level need be considered, the elec- 
tronic partition function factor is also unity, and so can be disregarded. Even if 
2j + 1 were not unity, the effect on the energy and beat capacity would still be 
zero, for these quantities are dependent on derivatives of the logarithm of the 
partition function with respect to temperature ["cf. equations (16.8) and (16.9)]. 
Provided the ground state of the atom is the only state which need be considered, 
Qe is 2j + 1, where i refers to the ground state, and hence it is an integer which 
is independent of temperature; the contribution to and Cf will consequently 
be zero. 

It appears from spectroscopic studies that helium, neon, argon and mercury 
atoms are almost exclusively in a single (ground) state and that higher (e^ccited) 
electronic energy states are not occupied to any appreciable extent, except at very 
high temperatures. These gases, therefore, behave in the manner required hj the 
classical treatment. The heat capacities of these monatomic substances are thus 
equal to the translational value, i.e., f fi, at all reasonable temperatures. If ac- 
curate observations could be made at high temperatures, however, a small in- 
crease would be observed, because of the occupation of higher electronic levels. 

For some atoms one or more electronic states above the ground state are ap- 
preciably occupied even at moderate temperatures, and hence the appropriate 
terms must be included in the partition function. For example, in the lowest state 
of the chlorine atom, i.e., when €« is zero, the value of j is f ; not very far above 
this is another state in which j is The electronic partition function for atomic 
chlorine at ordinary temperatures is therefore given by equation (16.17) as 

Q. - (2 X I + l)c-^/^^ + (2 X I 4- 

= 4 + (16.18) 

where €i is the electronic energy of the upper level, in excess of the value in the 
ground wstate. At higher temperatures other terms would have to be included for 
electronic states of higher energy, but these may be neglected here. The value of 
the energy €i is found from the spectrum of atomic chlorine; it is derived from the 
separation of two lines whose frequencies, in wave numbers,* differ by 881 cmrK 
According to the quantum theory, the energy € corresponding to a frequency of 
J' cm.“^ is represented by 

€ — vhcy (16.19) 

where h is the Planck constant and c is the velocity of light. Upon inserting the 
values of A, c and k (see Table 1, Appendix), it is found that hc/k is 1.4385 cm. 

* The frequency in *Vave numbers,” or cm.“^ units, is equal to the frequency expressed 
in vibrations per second, i.e., sec,'”^ units, divided fey the velocity of light, 2.9977 X 10^® 


I6f QUANTUM STATISTICAL THEORY OP HEAT ' CAPACITY ' 107 

SO that from equations (16.18) and (16.19) the electronic partition function for 
atomic chlorine is found to be 

Qe'- 4 + = 4 + (16.20) 

Hence the electronic contribution to the energy content and the heat capacity at 
any (moderate) temperature can be determined by means of equations (16.8) and 
(16.9),. respectively. 

Problein: Calculate the electronic contribution to the heat capacity of atomic 
chlorine at (i) 300® K, (ii) 500® K. 

The calculation is most conveniently made by means of equation (16.10). 

(i) At 300°K, 

Qe = 4 + 2e”'i268/3oo = 4^029. 

Q', as defined in connection with equation (16.10), contains one term only, since 
€/i; is ssero for the lowest level; hence, 

Q: = 1268 X 2c~i268M^^ 

since e/it is 1268 for the higher level, as seen in equation (16.20), Of also consists 
of one term; thus, 

Of = (1268)2 X 2e-i268/3oo == 4,095 x lOh 
Hence, by equation (16.10), 

R [4,695 X IO^ /37.02Y] 

(300)2 [ 4,029 \ 4.029 / J 

= 0.128E = 0.254 cal. deg."^ g. atom^h 

(ii) At 500® E, 

Oe = 4 + 2c~12«8/600 ^ 4,158 

01 = - 1268 X 26’~^268/5qo = _ 200.8 
Of = (1268)2 X 2e-^6s/5O0 == 2.546 X 10^ 

R [2.546 X 10« / 200.8 y 

(500)2 [ 4.158 \ 4.158 / _ 

= 0.23617 == 0.469 cal. deg.“"^ g. atoni“^ 

The normal heat capacity of atomic chlorine, due to translational energy only, is 
^R, i.e., 2.98 cal. deg.”"^ g. atom”"^ and so the electronic contribution would be 
appreciable even at 300® K, 

In general, an energy level, electronic or otherwise, can contribute to 
the partition function if the exponential term has an appreciable 

magnitude. As a very rough nile, it may be stated that if for any level e/k 
is greater than about 5T, then the contribution of that particular level may 
be neglected at the temperature T\ As seen above, e/k is 1268 deg. for the 
first excited level of atomic chlorine, and so this will affect the energy and 
heat capacity at temiieratures exceeding 1268/5, i.e., about 250° K. The 
results in the problem given above show that at 300° K the electronic con- 
tribution to the molar heat capacity of atomic chlorine is 0,12877, which is 
quite appreciable. Since increases rapidly with increasing tempera- 

ture, the effect- on the energy and heat capacity also becomes much more 
apparent. 
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The foregoiEg calculations show how the classical, treatment, which does 
not take into account the possibility of electronic states, would fail if applied 
to atomic chlorine at" temperatures exceeding about 250"^ ^ The higher 
the temperature the greater the discrepancy. It was perhaps fortunate that 
the original prediction, based on the kinetic theory, that the molar heat 
capacity of a monatomic gas should be f iS at constant volume, independent 
of the temperature, was confirmed first by measurements with mercury 
vapor (A. Kundt and E. Warburg, 1876), and later %vith sodium vapor and 
the inert gases of the atmosphere. Spectroscopic measurements indicate 
that for the atoms of all these elements the energy difference between the 
lowest and next electronic level is so great that temperatures of several 
thousand degrees would be required for the second level to make an ap- 
preciable contribution to the energy and heat capacity. If, like atomic 
chlorine and, more particularly, atomic oxygen, the aforementioned sub- 
stances had possessed low-lying electronic levels, discrepancies would have 
been observed which would have proved inexplicable until the modern 
development of the quantum theory. 

16g. Diatomic Molecules: Electronic Partition Function. — In general, 
for diatomic molecules the effect of electronic levels above the ground state 
can be neglected, since the energy of the next state is usually so high as to 
be of little practical interest. The energy separation between the lowest 
and the next (excited) electronic level of the oxygen molecule is probably one 
of the smallest for any diatomic substance, yet this excited level begins to 
make a detectable contribution only at temperatures exceeding 2000° K. 
For other molecules, therefore, still higher temperatures are necessary before 
electronic states above the ground level have any noticeable effect on the 
partition function. Consequently, it is evident that, for all ordinary pur- 
poses, it is not necessary to consider any state other than the ground state 
of a diatomic molecule. Nearly all such stable molecules, with the notable 
exceptions of oxygen and nitric oxide, occur in a single electronic level, i.e., 
in a singlet state, and so the electronic partition function at all reasonable 
temperatures is unity. In molecular oxygen, however, there are three very 
closely spaced levels, i.e., a triplet state, and the electronic partition function 
is 3.0. Similarly, nitric oxide has two such levels, i.e., a doublet state, and 
so the electronic factor is virtually 2.O.* In neither case, however, is there 
any detectable variation with temperature in the vicinity of 300° K, because 
the energies of the excited electronic levels are so much higher than that of 
the normal state. Hence, at temperatures below at least 2000° K the elec- 
tronic contribution to the energy content or heat capacity is negligible for all 
diatomic molecules. As mentioned earlier, the actual value of the electronic 
partition function is important in another thermodynamic connection to be 
discussed in a subsequent chapter. 

* In nitric oxide, wbicii is an exception among stable diatomic molecules, each level 
has a multiplicity of two (A-type doubling), so that the electronic partition function is 
aetuahy 4.0. 
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16h. Diatomic Molecules; Rotational Partition Function.— The value of 
the energy of a molecule in any rotational level can be expressed in terms of 
an integral (or zero) quantum number J, so that the rotational energy of 
the Jth level may be represented by e/. The corresponding statistical 
weight is 2J + 1, and the rotational factor in the partition function, apart 
from nuclear spin effects, is given by 

Qr = Z (2J + (16.21) 

The rotational energies ej- can be derived from a study of the spectrum of the 
molecule, and the value of each (2J + l)e“‘-'^*=^ term can be calculated as J 
takes on a series of integral values. It may seem, at first sight, that it would 
be necessary to include a very large number of terms in the summation of 
equation (16.21). However, this is not the case, for as J increases €j also 
increases, and hence the exponential factor decreases even more 

rapidly. The number of terms which contribute appreciably to the summa- 
tion is therefore not so large as would at first appear. 

For a diatomic molecule having two different nuclei, e.g., NG, HCl, OH, 
Id, and even HD, where the nuclei are of different isotopes, the rotational 
quantum number J in equation (16.21) can have the successive values of 
0, 1, 2, 3, etc., but for molecules possessing two identical atomic nuclei, e.g., 
Ha, Da, Oa and da, this is not strictly true. In principle, all molecules of 
the latter type can exist in “ortho” and “pata” states, the statistical weights, 
(i -f- l)(2f -f- 1) and f(2f + 1), respectively, depending on the spin quantum 
number i of the nucleus. If this quantum number is zero, the para states 
have a statistical weight of zero, and hence have no actual existence; such 
is the case, for example, with the most abundant isotopic form of molecular 
oxygen, in which both nuclei have a mass number of 16. In one of the states, 
either ortho or para, depending on various circumstances, the rotational 
quantum number J can have even values only, i.e., 0, 2, 4, etc., and in the 
other state it can be odd only, i.e., 1, 3, 5, etc. In order to obtain the com- 
plete rotational partition function, it is necessary, therefore, to use the cor- 
rect nuclear spin statistical weight and the proper rotational quantum num- 
bers for each state when making the summation indicated in equation 
(16.21). It may be pointed out that a nuclear spin factor should also be 
included for molecules with dissimilar nuclei, but this has the same value for 
all rotational levels, viz., {2i -f- l)(2i' •+• 1), where i and i' are the spin 
quantum numbers of the two nuclei. 

For all diatomic molecules, with the exception of hydropn below 300° K 
and of deuterium below 200° K, a considerable sirnplification is possible for 
temperatures above the very lowest. In the first place, the nuclear spin 
factor may be ignored for the present (see, however, § 24j), since it is ind&i 
pendent of temperature and makes no contribution to the heat capacity. 
The consequence of the nuclei being identical is then allowed for by intro- 
ducing a synunetry niunber «r, giving tte mmhm of equivalent spatud orienta- 
tions that a molecule can occupy as a result of simple rotation. The value of 
ff is 2 for symmetrical diatomic molecules, and for unsymmetrical molecules 
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it is unity. The rotational partition function is then given by 

Qr = - f; (2/ + (16.22) 

where J can have all integral values from zero to infinity. Since the sym- 
metry number is constant for any given molecule, it does not actually affect 
the heat capacity, but it is inserted here for the sake of completeness (see, 
however, § 24k) . 

At temperatures at which the modification described above is permissible, 
a further simplification is possible. The rotational energy of a rigid diatomic 
molecule, i.e., one of fixed length, in any level of quantum number /, is 
given by the expression 

6.r = /(J + l)^, (16.23) 

where A is Planck^s constant, and I is the moment of inertia of the molecule. 
In the lowest energy level J is zero, so that €j is zero; hence €/ as given by 
equation (16.23) represents the rotational energy, in the Jth level, in excess 
of the lowest, i.e., zero-point, value. This is the quantity, therefore, which 
is to be used in the determination of the partition function. Inserting the 
expression for ej given by equation (16.23) in (16.22), it is seen that 

C = - i: (2/ + l)e-^(^+«'‘V8x2«T. 

V J=0,l,2. ••• 


Provided the moment of inertia is moderately large and the temperature 
not too low, i.e., for diatomic molecules, other than hydrogen and deuterium, 
virtually all temperatures at which they are gaseous, the summation ma}^ 
be replaced by integration and, after neglecting certain small quantities, it 
is found that 



S^IkT 


( 16 . 24 ) 


TABLE VIII. MOMENTS OF INEETIA OF mATOMIC MOLECULES 


Molecule 

/ g. cm.® 

Molecule 

J g. cm,®' 

m 

0.459 X 10-^^ 


13.9 X ’lO"'" 

HD 

0.612 

CO 

14.5 

D. 

0.920 

NO 

'16,4 ■ 

HF 

1.34 

Os'... 

19.3 : V , 

OH 

1.48 

C 12 

jum:.' . 

HCl 

2.66 

■■V 

.245C'"" 

HBr 

3.31 

'Bft 

■■'345 

HI 

4.31 

: ',12 



*The moment of inertia of a diatomic molecule AB,, consisting of two atoms^^w^^ 
actual masses are ma and ms, is given by where r is the distance 

between the centers of the atoms. 
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The moment of inertia caii .be derived from spectroscopic data or it can be 
calculated from the dimensions of the molecule, so that the rotational par- 
tition function can be determined. The values of the moments of inertia 
of a number of ' diatomic molecules ■ in their ground states are given in 

Table'VIIL^' , : ' .. ' .. ' 

Problem: Calculate the rotational partition function of (i) hydrogen gas, 
:(ii) iodine chloride gas, at 300® K,'. 

(i) From Table VIII, the moment of inertia of molecular hydrogen is 0.459 
X g. cm.2, and its symmetry number <r is 2; hence utilizing the known values 
of h and h, it is seen from equation (16.24) that at 300® K, 

^ 8 X (3.14)2 X 0.459 X 10-^® X 1.38 X lO-i® X 300 

2 X (6.624 X 10-27)2 

= 1.71. 


(it) For iodine chloride, 1 is 245 X 10-^® g. cm.2, and since the symmetry 
.number is unity, 


Qr 


8 X (3.14)2 X 245 X IQ-^® X 1.38 X 10”^® X 300 

(6.624 X 10-27)2 


== 1820. 

A consideration of the units will show that Qr is dimensionless. 


For the present purpose, it is not necessary to know the actual partition 
function, but only its variation with temperature. For a rigid molecule I 
is constant, and since k and h are also constant, it is readily seen from 
equation (16.24), using equations (16.8) and (16.9), that 



These results are identical with those obtained from the equipartition prin- 
ciple (§ i5d), so that, as a good approximation, classical methods can be 
used for the evaluation of the rotational energy and heat capacity of diatomic 
gases, except hydrogen and deuterium, at all temperatures above the very 

lowest. . ' 


16 i. Rotational Heat Capacity of Molecular Hydrogen. — The spin quantum 
number of the hydrogen (H) nucleus is and at ordinary (and higher) tempera- 
tures molecular hydrogen, in which the ortho and para forms have attained equi- 
librium, consists of {% + l)(2^ + 1), i.e., three, parts of the former to i{2i + 1), 
i.e., one, part of the latter. If the gas is cooled in the absence of a catalyst, the 
relative amounts of ortho and para molecules remain unchanged. The so-called 

2 Data mainly*adapted from G. Herzberg, “Molecular Spectra and Molecular Structure: 
Diatomic Molecules/^ 1939. 
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' hyd^ which is the gas:commoiily used in experimeatal' work, may 

thus be regarded as' consistiBg of a 'mixture of three parts of orthohydrogen and 
one part of parahydrogeii.*' In order to determine the heat capacity of this, gas 
at any temperature It is necessary to evaluate the separate partition functions of 
thO' ortho and para forms, and then to calculate the corresponding, heat capacities; 
the rotational heat capacity of “normal' hydrogen is then f Cr(ortho) + |Cr(para)j 
for, the given temperature. , The rotational partition function of orthohydrogen is 

Q,(ortho) = (i + l)(2f + 1) E (2/ + 

since only odd values of the rotational quantum number are associated with the 
ortho states, and that of the para form is 

Q^(para) = f(2f + 1) E (2/ + 

even values only of the rotational quantum number being permitted; the nuclear 
spin factor has been included in each case. 

It can be seen from equation (16.23) that the energy separation between suc- 
cessive rotational levels is related in an inverse manner to the moment of inertia 
of the molecule. For all gases, except H 2 , D 2 and HD, the rotational energy 
separations are small enough for a large proportion of the molecules to occupy the 
higher levels even at low temperatures. The behavior in respect to rotational 
energy is therefore virtually classical under all reasonable conditions. With 
hydrogen, however, the moment of inertia is so small (Table VIII), and the 
separation between successive rotational energy levels so large, that a temperature 
of about 300° K has to be reached before the gas can be treated in a classical 
manner. In the vicinity of 50° K virtually all the molecules of hydrogen are in 
their lowest possible rotational states; the quantum number J is then unity for 
the ortho and zero for the para molecules. The respective partition functions 
are now 

Qr(ortho) = (i + l)(2i -f and Qr(para) - i(2i + 1), 

using the values of given by equation' (16.23). It is evident from the appropri- 
ate form of equation (16.9)' that C7r(ortho): and (7r(para) will both be zero, and 
hence the rotational heat capacity- of ^‘^normaF^ hydrogen will also be zero at 
temperatures of 50° K and below.' ^ ' As the temperature is raised additional terms 
contribute to the rotational partition, function, and the heat capacity increases. 
By utilizing the €/ values derived 'from the spectrum of molecular hydrogen, the 
rotational partition functions., of the' ortho and para forms have been determined 
at a number of temperatures ’.by 'summing the appropriate terms in each 

case. From these results the heat .capacities of ^‘normal” hydrogen have been 
calculated, and the values have been-., found... to be in good agreement with measure- 
ments made from 80° to 300° K. In fact, 'the "heat capacities obtained from, the 
partition functions, after making allowance for departure from ideal behavior, are 
probably more accurate than those-. derived’ fro,m" experiments at low temperatures. 

If ortho-para equilibrium is attained at every temperature, the proportion of the para 
form wil inoreiwe as the temperature is lowered from- about K. The system is then 
known as "equilibrium^^ hydrogen.- .'At ^.®.K ..it- co'usists of aiinost l(B per cent para* 
hydrogen. 
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At temperatures: of about 300® K and above,- a .sufficient number of 
rotational energy levels contribute to the partition functions .for the hydro- 
gen gas to be treated in a classical manner. The rotational partition func- 
tion will then be, by equation (16.24), and the . corresponding heat 
capacity, 'will^--^^ be as for other diatomic gases. \ Since deuterium has 
a higher moment of inertia than ordinary hydrogen, - a somewhat lower tem- 
perature, namely, about 200® K, is sufficient for. virtually 'classical behavior 
to be attained.^ 

16h Diatomic Molecules i Vibrational Partition Function. — ^The vibra- 
tional factor in the partition function may be evaluated by using vibrational 
energy values €t, derived from spectroscopic -measurements. The statistical 
weight of each vibrational level is unity, and so the partition function is 
merely equal to the sum of the terms. Except at high temperatures 
the number of such terms having appreciable magnitudes is not large, .and 
the summation can be, made without .difficulty, if required. However, for 
most purposes a simpler; procedure is -possible.-" - The values of the energy 
in the various quantum levels of a harmonic oscillator are given by the 
expression 

6. (v + ^)hm, (16.25) 

. where t;? is the vibrational quantum number which can' be .zero or integral; 
A and c are, as usual, the Planck constant and the velocity of light, respec- 
tively, and w cm.'“^is the vibration frequency, in wave numbers, of the given 
.oscillator. In .the lowest energy level v is' zero, and; the vibrational energy, 
i.e., the zero-point energy, is then given by equation (16.25) as The 

vibratiohal; energy: of any level referred to the lowest energy state, which is 
the value required for the partition function, is thus 

€y == {v + i)hco> — = vhcoo, (16.26) 

The vibrational 'partitm^ function is ' then -determined by 

( 16 . 27 ) 

v<^0 .' 

The exponential factor is of the form e"“, where x is hcu/kT, so that 

Qv = 23 — 1,+ e~*:+ 

:^:=: (i. -':e^)-i,: ;/ 

where^ . - 

and:consequehtly,v V , : ' ^ 

Q, = (1 - e-w*T)-i = (1 _ (16.30) 

‘Dennison, Proc. Roy. Soe., AllS, 483 (1927); Giauque, J. Am. Chem. Soc., 52, 4816 
(1930); Davis and Johnston, ibid., 56, 1045 (1934); A. Farkas, “Orthohydrogeh, Parar 
hydrogen, etc.,” 1935. 
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This expression may be used for the vibrational partition function of a 
diatomic molecule at aU temperatures; the only approximation involved is 
that the oscillations are supposed to be harmonic in nature. The anhar- 
monicity correction must be made for precision calculations, but its effect 
is not large. The only property of the molecule required for the evaluation 
of Qv by equation (16.30) is the vibration frequency, which can be obtained 
from a study of its spectrum. The values of this frequency for a number 
of diatomic molecules are given in Table IX.® 


TABLE IX. VIBBATION FREQUENCIES OF DIATOMIC MOLECULES 


Molecule 

03 cm.~^ 

Molecule 


H 2 

4405 

■ N 2 ■ 

■ 2m ■ 

HD 

3817 

CO 

2168 

D 2 

3119 

NO 

1907 

HF 

4141 

O 2 

1580 

OH 

3728 

CI 2 

565 

HCl 

2989 

ICi 

384 

HBr 

2650 

Br2 

323 

HI 

2309 

I 2 

■ 214 


Problem: Calculate the vibrational partition function of (i) molecular hy- 
drogen, (ii) molecular chlorine, at 300° K, assuming them to be harmonic oscillators. 

(i) For hydrogen, a is 4405 cm.~S and since hcca/kT is equal to 1.439«/r, 
it follows that 

_ (J _ g-1.439X«06/300)-l 

= (1 — = i.OOO (to several significant figures). 

(ii) For chlorine, to is 565 cm."*, and hence 

g-l.439X6eS/300)-l 

^ = (1 _ e-^ no)-i = 1.072. 

The vibrational contribution to the energy content, in excess of the 
zero-level value, is obtained by inserting as represented by equation 
(16.30) into (16.8); the result, omitting the partial differential notation 
which is here unnecessary (§ 16d), is 


E, = RT^ 


din 

dT 


RT 


^kctaikT 


hco> 


RT- 


(16.31) 


where, as defined by (16.29), a: is equal to hcw/hT. Differentiation Df 
equation (16.31) with respect to temperature then gives the vibrational 
heat capacity; thus,* 


R 


ghailkT //jCtoV 

- l)AkT ) 


R 




(ax _ 1)3 


(16.32) 


'See ref. 3. 

* The symbol C, for the vibrational contribution to the heat capacity should not be 
confused with Cy which is the total heat capacity at constant volume. 
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The evaluatioB of the quantities in equations (16.31) and (16.32), referred 
to as Einstein functions (cf. § 17b), is simplihed by tables which give £?» 
and Cv directly from x, i.e., from hm/kT.^ 

At moderate temperatures hm/kt is relatively large for many diatomic 
molecules; the vibrational partition function is then close to unity, and 
and C,, are very small. This means that virtually all the molecules are in 
their lowest, i.e., a; = 0, vibrational level, and the vibrational contribution 
to the energy and heat capacity will be zero. Such is found to be the case 
for hydrogen, oxygen, nitrogen and carbon monoxide up to about 370° K, 
as indicated earlier (§ 15e). As the temperature is raised lim/kT decreases, 
and the partition function increases accordingly. This means that increas- 
ing numbers of molecules now occupy the higher, i.e., v =5 1, 2, etc., vibra- 
tional energy levels. The vibrational contributions to the energy and heat 
capacity of the gas increase at the same time. At suflBiciently high tempera- 
tures Acw/iT becomes small enough for — 1 to be virtually equal to 

hco^/kTJ^ Upon making this substitution in equation (16.31) it is seen that 

and hence 

C. (16.33) 

The energy and heat capacity at high temperatures should consequently be 
identical, as a first approximation, with the values given by the classical 
equipartition principle. 

The temperature at which hcc^IkT becomes small enough for the behavior 
to be classical depends on the vibration frequency oj, which varies from one 
molecular species to another (Table IX). There is, of course, no exact 
temperature at which this condition arises, for the approach to classical 
behavior, i.e., the transition from equation (16.32) to (16.33), must be 
gradual. However, there is a rough temperature at which the vibrational 
contributions to the energy and heat capacity become equal to the classical 
values to a certain degree of accuracy, e.g., three significant figures. For 
molecular hydrogen, co is large, viz., 4405 cm.“"^, and the vibrational heat 
capacity does not attain the classical value of B per mole until a temperature 
of about 3500° K. The vibration frequencies of nitrogen, oxygen and car- 
bon monoxide are somewhat less than for hydrogen, but their behavior is 
nevertheless not completely classical below 3000° K. With molecular chlor- 
ine, on the other hand, the situation is changed, for the vibration frequency 
is only 565 and the vibrational contribution to the heat capacity 

becomes R per mole at about 1000° K; it is, in fact, quite considerable, more 
than 1 cal. deg.“"^ mole“^, even at 300° K, thus accounting for the heat 
capacity of chlorine being greater than for other diatomic molecules (§ 15e). 

® Sher 3 nan and Ewell, J. Pkys, Chem.f 46, 641 (1942); see also, Wilson, Chem, Rev,, 27, 
17 (1940); Stull and Mayfield, Ind, Eng, Chem., 35, 639 (1943); H, S, Taylor and S. Gladstone, 
•^Treatise on Physical Chendstry,” 3rd ed., 1942, Chapter IV (J, G. Aston), Appendix I. 

* In the exponential expansion e® = 1 -f aj -f- 0^/21 -f • • all terms beyond the second 
may be neglected when x is small, so that e* « 1 d- a:, and hence — 1 « a;. 
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Problem: GaicBlate the vibrational contributioa to the molar heat capacity of 
chlorine gas at 300'' K, taking the vibration frequency as 665 Estimate 

the total Gr for chlorine gas at 300® K. 

hm L439 X 565 ,, 

kT 300 

Either by insertion of this value in equation (16.32), or by the use of the tables of 
Einstein functions, it is found that 

C» — 0.66E =^1.12 cal. deg."^ niole~h 

At 300® K, the translational and rotational contributions to the heat capacity will 
be classical, i.e., f i2 and i?, respectively, making a total of f jR or 4.97 cal. deg.”^ 
moie"*^. If the vibrational contribution 1.12 is added, the total is 6.09 cal. deg.*"^ 
mole""h (The experimental value which is not very accurate, is close to this 
result; some difference is to be expected, in any case, because the calculations given 
above are based on ideal behavior of the gas. The necessary corrections can be 
made by means of a suitable equation of state, § 21d.) 

16k Diatomic Molecules: Combined Partition Functions. — ^The treat- 
ment of the preceding sections has been based on the assumption that vibra- 
tional and rotational energies are independent; in other words, the approxi- 
mation has been made of taking the molecules to be rigid, in spite of the 
fact that the atoms vibrate. In addition, the vibration has been treated 
as perfectly harmonic in nature. For the accurate evaluation of partition 
functions, especially at moderate and high temperatures, it is necessary to 
take into account the interaction of the vibrational and rotational motions 
of the molecule, and to allow for the anharmonicity of the atomic oscilla- 
tions. It is sufficient to state here that the information required for this 
purpose can be obtained from spectroscopic measurements, although the 
treatment of the data is not simple. Nevertheless, the calculations have 
been carried out in a number of cases and the results are recorded in the 
literature. 

16L Polyatomic Molecules.— The general principles involved in the 
evaluation of the partition function, and hence the energy and heat capacity, 
of a molecule containing more than two atoms are quite similar to those 
described for diatomic molecules. Unless there is deinite evidence to the 
contrary, as there is for nitrogen dioxide, wffiich has an odd number of elec- 
trons, it is supposed that the ground state of the molecule consists of a single 
electronic level, and that excited /states make no contribution to the total 
partition function. The electronic contribution to the energy in exce® of 
the lowest level, and to the heat capacity may thus be taken as zero. Fur- 
ther, as with monatomic and diatomic molecules, the translational energy 
may be treated as classical at all feasible temperatures, so that the transia- 
tional motion contributes |i?T per- mole to the energy content and per 
mole to the heat capacity. 
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At all reasonable temperatures the rotational levels of a molecule con- 
taining more than two atoms, like those of diatomic molecules, are occupied 
sufficiently for the behavior to be virtually classical in character. Assuming 
that the molecule can be represented as a rigid rotator, the rotational parti- 
tion function, excluding the nuclear spin factor, for a nonlinear molecule is 
given by 



<rh^ 


(16.34) 


where A, 5 and O' are the moments of inertia of the molecule with respect 
to three perpendicular axes, and cr is the symmetry number (§ 16h). For 
some molecules, e.g., NHs, PCI3, CHCI3 and CH3CI, two of the three mo- 
ments of inertia, e.g., A and B, are equal, so that the product of inertia ABC 
becomes For spherically symmetrical molecules, such as CH 4 and 

CCI4, A, JS and C are equal, so that the product is A®. If the nonlinear 
molecule is planar, e.g., benzene and water, the sum of two of the moments 
of inertia is equal to the third, i.e., A A- B = C. The symmetry numbers of 
some polyatomic molecules are as follows: CO 2 , H 2 O, S 02 ( 2 ) ; NH 3 ( 3 ); CH4, 
C6H6(12), For HCN, N 2 O (i.e., NNO), COS, etc., tr is unity. 

A linear molecule containing more than two atoms is analogous to a 
diatomic molecule. It has two identical moments of inertia, and the rota- 
tional partition function is given by the same equation (16.24) as for a 
diatomic molecule. 

The moments of inertia of a molecule can be derived from spectroscopic 
data, or they may be calculated from the interatomic distances obtained by 
electron diffraction methods. The values for a number of simple molecules 
are given in Table X.® 


TABLE X. MOMENTS OP INEBTIA OF POLYATOMIC MOLECULES 


Molecule 

Moment of Inertia 

Molecule 

Moments of Inertia 

HCN* 

18.9 X g. cm.2 

H 2 O 

1.02, 1.92, 2.94 X 10- 
2.68, 3.08, 5.76 

NgO* 

66.9 

HgS 

CO 2 * 

71.9 

SO 2 

12.3, 73.2, 85.5 

2.78, 2.78, 4.33 

CgHg* 

23.8 

NH 3 

CH4t 

5.27 ' 

CHsCi 

5.46,61,4, 6L4 
5.36,85.3, 85.3 

CCi4t 

520 

OHaBr 


* Linear molecules, 
t Spherically symmetrical molecules. 


By differentiation Avith respect to temperature of Q,, as given by equation 
(16.34), remembering that all the quantities except T are constant, it is 
readily found that Fr is f J2T and (7, is fF. These are the results to lie ex- 
pected from the equipartition principle for energy expressible in three square 
terms, as would be the case for a nonlinear molecule contai n ing more than 

^Data mainbr adapted from Landolt-Bomstein, PhysikaHsch-Chemische Tabellen, 
6th ed., 3rd Supplement; G. Herzberst. “Infra-Red and Raman Spectra of Polyatomic 
Molecules,” 1945. 
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two atoms. Just as with diatomic molecules, excepting hydrogen and 
deuterium, the rotational contributions to the energy and heat capacity may 
be taken as the classical values at all temperatures. 

As seen in § 15d, a molecule containing n atoms has — 6 modes of 
vibration if nonlinear, and 3n — 5 modes if linear. Each of these modes of 
vibration contributes a factor of exactly the same form as equation ( 16 . 30 ) 
to the over-all vibrational partition function; the latter is thus the product 
of 3n — 6 (or Zn — 6) factors, each of the form (1 — The values 

of the 3n. — 6 (or 3n — 5) vibration frequencies are obtained from a study 
of the various spectra of the molecule or by a comparison with the results 
for related compounds. The vibration frequencies of some familiar mole- 
cules containing more than two atoms are recorded in Table XI. On ac- 
count of molecular symmetry, two or more vibrations may have the same 
frequency; this is indicated by the numbers in parentheses in Table XI,® 


TABLE XI. VIBKATION FREQUENCIES OF POLYATOMIC MOLECULES 


Molecule 

Frequencies (cm.“‘) 

Molecule 

Frequencies (cm.^q 

HCN 

729(2), 2001, 3451 

H 2 O 

1654, 3825, 3935 
1290, 2611, 2684 

H 2 O 

596(2), 1300, 2276 

H 2 S 

CO 2 

667(2), 1340, 2349 

SO 2 

519, 1151, 1361 
950, 1627(2), 3334, 
3414(2) 

C 2 H 2 

612(2), 729(2), 1974, 

3287, 3374 

NHs 

CH 4 

1358(3), 1390(2), 

3030, 3157(3) 

218(2), 314(3), 

461, 776(3) 

CH 3 CI 

732, 1020(2), 1355, 

1460(2), 2900, 3047(2) 

CCh 

CHsBr 

610, 957(2), 1305, 

1450(2), 2900, 3061(2) 


For the determination of the vibrational contribution to the energy 
content or heat capacity it is not necessary actually to evaluate the product 
of the Zn — % (or Zn — 5) factors in the partition function. The expressions 
for the energy and heat content [equations (16.8) and (16.9)] involve the 
logarithm of the partition function, which is equal to the mm of the log- 
arithms of the component factors. Thus, it is usually simpler to determine 
the contributions of each of the Zn -- Q (or Zn 5) modes of vibration 
separately by means of equations (16.31) and (16.32), and then to add the 
results to obtain the total value for the molecule. 

Problem: Calculate the heat capacity Cv of water vapor at (i) 500^' E, (ii) 
1000° K, assuming ideal behavior. 

The translational and rotational contributions may be taken as classical, each 
being §E, so that the total is SR per mole, i.e,, 6.96 caL deg."^ moie'”^ at each 
temperature. 

(i) At 600° K, the values of hcm/kT corresponding to the frequencies of (a) 
1654, (6) 3826, (e) 3936 cm "^^are 4.T7, 11*0 and 11.36, respectively. Setting 
these values of x into equation (16.32),, the results for 0, are 

(a) 0.392, (6) 0.004, and (c) 0.003 cal, deg.*"^ 

® See ref. 7. 
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the total vibrational contributioii being the sum of these quantities, viz., 0.399 
0.40 cal. The total heat capacity at constant volume is thus 5.96 + 0.40 « 6.36 
cal. deg.”^ moie“^; " , 

(ii) At 1000® K, the values of kcco/kT are 2.38, 5.50 and 5.67 respectively, so 
that the contributions to Ct, are 

(a) 1.265, (b) 0.247, and (c) 0.225 cal. deg.”^ mole”^, 

the sum being 1,74 cal. The total heat capacity of water vapor at constant 
volume at 1000® K should thus be 5.96 +• 1.74 = 7.70 cal, deg.“^ inoIe“^ 

T^ increase of the heat capacity of water vapor with temperature is in 
agreement with experiment. 

The procedure described above, as for diatomic molecules, is based on 
the approximation that rotational and vibrational energies are separable, 
and that the oscillations are simple harmonic in character. The allowance 
for interaction, etc., has been made in a number of cases by utilizing actual 
energy levels derived from spectroscopic measurements. The results are, 
however, not greatly different from those obtained by the approximate 
method that has been given here. 

16m. Internal Rotation. — There are certain molecules for which the foregoing 
procedure for calculating partition functions, and related properties, is not com- 
pletely satisfactory; these are molecules containing groups which are apparently 
capable of free rotation about a single bond. One of the simplest examples is 
ethane, in which the two — GHs groups might be expected to rotate with respect 
to each other. Most aliphatic hydrocarbons and alkyl derivatives of benzene, 
water, hydrogen sulfide, ammonia and formaldehyde fail into the same category. 
For every type of internal rotation of a group within the molecule, the molecule 
as a whole possesses one less vibrational mode; the total number of internal rota- 
tions and vibrations is thus Bn — 6 for a nonlinear molecule. If the internal rota- 
tion is completely unrestricted and classical in behavior, the energy can be repre- 
sented by one quadratic term, so that the corresponding contributions to the energy 
content and heat capacity are ^ET and iE per mole, respectively. Provided the 
vibration frequencies of the molecule are available from spectroscopic measure- 
ments, the evaluation of the energy content and the heat capacity would not be 
a difficult matter. 

A comparison of thermodynamic properties obtained experimentally with those 
derived from the partition functions has revealed the fact that in many molecules, 
such as those mentioned above, in which free internal rotation might have been 
expected, the rotation is actually restricted. The contributions to the energy 
content, etc., are then appreciably different from those calculated on the assump- 
tion of free internal rotation. The results indicate that before one group can rotate 
freely past another, as in ethane, the molecules must acquire a certain amount of 
the appropriate energy. If this amount were very small, the internal rotation 
would be virtually free and unrestricted, but such appears not to be the case. 
Various lines of evidence show that the necessary energy is appreciable, and this 
results in a restriction of the rotation. If the magnitude of the required energy 
were known it would be possible to calculate, with a fair degree of accuracy, the 
contribution of tjie restricted internal rotation to the partition function and the 
properties derived from it. However, no satisfactory independent method is yet 
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available, and the procedure adopted is to estimate the value of the energy by 
utilizing an accurate experimental thermodynamic quantity. Once this restricting 
energy is known, other properties can be calculated by making appropriate allow- 
ances. The details of the treatment are not simple, and as they lie outside the 
scope of this book it is not necessary to consider them further.® 

17. Heat Capacity op Solids 

'17a. Atomic Heat Capacity: Classical Theoiy. — An ideal elementary 
solid may be regarded as consisting of a space lattice of independent atoms 
vibrating about their respective equilibrium positions, but not interacting 
with each other in any way. If the vibrations are simple harmonic in 
character, the energy can be expressed as the sum of two quadratic terms; 
hence, according to the principle of the equipartition of energy, the contri- 
bution to the energy content will be RT per g. atom for each vibrational 
mode. Since the atoms would be free to oscillate in all directions in space, 
each atom may be supposed to have three independent modes of vibration. 
The energy content E of the ideal solid element should thus be 3RT per g, 
atom, and hence the heat capacity at constant volume should be 3J2, i.e., 
5.96 cal. deg.“^ g. atom""^ This theoretical conclusion is in general agree- 
ment with the familiar empirical rule of Dulong and Petit, which states that 
the atomic heat capacities of most solid elements, with the exception of . 
carbon, boron, beryllium and silicon, measured at atmospheric pressure is 
about 6.4 cal. deg.""^ at ordinary temperatures. The theoretical atomic heat 
capacity of 3 JS should apply to constant volume conditions, and by correcting 
the observed, i.e., constant pressure, measurements by means of equation 
(21.9), G. N. Lewis (1907) obtained the results given in Table It is 


TABLE xrr. HEAT CAPACITIES OF ELEMENTS AT CONSTANT VOLUME 
IN CAL. DEG.*"^ G. ATOM”^ 


Element 

Cv 

Element 

Cv 

Element 

Cv 

Aluminum 

5.7 

Iodine 

6.0 

Platinum 

6.9 

Antimony 

5.9 

Iron 

5.9 

Silver 

5.S 

Cadmium 

5.9 

Lead 

5.9 

Thallium 

6.1 

Copper 

5.6 

Nickel 

6.9 

Tin 

6.1 

Gold 

5.9 

Palladium 

5.9 

Zinc 

6.6 


seen that at ordinary temperatures (about 20® C) the values of Cv are 
approximately constant, the mean being 5.9, with a variation of =b 0.2, caL 
deg."“^.g. atom^'h. , , 

® For empirical and semiempirical rules for calculating the heat capacilaea of hydro- 
carbons and other oiganic compounds, see Bennewitz and Eossner, Z, phys, CJAem., B3©, 126 
(193S); Fttgassi and Eudy, Jnd. Erig, Chem,j 30, 1029 (1938); Edmister, zMd.^ 30, 352 (1938); 
Dobratz, tlnd., 33, 759 (1941) ; Giockler and Edge!!, ibid,, 34, 582 (1942) ; Stull and Mayield, 
35, 639, 1303 (1^3); Pitzer, /. Am. Cfmn, Soc,, 63* 2413 (1941); Spencer, fWd,, 67, 
1859 (1945). 

Lewis, /. Am. Chm. JS&e., 29, 1165, 1516 (1907); Lewis and Gibson, tMd., 39, 2564 
(1917). , 
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In spite of the apparent agreement between the experimental data and 
the theoretical prediction based on the eqnipartition principle, there are 
nevertheless significant discrepancies. In the first place, the heat capacity 
of carbon, e.g., diamond, is only 1.45 caL deg.*“^ g. atom“"^ at 293°K, and it 
increases with increasing temperature, attaining a value of 5.14 cal. deg."^ 
g. atom“^ at 1080° K. Somewhat similar results have been obtained with 
boron, beryllium and silicon. Further, although the atomic heat capacities of 
most solid elements are about 6 cal. deg,“"^ g. atom~^ at ordinary temperatures, 
and do not increase markedly as the temperature is raised, a striking decrease 
is always observed at sufficiently low temperatures. In fact, it appears that 
the heat capacities of all solids approach zero at 0° K. Such a variation of 
the heat capacity of a solid with temperature is not compatible with the 
simple eqnipartition principle, and so other interpretations have been 
proposed.^^ ■ 

17b. The Einstein Heat Capacity Equation. — ^The first step in the im- 
provement of the theory of the heat capacity of solid elements was made by 
A. Einstein (1907), who applied the quantum theory in place of the classical 
eqnipartition principle to calculate the energy of the atomic oscillators. 
The expression obtained for the atomic heat capacity of a solid at constant 
volume may be written in the form 


Cv = 3R 


phcaIkT 


^0hc(a{kT 2 ^ 




hcu> Y 

W ) 


(17.1) 


where a is the oscillation frequency, in wave numbers, of the atoms in the 
crystal lattice. Comparison of this result with the contribution made by a 
single oscillator to the heat capacity, as given by equation (16.32), shows 
that the former differs from the latter by a factor of three, as is to be expected. 

According to equation (17.1), the atomic heat capacity of a solid element 
should approach zero at veiy low temperatures, but at high temperatures, 
when hao/kT is small in comparison with unity, the expression reduces to 
35, in agreement with the result of the classical treatment. This is in 
general accord with the experimental behavior. The physical significance 
of the variation of the heat capacity of a solid with temperature is then 
similar to that given in connection with the vibrational contribution to the 
heat capacity of a gas (§ 16j). At very low temperatures, all the atoms in 
the solid are in the lowest vibrational level, and they then contribute nothing 
to the heat capacity. With increasing temperature the energy of the crystal 
increases and the higher levels are increasingly occupied; hence the heat 
capacity becomes appreciable. At sufficiently high temperatures a con- 
siderable number of atoms possess fairly large numbers of quanta of vibra- 
tional energy, and the behavior can then be expressed with reasonable ac- 
curacy by the classical treatment. In spite of the fact that the Einstein 
equation represents qualitatively, at least, the variation of heat capacities 
with temperature, it does not completely solve the problem of the heat 

a See the wotks mentioned in ref. 1. 
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capacities of solid elements, for at low temperatures the calculated values 
fall off more rapidly than do the experimental heat capacities. 

17c. The Debye Heat Capaci^ Equation. — ^There is little doubt that in 
its essentials the Einstein theory of the heat capacity of solid elements is 
correct, but it requires some modification in detail. Owing to the proximity 
of the atoms in a crystal, it is very improbable that they will act as inde- 
pendent units oscillating with a uniform frequency. As a result of interac- 
tions, the atoms will execu e complex motions, but these may be regarded 
as being made up of a series of simple harmonic vibrations with various 
frequencies. A solid containing N atoms will thus behave as a system of 
3iV coupled oscillators, and there will be a total of 3iV independent fre- 
quencies. The lowest frequency will be zero, but there is a definite limit 
to the highest frequency; this maximum, designated by «*,, arises when the 
wave length of the oscillations is of the same order as the interatomic dis- 
tances. In order to determine the distribution of frequencies, P. Debye 
(1912) disregarded the atomic structure of the solid, and treated it as a 
homogeneous, elastic medium. The vibrations of the atoms could then be 
considered as equivalent to elastic waves, sumlar to sound waves, propagated 
through this continuous medium. In this way an expression for Cv contain- 
ing a complicated integral was obtained; the integral can, however, be 
evaluated in two special cases, (a) moderate and high temperatures, and 
(6) very low temperatures. In the former case, the atomic heat capacity 
equation becomes 

®' = 2B[i-i(0 + 5i5(|)'--], (17.2) 

where 6, known as the characteristic temperature of the element, is defined by 

e = ^ = 1.439«,„deg. (17.3)» 

iC 


At sufiS-ciently high temperatures 0/T becomes small enough for all the terms 
in the brackets of equation (17.2), other than the first, to be neglected; 
Cv then becomes equal to the classical value 3B. 

It will be seen from the Debye equation (17.2) that Cv is a function of 
e/T only, and hence the plot of Cv against T/6 (or log T/6) should yield a 
curve that is the same for all solid elements.! The nature of the curve is 
shown in Fig. 9, and it is an experimental fact that the heat capacities of 
many elements, and even of a few simple compounds, e.g., ionic crystals such 


* Since hcum has the dimensions of m&cgy and h is energy per degree, 9 has the 
dimensions of a temperature. 

t The same is true for the Einstein equation (17.1) which may be written as 


Cv = SR 


(e«B/r _ 1)2 



The Einstein characteristic temperature fe, equal to hca/k, where is the mean frequency, 
is smaller than the Debye 9 which involves the maximum frequency. 




i 
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as sodium and potassium cUorides, which crystallize in the cubic system, 
have been found to fall on or very close to this universal curve. The slight 
discrepancies that have been observed are probably to be attributed to the 
approximation of treating a crystalline solid as a continuous medium in the 
determination of the distribution of 
the vibration frequencies. 

It is evident from Fig, 9 that the 7 ^ 
heat capacity of an element attains | 
its classical value of ZR when T/d is 
approximately unity (see problem 7^ 3 
given below). If the characteristic r§ 
temperature of an element is rela- ^ 2 
tively small, e.g., less than about 300, ^ ^ 

the value of T/9 will be equal to unity ^ 
at temperatures below 300° K. For 
such elements the law of Dulong and 
Petit will evidently hold at ordinary 
temperatures. This is the case for 9- Debye atomic heat capacity curve 
the majority of the solid elements. 

On the other hand, if $ is large, as it is for carbon and some other light 
elements, a temperature of 300° K will coincide with the rising portion 
of the Debye curve. The atomic heat capacity will thus be well below 
ZRj and it will increase rapidly with temperature, the limiting value being 
reached only at high temperatures. By giving 6 a value of 1860, the 
variation of the heat capacity of diamond with temperature can be ex- 
pressed with considerable accuracy by the Debye heat capacity equation. 
According to equation (17.3) the characteristic temperature 6 will be large 
if the frequency is large; this frequency is a rough measure of the binding 
energy between the atoms in the crystal. The internal structures and high 
melting points of cai'bon, boron and silicon are compatible with exception- 
ally high values of the binding energy, and hence with the large values of 
the characteristic temperature of these elements. 

Problem: Calculate the value of Cv for any element when its temperature is 
equal to the Debye characteristic temperature 6, 

For such a temperature d/T is unity, and hence by equation (17.2) 

= 5.68 cal. deg.*"^ g. 

Hence, when the temperature is equal to the characteristic temperature, i.e., when 
T/$ is unity, the heat capacity is just less than the classical value ZR. 

If the characteristic temperature of any solid element is known, the 
complete variation of the heat capacity at all moderate and reasonably high 
temperatures can be obtained from the Debye equation (17.2) or the equiva- 
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lent curve (Fig. 9). The value of 0 can be derived from a single experimental 
determination of the heat capacity, preferably made somewhere just above 
the middle of the rising part of the curve, that is, when Cr is about 3 cal. 
deg.~^ g. atom~^ The measurement should not be made in the region where 
Cf approaches 3fi, because of the flatness of the curve, nor at too low tem- 
peratures, for then equation (17.2) does not hold. Some values of the char- 
acteristic temperatures of a number of elements are quoted in Table 


TABLE XIII. DEBYE CHABACTEBISTIC TEMPEEATTJBES OP ELEMENTS 


Element 

0 

Element 

0 

' Element . 

■ 0 

Aluminum 

390 

Copper 

315 

Nickel 

375 

Antimony 

140 

Gold 

170 

Potassium' 

100 

Bismuth 

104 

Iron 

450 

Platinum 

225 

Calcium 

225 

Lead 

90 

Sodium 

150 

Carbon (Diamond) 

1860 

Magnesium 

290 

Silver 

212 

Cobalt 

385 

Manganese 

350 

Zmo 

210 


Problem : Calculate the heat capacity of diamond at 1080° K. 

From Table XIII, the characteristic temperature 0 is 1860; hence, by equa- 
tion (17.2), 

= X 0.8673 = 5 J7 caL degr^ g. atoiu--^ 

(The experimental value, given earlier, is 5.14 cal. deg.””^ g. atom"'^) 

It may be mentioned that the Debye characteristic temperature can be 
derived from other properties of the element, particularly from the compressi- 
bility and Poisson^s (elasticity) ratio. Where such data are available it is 
thus possible to obtain reasonably accurate heat capacities, at moderate and 
high temperatures, from elasticity measurements. 

17d. The Debye Equation at Low Temperatures.— At low temperatures 
the solution of the complete Debye equation leads to the result 

c,. 3® [,^{f 

= 464.4 cal. deg.^Vg. atom*~h ' V;(17.4) 

The important conclusions, therefore, to be drawn from the Debye theory 
are that at low temperatures the atomic heat capacity of an element should 
be proportional to and that it should become zero at the absolute zero 
of temperature. In order for equation (17.4) to hold, it is necessary that 
the temperature should be less than about ^/lO; this means that for most 

Data adapted from various sources, ' e.g., ' R. H. Fowler Jand E. A. Guggenheim, 
^‘Statistical Thermodynamics/^ 1939; F. Seitz, “The Modern Theory of Solids/^ 1940; 
J. C. Slater, “Introduction to Chemical Physics,” 1939, 
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substances the temperature must be below 30® K. Heat capacity measure- 
ments made at sufEciently low temperatures have served to confirm the 
reliability of the relationship for a number of elements, and even for some 
simple compounds. The proportionality of heat capacity to the third power 
of the absolute temperature has been found to be of great value for the 
purpose of extrapolating heat capacities to the absolute zero. Such ex- 
trapolations are necessary in connection with the determination of an im- 
portant thermodynamic property (Chapter IX). 

Since Cy is equal to 464.4 {T/6Y at very low temperatures, one heat 
capacity value under these conditions can be used to derive the characteristic 
temperature. With this known, the variation of Cy with temperature at 
higher temperatures can be obtained from equation (17.2). Alternatively, 
if 6 is found, as described in § 17c, from heat capacity measurements at 
moderate temperatures, the values at low temperatures, i.e., less than <9/10, 
can be estimated from equation (17.4). However, where the characteristic 
temperature 0 has been determined by two methods, that is, from low tem- 
perature and high temperature measurements, the agreement is not exact, 
showing, as is to be expected, that the Debye theory is not perfect. 

Problem: The atomic heat capacity of copper is 0.1155 cal. deg.*"^ at 20.20® K; 
calculate the value at 223® K. 

From equation (17.4) 

0.1155 = 464.4 
^ = 321 . 

Upon inserting this value into equation (17.2) it is found that at 223° K, 

= 3jK X 0.904 = 5.39 cal. deg.""^ g. atom"'h 
(The experimental result is about 5.5.) 

I7e. Heat Capacities at High Temperatures. — Although the theoretical treat- 
ment of heat capacities requires the limiting high temperature value to be 3i?, 
i.e., 5.96 cal. deg."”^ g. atom””^, experimental determinations have shown that with 
increasing temperature Cy increases still further. The increase is, however, 
gradual; for example, the heat capacity of silver is 5.85 cal. deg.“^ g. atom"^ at 
300° K and about 6.5 cal. deg.""^ g. atom'll at 1300° K. This increase is attributed 
mainly to the relatively free electrons of the metal behaving as an ^ ^electron gas.'^ 
By the use of the special form of quantum statistics, viz., Fermi-Dirac statistics, 
applicable to electrons, the rela tionship 

Cel. == aT, 

where a is a constant for each element, has been derived for the contribution of the 
electron gas to the heat capacity. For most metals a lies between 10""^ and 
2.5 X 10""^ in^ calorie units, and so the electron heat capacity is 0.03 to 0.075 at 
300° K and 0,13 to 0.32 caL deg.*"^ g. at 1300° K. The influence of the free 


(-rT 
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eloctroiifr; i.s tlms not la?'ge, althmigli it hccomcB appzeciabie as the temperature 
is raised.* 

171 Heat Capacities of Compounds*— As indicated above, the Debye 
equation represents the variation with temperature of the he&.t capacities, 
at constant volume, of a number of simple compounds. In these cases 
equation (17.2) gives the heat capacity per gram atomy so that it must be 
multiplied by the number of atoms in the molecule to obtain the molar heat 
capacity. The compounds are, in general, substances crystallizing in the 
cubic system, to which the Debye treatment is particularly applicable. 
Among these, mention may be made of sodium and potassium chloride, 
potassium bromide, calcium fluoride and magnesium oxide. For certain 
other compounds, especially metallic halides, and also for some elements 
which do not form cubic crystals, e.g., rhombic sulfur, graphite and iodine, 
the heat capacity per g. atom is given by a Debye function, as in equation 
(17.2), but with (T/OY m place of T/&, The value of n is usually less than 
unity, and it must be determined empirically; thus the heat capacities must 
be known at two temperatures in order that 6 and n may be obtained. Once 
these are available, thewTxriation of heat capacity over a range of tempera- 
tures can be represented.^^ 

If the Debye function in some form were applicable to all compounds it 
would mean that at sufficiently high temperatures the molar heat capacity 
at constant volume would be equal to ZR X n, where n is the number of 
atoms in the molecule; thus Cv should be approximately 6?i cal. deg."”^ mole~b 
This conclusion is analogous to the rule proposed by H. Kopp (1865), who 
suggested that the molar heat capacity of a compound is approximately 
equal to the sum of the atomic heat capacities of its constituent elements. 
For most elements, particularly those of higher atomic weight, the heat 
capacity at ordinary temperatures may be taken as about 6 cal, deg.^h but 
for the lighter elements Kopp suggested somewhat smaller values, as follows: 
carbon (1.8), hydrogen (2.3), boron (2.7), silicon (3.8), oxygen (4.0), fluorine 
(5.0), phosphorus (5.4), and sulfur (5.4). The results given by Kopp^s rule 
are very approximate, but they may be useful when experimental data ai’c 
not available. 

■_ EXFECISKS- . ■ 

1. Assuming classical behavior, and no internal rotation, what would be the 
maximum value of Cp for (i) a linear molecule, (ii) a nonlinear molecule, containing 
n atoms? 

2. Show that the partition function for 1 mole must be a dimensionless quan- 
tity. Verify by reference to the expressions for tine translational and rotational 
(diatomic) pailition functions. 

3. Show that the translational partition function for 1 mole of an ideal gas is 

given by Qt ~ I.S79 X where M is the molecular (or atomic) 

v/eight and V is the molar (or atomic) volume in cc. 

* Tlu‘ d('scribed hero is quite distinct from that due to the occupation of tin' 

higher elect ronic*, levels (§ IGf); the contribution of the electron gas will apply evem if all tho 
atoms an^ in their lowest electronic states. 

Lewis and Gibson, J, Am. Cliem. Soc.y 39, 2554 (1917). 
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4. Calculate the transktionai partition function for 1 mole of oxygen at 1 atm. 
pressure and 25° assuming ideal behavior, 

5. The normal state of atomic oxygen is an “inverted triplet” consisting of 

tliree levels with ^ values of 2, 1 and 0. The frequency separation between the 
j — 2 (lowest) and the j == 1 (second) levels is 157.4 cm.“^ and that between the 
y “ 2 and the j = 0 (third) levels is 226 Calculate the electronic partition 

function of atomic oxygen at 300° K and the corresponding contribution to the 
atomic heat capacity. 

6. The frequency separation of the first excited electronic level of atomic 
oxygen from the lowest level is 15807 at what temperature might the excited 
level be expected to affect the heat capacity? 

7. Derive the value of the universal constant a in the expression Qr ~ a(T~~^lT 
for the rotational partition function of any diatomic (or any linear) molecule; I is 
the moment of inertia in c.g.s. units and T is the absolute temperature. Calculate 
the rotational partition function of carbon dioxide (a linear symmetrical molecule) 
at 25° C. 

8. Evaluate the universal constant 5 in the expression Qr = 

for the rotational partition of a nonlinear pqjyatomic molecule; A, B and C are 
the three moments of inertia of the molecule in c.g.s. units. Determine the 
rotational partition function of the water molecule at 25° C. 

9. Calculate the value of when e/h is equal to 5T. Justify the state- 

ment in the text that if for any energy level e/h > 5T, the contribution of that 
level to the partition function, and consequently to the heat capacity, is negligible. 

10. Determine the vibrational partition function of carbon dioxide at 25° C. 

11. Calculate the molar heat capacity at constant pressure of carbon dioxide 
at (i) 300° K, (ii) 500° El, (iii) 1000° K, assuming ideal behavior. 

12. Calculate the molar heat capacity at constant pressure of methane at 
(i) 300° K, (ii) 500° E, (iii) 1000° K, assuming Meal behavior. 

13. Plot the Debye curve, according to equation (17.2), for Cv against T/6^ 

using values of 0.2, 0.4, 0.6, • • 1.2 for the latter. 

14. Using the Debye curve obtained in the preceding exercise, and the values 
of Cf for aluminum given below, determine the (mean) Debye characteristic 
temperature for this element. 

T 84.0° 112.4° 141.0° K 

Cy 2.45 3.50 4.18 cal. deg."“^ g. atom^h 

Calculate the value of Cv at 25° C. 

15. Plot the following values of Cy for aluminum, obtained at low tempera- 
tures, against and hence determine the (mean) Debye temperature; compare 
the result with that obtained in Exercise 14. 

T 19 .r 23.6° 27.2° 32,4° 35.1° K 

Cv 0.066 0.110 0.162 0,301 0.330 caL deg."“^ g. atom“h 

16. The Debye characteristic temperature of silver is 212. Calculate the 
atomic heat capacity Cy of this metal at 20.0° K and 300° K. 

17. For the heat capacities of gaseous paraffins and olefins, with more than 
three carbon atoms, Edmister (see ref. 9) suggested the empirical fonnuia 

Cp = 2.56 + 0.51n + 10”3T(L3n2 + 4.4n - O.GomTi 

+ 4.957n — 5.7) cal. deg"^ moie”b 
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where n is the number of carbon atoms and m the number of hydrogen atoms in 
the hydrocarbon molecule; T m the absolute temperature. 

For paraffins, Piteer (see ref. 9) proposed the formula 

(7p = 5.65W - 0.62 + lO^tilAln + 1.68) cal degr^ mole-b 

where n is the number of carbon atoms; t is the centigrade temperature. Compare 
the molar heat capacities of n-btitane gas (C4H10) at 500® K, as given by the two 
expressions. According to Spencer [J. Am, Chem, Soc., 67, 1859 (1945)], the 
heat capacity of this gas is given by 

Cf « -- 0.012 + 92.506 X - 47.998 X 10~^P2 

+ 9.706 X i0'"®P cal. deg.*""^ moie^h 

Calculate the value at 500® K, 
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THE SECOND LAW OF THERMODYNAMICS 

18 . COOTEBSION OF HeAtTnTO WoBK 

/ 18a« Scope of First and Second Laws. — To the chemist the essential 
interest of the second law of thermodynamics lies in the fact that it provides' 
a means of predicting whether a particular reaction can occur under specified 
conditions. The first law of thermodynamics merely indicates that in any 
process there is an exact equivalence between the various forms of energy 
involved, but it provides no information concerning the feasibility of the 
process. In general, however, the second law supplies an answer to the 
question of whether a specified thermodynamic process is or is not possible. 
For example, the first law does not indicate whether water can spontaneously 
run uphill or not; all it states is that if water does run uphill, unless heat is 
supplied from outside, there will be a fall of temperature, the resulting 
decrease of energy content being equivalent to the work done against gravity. 
Similarly, there is nothing in the first law of thermodynamics to indicate 
whether a bar of metal of uniform temperature can spontaneously become 
warmer at one end and cooler at the other. All that the law can state is 
that if this process occurred, the heat energy gained by one end would be 
exactly equal to that lost by the other. It is the second law of the thermo- 
dynamics which provides the criterion as to the possibility, or rather the 
probability, of various processes. 

Another important aspect of the second law, which is really fundamental 
to the problem enunciated above, deals with the conversion into work of 
energy absorbed as heat. The first law states that when heat is converted 
into work, the work obtained is equivalent to the heat absorbed, but it 
gives no information concerning the conditions under which the conversion 
is possible. It will be seen shortly that the heat absorbed at any one tem- 
perature cannot be completely transformed into work without leaving some 
change in the system or its surroundings; this fact is embodied in the second 
law of thermodynamics, and its consequences are of great significance. 

18b. Spontaneous and Irreversible Processes. — In order to understand 
something of the conditions which determine whether a particular process 
will occur or not, it is of interest to examine certain processes which are 
known to be spontaneous, that is, processes which take place without ex- 
ternal intervention of any kind. The expansion of a gas into an evacuated 
space, or from any region of higher into one of lower pressure, takes place 
spontaneously, until the pressure distribution is uniform throughout. 
Similarly* one^gas will diffuse spontaneously into another until the mixing is 
complete and the system has the same composition in all parts. Diffusion 
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of a solute from a concentrated solution into piire solvent, or into a dilate 
solution, will similarly take place without external intervention. 'Finally, 
reference may be made to the spontaneous conduction of heat along a bar 
of metal which is hot at one end and cold at the other, and to the spontaneous 
transfer of heat by radiation from a hotter to a colder body. These proc- 
esses will continue until the temperature of the bar is imiform, in the former 
case, and until the two bodies attain the same temperature, in the latter 
instance. It will be observed that in every case the spontaneous process 
represents a tendency for the system to approach a state of thermodynamic 
equilibrium (§ 4c). 

A fundamental characteristic of the processes described, and in fact of 
all spontaneous processes, is that they have never been observed to reverse 
themselves without the intervention of an external agency, A system which 
is in equilibrium under a given set of conditions will undergo no detectable 
change if the conditions are not altered. In other wmrds, spontaneous 
processes are not thermodynamically reversible (cf. § 8a).* This fact, founded 
upon experience, is the basis of the second law of thermodynamicsv Such 
processes as the spontaneous concentration of a gas at one end of a vessel, 
leaving a lower pressure at the other end, the spontaneous unmixing of a 
uniform gas mixture, or a bar of metal becoming spontaneously hot at one 
end and cold at the other end, have never been observed. It may be re- 
marked, incidentally, that it is not altogether justifiable to say that these 
processes are impossible. It is possible for a gas to concentrate spontane- 
ously in one part of a vessel, but the probability of this occurring, to judge 
from actual experience, is extremely small 

18 c. Reversal of Spontaneous Processes.— By the use of an external 
agency, it is possible to bring about the reversal of a spontaneous process. 
For example, by introducing a piston into the vessel, the gas w’-hich has ex- 
panded into a vacuum could be restored to its original volume by compres- 
sion. Work would have to be done on the gas, and at the same time an 
equivalent amount of heat would be produced, and the temperature of the 
gas would rise. If this heat could be completely reconverted into work by 
means of a hypothetical machine, then the original state of the gas would 
have been restored, and there wmuld be no change in external bodies. It is 
a fundamental fact of experience, however, that the complete conversion of 
heat into work is impossible^ without leaving some effect elsewhere. This result 
is in accord with the statement made above that spontaneous processes are 
not reversible in the thermodynamic sense. 

Before stating the second law, other attempts to reverse spontaneous 
processes will be considered. When a bar of metal, which was originally 
hotter at one end, has attained a uniform temperature, the initial state 

* In order to avoid the possibility of iriisunderstanding, it may be pointed out here that 
many changes which occur spontaneously in nature, e g., expansion of a gas, evaporation 
of a liquid and even chemical reactions, can be carried out reversibly, at least in principle, 
as described in § 8a, However, when they do occur spontaneously, without external 
intervention, they are thermodynamieaHy irreversible. 
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might conceivably be restored in the following manner. Heat ^ withdrawn 
from one end of the bar, completely converted into work, and then the work 
could be utilized to heat the other end of the bar, e.g., electrically Pr by 
friction. Actually, it is impossible to carry out this senes of processes with- 
out leaving some changes for, as already stated, the complete conversion of 
heat into work without such changes is impossible.^ _ 

It is evident that certain spontaneous physical processes could be r^ 
versed if the complete conversion of heat into work could be achieved; it wiU 
now be shown that similar considerations apply to chemical reactions.^_ A 
piece of zinc, for example, will dissolve spontaneously m an aqueous solution 
of copper sulfate, according to the equation 

Zn + CuSOt = ZnS 04 + Cu, ■ 

with the evolution of a definite amount of heat This^reaction could be 
reversed by passing an electric current between the metallic copper and the 
solution 0 / Inc sulfate in an appropriate manner, thus regenerating metallic 
zinc and copper sulfate. In order that the reversal inight not leave c^ges 
elsewhere, it would be necessary for the heat evolved in the origmal reaction 
to be completely converted into electric^ work. Once again, experience 
shows that a complete conversion of this kind, without producing other 
changes is not possible. It is seen, therefore, that the spontaneous chemical 
process,’like the physical changes considered above, is not thermodynamic- 

Second Law of Thennodynamics— The second law of thermo- 
dynamics has been stated in various forms, one of 

irreversibility of spontaneous processes, has been already given. For subs 
qSrjurpSes, however, a more useful form is that based on the inability 
to convert heat completely into work; thus, it is impos^leto consti^ a 
ImcUne, operating in cycles, which will produce no effect other than the absorj^ 
tion of heat from a reservoir and its conversion into an equivdeni armunt of 
worh The term “operating in cycles” is introduced to 
machine must return to its initial state at regular stages (cf. § 7c), so that 

°It S^e reSed from^the statements in § 9d that in an isotheraal, r^ 
versible expansion of an ideal gas the work done is exactly 
heat absorbed by the system. In other words, in this process the heat s 
completely converted into work. However, it is important to observe that 
this conversion is accompanied by an increase in the volume of the gas, so 
sTem has undergone a change. H the 
oridnal volume by reversible compression, work wdl have to ™ 

system and an equivalent amount of heat will be liberated. The work an 
heat Quantities involved in the process are exactly the same^ ^ose con- 
Scd faSS oShtal expanrion Hence, the net r«dt of the .aothermd 
expansion and compression Is that *e sy^ is resW to its 
but there is no net absorption of heat and no work is done. i n,, ioreg g 
is an illustration of the universal experience, that it is not possible to corner 
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heat into work by means of an isothermal, ix., constant tempevature, cycle. 
This may be regarded as another aspect of the second law of thermodynamics. 

A consequence of the impossibility of converting heat isothermally into 
work in a continuous manner is the impracticability of what is called ^^per-» 
petual motion of the second kind,” that is, the utilisation of the vast stores 
of energy in the ocean and in the earth. There is nothing contrary to the 
first law of thermodynamics in this concept, but the fact that it has not 
been found feasible provides support for the second law. The ocean, for 
example, may be regarded as a heat reservoir of constant temperature,* and 
the law states that it is not possible to convert the heat continuously into 
work without producing changes elsewhere. 

18e. Macroscopic Nature of the Second Law.— An insight into the 
fundamental basis of the second law of thermodynamics may be obtained by 
utilizing the concepts of the kinetic theory of matter. According to this 
theory an increase of temperature, resulting from the absorption of heat by 
a body, represents an increase in the kinetic energy of the random motion 
of the molecules. Hence, when the energy of a moving body is converted 
into heat by friction, the directed motion of the body as a whole is trans- 
formed into the chaotic motion of individual molecules. The reversal of 
the process, that is, the spontaneous conversion of heat into work, would 
require that all the molecules should spontaneously acquire a component of 
motion in one preferred direction. The probability of this occurring in a 
system consisting of a large number of molecules is very small. As indicated 
earlier, it cannot be stated that it is impossible for a spontaneous process 
to reverse itself spontaneously; there is merely a very great probability 
against it. 

If it were possible to deal with systems involving only a few molecules, 
spontaneous processes could be reversed. Imagine a system consisting of 
five molecules possessing random motion. It is not improbable that at some 
instant all five molecules will have a prefeired component of motion in one 
direction. The system as a whole will then have directed motion at that 
instant. The chaotic movement of the molecules, i.e., heat, will thus have 
been converted into directed motion, i.e., work. 

Similarly, if a vessel contained only five or six molecules uniformly dis- 
tributed, there would be a considerable probability that at some instant 
there will be a larger number of molecules at one end of the vessel than at 
the other. That is to say, a pressure difference would arise spontaneously 
within the vessel, provided it is permissible to speak of pressures when a few 
molecules are concerned. If the vessel contained a large number of mole- 
cules, it is highly improbable that any appreciable unequal distribution 
would arise spontaneously (cf. | 24a)* The second law of thermodynamics 
is then to be regarded as applicable to macroscopic systems, and since it is 

’•‘Where there are temperature in the ocean, e.g., at different levels, the 

(partial) conversion of the heat of the ocean into work is possible; this is not contrary to the 
second law of thermodynamics. 
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systems of this type wMch are the of human observation and experi- 
ence, no exception to the law has yet been observed. 

It has long been realized that the impossibility, or rather the improb- 
ability, of reversing spontaneous processes is based on the inability to deal 
with individual molecules or small groups of molecules. If a device were 
available which could distinguish between fast- (^^hot^O and slow-moving 
(‘‘cold^’) molecules, it would be possible to produce spontaneously a tem- 
perature gradient in a gas. Similarly, if a device could discriminate between 
two different types of gas molecules, a partial unmixing, which is the reverse 
of diffusion, could be achieved. However, the fact that no such devices 
are known is in accordance with the second law of thermodynamics. 

181 Conversion of Heat into Work* — In order for any form of energy to 
be available for the performance of work, it must be associated with a 
difference of potential or, in other words, with a directive influence. The 
work that can be done by falling water, for example, is due to the difference 
in potential energy at the upper and lower levels,* similarly, electrical work 
is associated with a difference of electrical potential, generally known as an 
electromotive force. In a heat reservoir at constant temperature there is 
no directive influence, but two such reservoirs, at different temperatures^ pro- 
vide the difference of energy potential that is necessary for the conversion 
of heat into work. In order to carry out this conversion, heat is absorbed 
from the reservoir at the higher temperature, often referred to as the 
“source'^; part of this heat is converted into work, and the remainder is 
returned to the heat reservoir at the lower temperature, referred to as the 
^^sink'^ It is seen, therefore, that a portion only of the heat taken in from the 
reservoir at the higher temperature can he converted into work. The fraction of 
the heat absorbed by a machine that it can transform into work is called 
the efficiency of the machine; thus, if heat Q is taken up from the source, 
and W is the work done, the efficiency is equal to W/Q. Experience shows, 
in agreement with the statement of the second law of thermodynamics, that 
IF is invariably less than Q in a continuous conversion process. The effi- 
ciency of a machine for the continuous conversion of heat into work is thus 
always less than unity. It will be understood, of course, that the first law 
of thermodynamics will still be applicable, for the energy difference between 
Q and IF is returned to the lower temperature reservoir. 

18g. The Carnot Theorem.— A highly important discovery in connection 
with the problem of the efficiency of heat engines, i.e., machines for the 
conversion of heat into work, was made by S. Carnot (1824). The principle 
be enunciated, which is derived from the second law of thermodynamics, 
.xay be stated in the following form: All reversible heat engines operating 
between two given temperatures have the same efficiency . In other words, pro- 
vided the machines function in a thermodynamically reversible manner, the 
efficiency is independent of the working substance, or substances, or mode 
of operation; it depends only on the temperatures of the source and sink. 
Incidentally, it will be shown that this particular efficiency, namely that of a 
reversible engine, is the maximum possible for the given temperatures. 
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In order to prove the Carnot theorem, it will be assumed i lia-t there exist 
two reversible 'heat engines I and II, - vrorking between the same ' two tem- 
peratures, but having different efficiencies. Suppose that in each cycle the 
macMne l takes in heat Q2 from- the source sA T2, converts an amount W 
into work,, and gives , up the remainder. Q2 — -, 'Qito the 's Fi: ;■ The 

machine II, on the other hand, is -supposed to convert a smaller amount 
of the heat Q2 taken in at T2 into work, returning a quantity Q2 — — Qi, 

which. is. greater .than Qi,. to the- -sink' at Ti. Let the machines. be coupled, 

together so. that Loperates in a direct- 
manner, i.e., taking up heat, at 
do.mg work, and giving up the,' re- 
mainder '.at ,2 i,. whereas II lunctions 
in the .reverse manner, i.e.,. taking.in, 
heat at Ti, having wo.rk,' done, upon 
■ -it, and .giving .up heat at 72 .^- - This 
is permissible , since : the. ' machines . 
are assumed' .to . be reversible..- . The 
vari ous,. heat . , and., work' , changes ','.m 
each complete cycle of the combined : 
machines " are' then : as indicated in 
Fig. 10 and represented below. ,Tn 
Fig. 10. Proof of the Carnot ■ accordance with the convention 

earlier (§ 7 b),heat absorbed by the 
system is taken as positive and heat liberated as negative; similarly, wmrk 
done by the system is positive and that done on the system is negative. 



Hot Eeservoir - 

} 



Qi 

K : : /H 
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W<- 
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■ 

Q'l 

■' > 

CoM Eeservoir Ti 



I 

Heat transfer at T2 = Q2 
Work done = IF 

Heat transfer at Ti == — 


II 

Heat transfer at T2 = — Q2 
Work done = — IF' 

Heat transfer at Ti = Q[. 


The net result of the complete cycle by the two reversible engines, 
bringing them both back to their initial states, without producing any 
external changes, is given by 

Heat transfer at Ti = Qi — Qi 
Work done- = |F - IF'. 


Since is equal to Q2 — IF, and Q[ is equal to Q2 — IF' it follows that 
Qi — Qi is equal to IF — IF', so that the heat absorbed at Ti is equal to the 
work done by the engine. That is to say, the comlnned hypothetical, re- 
versible machine, functioning in cycles, is able to convert completely into 
work the whole of the heat taken up from a reservoir at the temperature Ti, 
without leaving changes elsewhere. - This is contrary to the second law of 
thermodynamics, and so it must be concluded ’tiia.i the two reversible ma- 
chines I and II cannot have different efficiencies. The Carnot principle 

In other words, inachine II functions as a refrigerator (see § ISJ). 
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of the equality of efficiency for all Twersible. /cycles workiB between the 
same two temperatures^ is thus a direct' consequence of the second law of 
thermodynamics. / 

: 18h/ The Caraot Cycle.- — Since all' reversible heat engines operating be- 
tween the same two temperatures have equal efficiencies, it is sufficient to 
consider any convenient machine of this type, for all others wall have the 
same efficiency. The one wffiicli lends itself to simple thermodynamic treat- 
ment makes use of the cycle described by S. Carnot (1824). In this hypo- 
thetical heat engine the working substance is 1 mole of an ideal gas; it is 
contained in a cylinder fitted with a w^eightless and frictionless piston, thus 
permitting reversible processes to be performed. It is supposed that there 
are available two large heat reservoirs which remain at constant tempera- 
tures, viz., T 2 (upper) and Ti (lower), respectively. Further, it is assumed 
that completely adiabatic processes can be . ' / . ' ' . 

carried out when required, by surrounding 
the cylinder with a perfect nonconducting 
jacket so that no heat enters or leaves the iV 

system (§ 10a). The Carnot cycle consists g 1 \ 
of four stages w’hich can be represented on a g ^ 

pressure-volume diagram, sometimes referred g j jX ! \ 

to as an “indicator diagram, as in Fig. 11. ^ j t \ \ ^ 

I. The cylinder containing the mole of 1 j \ 

ideal gas, occupying a volume Fa, is placed in } 1 C 

the/ heat reservoir at the higher tempera- 1 | 1 ! 

ture. The external pressure is adjusted so Va F^ F 

that it is alwa 3 ^s infinitesimally less than the Volume 

gas pressure, and the temperature of the gas Pressure-volume 

IS mfimtesimally less than that of the reser- ^ Carnot cycle 

voir. In this manner, the gas is expanded 

isothermally and reversibly until its volume has increased to F^. The path 
of the process is represented by the isothermal curve A J5 in Fig. 11. Since 
the gas is ideal, the work done TFi is given by equation (8.4) ; thus, for 1 
mole of gas, 


RTi Inp- 

Vo 


(18.1) 


The heat Q 2 taken up from the reservoir must be equal to the work done 
(cf. § 9d), and hence by equation (9.21), 


Q2 = BT, In p- 
V a 


(18.2) 


II. The c^dinder of gas is removed from the reservoir at T 2 and is sur- 
rounded by the nonconducting jacket, so that the gas can be expanded 
reversibl}^ i.e., infinitesimally slowd}", and adiabatically. Work is done in 
the expansion, but since no heat enters or leaves the s}’'stem, the temperature 
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must fall (§ 10a). The reversible expansion is continued until the tempera- 
ture has fallen to T\, which is that of the lower temperature heat reservoir. 
The path is indicated by the adiabatic curve BC, the final volume being F*. 
The work done is given by equation (10.8); thus, 

Fn = - CrCTi - Tij) 

^ Cy{T, - Ti), (18.3) 

where Cr is the heat capacity of the ideal gas, assumed constant in the given 
temperature range. If the heat capacity were not constant, Cv would 
represent the mean value. 

in. The nonconducting jacket is now removed and the cylinder is placed 
in the heat reservoir at Ti. The gas is compressed isothermally and re- 
versibly, the external pressure being maintained infinitesimally greater than 
the gas pressure, and the temperature of the gas infinitesimally greater than 
that of the reservoir. The process is represented by the isothermal path CD 
in Fig. 11, the final volume being F^. The work done is given by 

Fill = BTiln^- (18.4) 

r c 

Since F* is greater than F* the value of Fni will be negative; this is, of 
course, because work is done on the gas in the compression. At the same 
time the quantity of heat Qi, exactly equivalent to Fm, will be returned to 
the heat reservoir at Ti- 

TV. The cylinder is removed from the heat reservoir and the non- 
conducting jacket is replaced. The gas is then compressed adiabatically 
and reversibly along DA until the initial state A is regained, the temperature 
of the gas rising from Ti to T^. The state D in stage III is deliberately 
chosen so that it lies on the same adiabatic as A. The work done is given by 

Fiv = CHTi - FO, (18.5) 

where Cy has the same value as in equation (18.3), since for an ideal gas it 
must be independent of the volume or pressure. 

As a result of the four stages just described the system has returned to 
its original state, so that a reversible cycle has been completed. The total 
work done F is the sum of the four work terms Fi, Fn, Fm and Fiv, but 
since Fn and Frv are seen, by equations (18.3) and (18.5), to be equal but 
of opposite sign, it follows that 

W = Wi + Wni^RTzhi^ + BTiln^- (18.6) 

Since A and D lie in one adiabatic curve, while C and B lie on another, it 
follows from equation (10.5) that 
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Upon substitution of this result into equation (18.6) it is found that 

W = 

y a y a 


Ti)ln- 


(18.7) 


By definition, the efficiency of a heat engine is equal to the ratio of the 
total work W done in the cycle to the heat Q 2 taken in at the upper tempera- 
ture; hence, by equations (18.2) and (18.7), the efficiency of the hypothetical 
Carnot engine is 

In accordance with the Carnot theorem (§ 18g), this expression gives the 
efficiency of any reversible heat engine operating between the temperatures Ti 
and 5^2. As is to be expected, the efficiency is determined only by the tem- 
peratures of the two heat reservoirs acting as source {Tf) and sink (Ti), and 
is independent of the nature of the working substance. The lower the tem- 
perature of the sink, for a given temperature of the source, the greater will 
be the efficiency of the machine. Similarly, for a given temperature of the 
sink, the efficiency will be increased by using a high temperature source. In 
practice it is not convenient for the sink to be below atmospheric tempera- 
ture, and so it is desirable that the upper temperature should be high. This 
fact underlies the use of high pressure steam or of mercury in boilers for 
power production. 

ProMem: The boiling point of water at a pressure of 50 atm. is 265® C. Com- 
pare the theoretical efficiencies of a steam engine operating between the boiling 
point of water at (i) 1 atm., (ii) 50 atm., assuming the temperature of the sink to 
be 35® C in each case. , ' 

(i) At 1 atm. pressure, the boiling point of water is 100° C, i.e., 373® K, and 
this represents the upper temperature T 2 ; the lower temperature Ti is 35® C, 
■•ie.,: 308® K, so that .■ 


Efficiency = 


Tx 373 - 308 


= 0.174. 


(ii) At 50 atm. pressure, Ta is 265® C, Le., 538° E, and Ti is 308° K as in (i); 

■"hence.-.: 


Efficiency 


Tt- Ti 538 --308 


= 0.428. 


The possible increase of efficiency is very marked. 
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Two special cases of equation (18.8) are of interest. Firsts if 
ciency of the reversible heat engine is to be unity, Tx must be zero. Hence, 
the whole of the heat taken in at the higher temperature can be converted 
into work in a cycle, only if the lower temperature is the absolute zero. The 
second case is that in which Ti and T 2 are equal, that is to say, the cycle is 
an isothermal one; in this event equation (18.8) shows the efficiency to be 
zero. This is in agreement with the conclusion reached earlier (§ 18d) that 
there can be no conversion of heat into work in an Isothermal c^mle. 

18i, Maximum Efficiency of Heat Engine. — One of the essential proper- 
ties of a reversible cycle is that it has the maximum efficiency of any cycle 
operating between the same two temperatures. That this is the case may be 
understood from a consideration of the Carnot engine in § 18h. Since the 
work terms in the adiabatic stages II and IV cancel one another, the work 
done in the cycle is that involved in the isothermal stages. It was seen 
earlier (§ 8c) that in a given isothermal expansion the work done by the 
system is a maximum when the expansion is carried out reversibly; similarly, 
the work done on the system in an isothermal compression is a minimum 
when performed reversibly. It follows, therefore, that in the Carnot re- 
versible cycle the work done by the system at T% is the maximum possible 
for given expansion from A to B (Pig. 11), whereas the work done on the 
system at Tx is a minimum for the compression from C to D, It is evident, 
therefore, that the total work done by the system is the maximum for the 
specified conditions. Since all reversible engines have the same efficiency 
as the Carnot cycle, it follows that the efficiency of a reversible heat engine 
operating between two given temperatures is the maximum possible for those 
temperatures. 

18j. Refrigeration Engine. — In the foregoing treatment the Carnot cycle havS 
been used as a heat engine, taking up heat at a higher temperature, giving some 
out at a lower temperature, and doing work in the process. Since the cycle is 
reversible, it is possible to operate it in the reverse direction, so that by doing 
work on the machine it can be made to take in heat at the lower temperature and 
give out heat at the upper temperature. In other words, the machine is function- 
ing as a refrigeration engine, for by continually absorbing heat from the vessel at 
the lower temperature its temperature can be maintained at this low' level, or 
lowered further. The work done on the refrigeration engine, using a Carnot cycle, 
must be equal, but of opposite sign, to the w'ork done by the heat engine. The 
w'ork done on the refrigeration engine is given by equation (18.7) with the sign 
reversed, and this may be written in the form 

- F = R{T^ - ro In — ' = E{T^ - T,) In (18.9) 

The beat Qi taken in at the lower temperature Ti is equal, but opposite in sign, 
to that involved in stage III of the Carnot engine; hence, by equation (18.4), 
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The ratio of the work done on the nmchiiie to the heat absorbed at the lower 
temperature, that is, the coefficient of ■ performance of the refrigeration 'engine, 


is given by 


W Ts ~ Ti 

Qi 


(18,11) 


and consequently, 



(18.12) 


Just as the Carnot (reversible) cycle gives the maximum proportion of work which 
can be obtained by a machine operating between two given temperatures, so 
equation (18.12) represents the minimum amount of work necessary for removing 
a quantity of heat Qi from a reservoir at Ti and transferring it to a reservoir at 
the higher temperature T^, If any stage of a refrigeration cycle were irreversible, 
more work than that represented by equation (18.12) would have to be done to 
transfer the given amount of heat between the same two temperatures. 

Problem: Calculate the minimum amount of w'ork in ergs required to freeze 
1 g. of water at 0® C by means of a refrigeration engine which operates in surround- 
ings at 25® C. How much heat, in calories, is given up to the surroundings? 

The heat of fusion of ice is 79.8 cal. g,“^ at 0® C, and so this quantity of heat 
must be transferred from 0° C, i.e., 273® K (= Ti), to 25® C, i.e,, 298® K (= T 2 )'t 
hence, by equation (18.12), 

-w = X 79.8 = 7.30 cal. 

J/iO 

To convert into ergs it is necessary to multiply by 4.18 X 10^, so that the work 
required is 

7.30 X 4.18 X 10’^ = 3.05 X 10® ergs. 

The heat given up at the higher temperature is the sum of the heat absorbed 
at the lower temperature, i.e., 79.8 cal., and of the work done on the engine, i.e., 
7.30 cal. ; the total is 87.1 cal. 

The maximum work obtainable from a heat engine increases as the lower tem- 
perature is decreased, or the upper increased ; similarly, it can be seen from equa- 
tion (18.12) that the minimum amount of work which must be done in a given 
refrigeration process increases as the refrigeration temperature Ti is lowered. 
Since Tz ~ Ti increases at the same time as Ti is decreased, the ratio (T 2 — Ti)/Tij 
in equation (18.12), increases rapidly as the temperature Ti is diminished. If the 
latter temperature were to be the absolute zero, it is evident from equation (18.12) 
that an infinite amount of work would be necessary to transfer heat to an upper 
temperature even if this is only very slightly above 0® K. It follows, therefore, 
that as the temperature of a system is lowered the ajmunt of work required to lower 
the iemperature further increases rapidly^ and approaches infinity as the absolute 
zero is attained. This fact has sometimes been expressed in the phrase “the 
unattainabiiity of the absolute zero of temperature^^ 


i8k. The Themodynaimc (Helvin) Temperattire Scale. — The possibility 
of utilizing the efficiency of a reversible engine as the basis of a temperature 
scale was suggested by William ■Thomson (Lord Kelvin) in 1848. Suppose 
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a reversible machine operates between two given temperature reservoirs; 
the temperature of each reservoir on the thermodynamic (Kelvin) scale is 
then defined as 'proportional to the quantity of heat transferred to or from it in 
a reversible cycle. Disregarding for the moment the signs of the heat quan- 
titiesj if Q 2 is the heat transfer for the reservoir at the higher temperature 
and Qi is the amount of heat transferred at the lower temperature, then the 
respective temperatures on the thermodynamic (Kelvin) scale are ^2 and 
given by ' ■ 


61 Qi 


(18.13) 


In this way the ratio of the two temperatures is defined in a manner inde- 
pendent of any particular thermometric substance (cf. § 2b). 

By inverting each side of equation (18. 13) and subtracting the result from 
unity, it follows that 


Q 2 Qi _ B 2 ^ Bi 
Q% O 2 


(18.14) 


When referred to a heat engine, Q 2 is the heat taken up at the higher tem- 
perature and Qi is the amount returned at the lower temperature; hence 
Q 2 — Qi is the quantity of heat converted into work, i.e., W, so that equation 

(18.14) may be written as 


W ^ 82 - Bi 
Q2 B2 


(18.15) 


This expression defines the efficiency of the reversible heat engine in terms 
of the Kelvin temperatures. 

The condition for the zero of the Kelvin scale may be derived by setting 
Bi in equation (18.15) equal to zero, the result is seen to be 


~ == 1 (for = 0), 
^^2 


so that the zero of the thermodynamic scale is the lower temperature of a 
reversible cycle with an efficiency of unity, that is, one capable of converting 
heat completely into work. As seen in § 18h, this result is only possible if 
the lower temperature is the absolute zero on the ideal gas scale of tempera- 
ture. From this fact, and the identity of equations (18.15) and (18.8), it 
follows that the Kelvin scale and the ideal gas scale are really the same. In 
order that temperatures on the two scales may coincide exactly it is only 
necessary to define the size of the degree so as to be the same on both scales, 
that is, one hundredth part of the range between the ice point and the steam 
point at 1 atm. pressure (§ 2b) . In view of the identit}- of the ideal gas scale 
and the thermodynamic scale defined in this manner, temperatures on the 
former scale, like those on the latter, may be regarded as absolute, and inde- 
pendent of the thermometric substance. This is the justification for the 
use of the symbol K^^ (degrees Kelvin) for the so-called absolute tempera- 
tures based on the- hypothetical ideal gas thermometer (§ 2c). 
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19. Entropy 

: 19a. ■ Combmation of Carnot Cycles.— Although in' § 18k, for convenience 
in deriving the Kelvin scale of temperature, the numerical values only of 
and Q 2 were considered, it should be recalled that by convention (§ 7b) 
Q is the heat taken up by the system. In a Carnot cycle, therefore, the total 
heat absorbed is Q 2 + Qi, where Q 2 has a positive value and Qi has a negative 
value, since the former is taken up at the higher temperature and the latter 
is given out at the lower. The work W done in the cycle must be equal to 
the total heat absorbed (§ 7c), so that 

If this expression for W is substituted in equation (18.8), it is seen that 


and consequently, 


Q2 + _ Ta — Ti 

Qz ■ “■ ^ 


Qz , ^ 

To Ti 


- 0 . 


(19.1) 

(19.2) 


Any reversible cycle may be regarded as being made up of a number of 
Carnot cycles. Consider, for example, the cycle represented in Fig. 12 by 
the closed curve ABA ; imagine a series of isothermal and adiabatic curves 
drawn across the diagram, so that a 
number of Carnot cycles are indicated. 

Starting from A, and following all the 
cycles down successively to B, and back 
again to A, it can be seen that all the 
paths inside the area enclosed by the 
curves ASA cancel each other, leaving 
only the path indicated by the zigzag 
outline. The larger the number of 
cycles taken in this manner the closer 
will the resultant path correspond to 
ABA, which represents the reversible 
cycle under consideration. The latter 
may thus be regarded as equivalent to 
the contribution of an infinite number 
of small Carnot cycles. For each of 
these cycles equation (19.2) shows that 
the sum of the two Q/T terms involved 
is zero; hence, for all the Carnot cycles equivalent to the general revers- 
ible cycle ABA, it follows that 



VoluTne 


Fig. 12. 


Cyclic process as succession 
of Carnot cycles 


Qrev, 


/'i A 0\ 
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wHere the summation includes two terms, for each of the individual Carnot; 
cycles. '' Since an infinite'' number- of small Carnot cycles are required to 
duplicate the 'process ABA, it is . convenient to write equation (19.3) in 
'.the 'form": , 

E^ = 0, ^19.4) 

where grev. represents the infinitesimally small quantity of heat absorbed at 
the temperature T in each of the small isothermal, reversible changes which 
make up the reversible cycle ABA,* 

19b. Definition of Entropy. — The summation in equation (19.4), appli- 
cable to the complete (reversible) cycle ABA, may be divided into two parts, 
one for the path from A to B, and the other back from S to -4; thus, 

= S Z ^ = 0. (19.5) 

It may be possible to go from A to S by a number of different reversible 
paths, always returning to A by the same reversible path In every 

case the result represented by equation (19.5) must hold, and since the second 
summation on the right of this equation will always be the same, since the 
path S A is the same, it follows that the value of the first summation 
must be independent of the path from A to B, provided only that it is 
reversible. In general, therefore, it can be seen that the summation of the 
grev./r terms between A and B, or of the corresponding summation from 
B to A, must be independent of the reversible path. The values of these 
summations are thus determined by the states A and B, that is, by the 
pressure, volume and temperature, and are independent of the manner in 
which the system was brought to these states. It is thus possible to express 
the value of each summation in terms of a function S, which depends only 
on the state of the system; thus, 

Z ^ = -Sb - -Sx = A;S, (19.6) 

where Sa is the value of the function in the state A, and Sb in the state jB. 

The increase of the function S accompanying the change in state from 
A to S is AiS, and its value, as seen by equation (19.6), is given by the sum 
of the grev./T terms between A and where grev. is the heat absorbed by 
the system in an infinitesimal, reversible, isothermal stage occurring at the 
temperature T, For each of these small stages it is therefore possible to 
write 

dS=^, (19.7) 

where dS represents the accompanying increase of the function S, This 
function or property of the s^^stem is called its entropy (Greek: change) in 

* Since the paths within the area ABA cancel, the grov. values are efiectively those for 
the isothermal stages of the path ABA itself. 
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tlic given state; the entropy is not easily defined direct^^^ and so it is best 
described in terms of the entropy increase a<5Companying a particular process. 
In an infinitesimal stage of an appreciable process ' the entropy increase dS 
is given by equation (19.7) as the heat taken up isoihermalhj and re- 
. versibly divided by the absohite temperature T at which it is absorbedj i.e., qrev./T. 
For an appreciable change the entropy increase is defined by ' equation (19.6) 
as the (algebraic) sum of all the q^^ JT terms between the initial and final 
states of the system. The only condition applicable to the path is that it 
shall be reversible. 

Since the entropy in any state depends only on that state, it may be 
regarded as a thermodynamic property in the sense considered in § 4d. 
Hence, the increase of entropy of the system accompanying the change from 
state A to state B has the definite value Sb — Sa, and this quantity is 
completely independent of the path from A to B; it may be reversible or 
irreversible. However, it is important to remember that if a system changes 
from to B in an irreversible manner, the increase of entropy is given by 
the summation of the qvev./T terms between A and B, where the grev.’s refer 
to the succession of isothermal changes when the process is performed re- 
versibly, The sum of the q/T terms for an irreversible process is an indefi- 
nite quantity, depending on the path taken from A to B, and having no 
special thermodynamic significance as far as the system ?s concerned. 

Because the entropy, like the energy, is a single-valued function of the 
state of the system, dB, like dB, is a complete differential. This fact adds 
considerably to the thermodynamic usefulness of the entropy function. 
The entropy of a system, like the energy, is an extensive property, de- 
pendent upon the amount of matter in the system. For example, if the 
amount of matter is doubled, the heat quantities required for the same 
change of state will also be doubled, and the entropy will clearly increase in 
the same proportion. Another consequence of the entropy being an ex- 
tensive property is that when a system consists of several parts, the total 
entropy change is the sum of the entropy changes of the individual portions. 

i9c. Entropy Change and Unavailable Heat. — There is a simple relationship 
between entropy change and the heat which is rejected at the lower temperature 
in a heat engine that is of practical significance. It can be readily seen from equa- 
tion (19.2) that for a reversible cycle 

= (19.8) 

where — Qi is the heat returned to the reservoir at the lower temperature Ti, 
and hence is not available for conversion into work. Since the heat is taken up 
reversibly, Q 2 /T 2 is the increase of entropy of the system in the heat absorption 
stage, i.e., AB 2 . It follows, therefore, from equation (19.8) that 

- - TiASz. (19.9) 

Incidentally, since - Qi/Ti is equal to Q 2 /T 2 , by equation (19.2) or (19.8), the 
entropy decrease — ASx at the lower temperature is equal to ASz, so that Qi may 
equally be represented by !riABx. Either of these relationships gives the quantity 
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of heat that is returned to the reservoir at the lower temperature in a reversibie 
cycle in terms of the entropy change. For a nonreversible cycle the proportion 
of heat that is unavailable for work is, of course, greater since the efficiency is less. 

In actual practice, the heat absorbed by the working substance, e.g., water, 
is not all taken up at the one temperature T% but over a range of temperatures, 
e.g., from to the appropriate form of equation (19.2) is then 


2: 



9i 

Ti 



the heat Qi being rejected at the (approximately) constant temperature Ti. In 
this ease, 

- Qi =Ti Z (19.10) 


where is now the increase of entropy accompanying the reversible absorption 
of heat in the temperature range from to jPg? instead of at T 2 alone, as in 
equation (19.9). Incidentally, provided Ti is constant, the alternative form 
Qi = TiLSi could be used, as in the previous case. 


19d. Entropy Change in Reversible Process. — ^In a complete cycle the 
total entropy change of a system must be zero, since it has returned exactly 
to its original thermodynamic state; hence, as expressed by equation (19.4), 



= 0 


for the system. This result refers only to the substance or substances in- 
cluded in the system, sometimes called the ^ forking substance/^ and it is 
necessary now to consider the ^^surroundings.” In a reversible process, the 
heat quantity grev. taken up by the system at any stage is supplied reversibly 
by the heat reservoir, i.e., the surroundings, the temperature of which differs 
only infinitesimally from that of the system. Hence, at every stage, the 
change in entropy of the surroundings will be equal to the entropy change 
of the system, but of opposite sign, since the latter takes in heat when the 
former gives it out, and vice versa. In every reversible process, therefore, 
the sum of the entropy changes of the system and its surroundings will be 
zero. In a complete reversible cycle, therefore, neither will undergo any 
resultant change of entropy. 

19e. Entropy Change in Irreversible ■ Process.— It ' has been showui in 
§ 18i that the efficiency of a reversible engine is a maximum for the given 
working temperatures. Hence, the efficiency of a cycle involving an irre- 
versible stage must be less than that of a Carnot cycle. Suppose, for ex- 
ample, that the higher temperature (72) stage, in the heat Q 2 (irr.) is 

absorbed, takes place in an irreversible manner. The remainder of the cycle 
may be supposed to be the same as for a Carnot cycle, the heat Qurev.) being 
given out reversibly. The work done is given by Q 2 (irr.) + and 

since the efficiency is less than for a completely reversible cycle, it follows 
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that [cf, equation 

(19.1)] 







Q%{ 

irr.) H” Ql(rev.) ^ 
Q2(irr.) 

- Ti 

T, 

(19.11) 

and hence, 








Q2(irr,) 

T, 


QlCrev.) 

Tx 

<0. 

(19.12) 


In general, therefore, for a cycle which is not completely reversible, the sum, 
over the whole cycle, of all the Q/T terms, or the q/T terms for a series of 
infinitesimal stages, would be less than zero. 

Consider a perfectly general cycle A made up of a path .A — > which 
involves one or more irreversible stages, and the completely reversible path 
B — > A ; according to the arguments presented above, therefore, 

r ^ + L ^- <0. (19.13) 

A-^B i i 

Since the heat is absorbed in an irreversible manner, the first summation in 
equation (19.13) will not be definite, but will depend on the particular path 
taken. By the definition of the entropy change of the system []cf. equation 
(19.6)], it is seen that 

qrev. __ or C 

2^ AbA Ob, 

B-*A J- 

where ^rev. is taken up reversibly, and hence equation (19.13) becomes 

i: ^ < 0, 

A-^B i 

or, reversing the signs throughout, 

- i: ^ > 0. (19.14) 

A-^B i 

In an irreversible process A — > 15, therefore, the summation of the qitvJT 
terms is actually less than the increase of entropy of the system. 

The entropy change of the surroundings in the irreversible stage 
must now be considered. This can best be ascertained from the change of 
entropy when the surroundings are restored to their original state; the re- 
quired entropy change must then be equal in magnitude to this quantity 
but of opposite sign. The initial state of the surroundings can be restored 
by adding the various amounts of heat involved in the girr. terms at the 
appropriate temperatures. In order to obtain the entropy change, these 
heat quantities are added reversibly (cf. § 19b), irrespective of the fact that 
they were not supplied reversibly to the system during the stage 
The increase of entropy when the surroundings are brought back to their 
original state, after the process A — ^ J5, is the sum of the qivr./T terms, and 
hence the entropy change during this process is equal to — I] quT./T. 
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' / '■ The total change of the system and its snrronhd'mgs m 

irreversible process' 4 B may thus be summarized as follows: ' ■ 

■■ ■ ~ Sjs — Sa ' 

Increase of entropy of surroundings = — X) 

Net increase of entropy of sj^'stem 

and surroundings (A^net) = ^Sa ^a - E 

As seen by equation (19.14), this quantity is greater than zero, and hence 
it follows that in any irreversible process there is a net gain of entropy of the 
system and its surroundings. If the cycle ABA is completed by the re- 
versible path £ --> A, as suggested above, the net entropy change in this 
process is zero, and hence the whole cycle must be accompanied by a gain of 
entropy. It follows, therefore, that an irreversible process^ or a cycle of which 
any part is irreversible^ is accompanied by a gain of entropy of the combined 
system and its surroundings. 

Since natural, or spontaneously occurring, processes are irreversible 
(§ 18b), it must be concluded that all such processes are associated with a 
net increase of entropy.* From some points of view this is one of the most 
important consequences of the second law of thermodynamics; the law may 
in fact be stated in the form that all processes occurring in nature are associated 
with a gain of entropy of the system and its surroundings.j; 

It should be remembered that the net gain of entropy accompanying an 
irreversible process refers to the combination of the system and its surround- 
ings, that is to say, to an isolated system of constant energy (cf . § 6d). It will 
be seen later that if the energy (and volume) of the system remained constant 
in an irreversible process, its entropy would increase, quite apart from that 
of its surroundings. It often happens that the entropy of the system, i.e., 
the working substance, actually decreases in a spontaneous, irreversible 
process because of the associated energy change, e.g., in the solidification of 
a supercooled liquid, but the entropy of the surroundings simultaneously 
increases by a greater amount, so that there is a net increase of entropy, as 
required by the second law of thermodynamics. 

19f, Irreversible Processes and Degradation of Energy. — In a complete C3^eie, 
reversible or irreversible, the system returns to its original state, and hence it 
undergoes no resultant change of entropy. Any net increase in the entropy of the 
system and its surroundings, as in an irreversible cycle, will then be an increase 

* Many changes which are naturally spontaneous ,e.g., expansion of a gas, solution of 
zinc in copper sulfate, etc., can be carried out, actually or in principle, in a reversible manner. 
It should be clearly understood that in the latter event the total entropy of the system 
and its surroundings remains unchanged. There is an increase of entropy only when the 
change occurs spontaneously and hence irreversibly. 

t It is sometimes stated that the entropy of the “universe^^ is increasing; this, however, 
implies a knowledge of processes occurring outside the earth and so cannot be justified. 
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in the entropy of the surroundings; thus, in a complete cycle, 

^ ^Ssutr*- 

For a reversible cycle, hence ASsmr.r is ssero (§ 10d), whereas for an 

irreversible process it is positive, as seen above. It follows, therefore, that in an 
irreversible cycle an amount of heat Qex. has been returned to the surroundings in 
excess of that which is transferred in a reversible where Qex. is defined by 

^ = ASsarr. = ASaet, 

"that is, ' 

Qex. = TA^net, (19.15) 

the temperature T being that of the surroundings, i.e., the sink. This result gives 
a fundamental significance to the net entropy increase AS^et of the constant energy 
system: the product of ASn^t and the temperature at which heat is rejected is equal 
to the quantity of heat that is “wasted'^ or ^^degraded'^ in an irreversible cycle. 
It represents heat taken in at the higher temperature which would have been 
available for work if the process had been carried out reversibly. As a result of 
the irreversible nature of the process, however, it has been transferred or '^de- 
graded’' to a lower temperature wdiere its availability for work is diminished. If, 
in any reversible cycle, a quantity of heat Q 2 is taken into the system at the tem- 
perature Tij and Qi is rejected at the lower temperature Ti, then in an irreversible 
cycle the heat rejected, for the same quantity Q 2 of heat absorbed at 2\, is equal 
to + TiA6’net- For a given absorption of heat, therefore, the work done in 
the irreversible cycle is TiASnot less than that done in a reversible cycle operating 
between the same temperatures. This result gives something of a physical sig- 
nificance to the net entropy increase as a measure of the irreversibility of any 
process.^ 

i9g. Temperature-Entropy Diagrams. — A convenient form of diagram 
for representing thermodynamic changes in state, often used in engineering 
problems, is one in which tho t'wo axes indi- 
cate the temperature and entropy, respec- 
tively. On such a diagram an isothermal 
path is obviously a straight line parallel to 
the S-axis. Further, since in an adiabatic 
process no heat enters or leaves the system, 
the entrop 3 ’' change accompanying any such 
reversible process must be zero. A reversible, 
adiabatic change is, therefore, represented by 
a straight line parallel to the T-axis. It is 
because of the constancy of the entropy in 
a reversible, adiabatic process, the entropy 
change being zero, that the term isentropic 
(Greek: same entropy) is often used when referring to a process of this 
nature. 

1 Cf. B. F, Dodge, “Chemical Engi/ieermg 'Fiicrmodynamics,” 1944, p. 71. 
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A Carnot cyde is very simply represented by a rectangle on a tem- 
perature-entropy diagram, as in Fig. 13; the isothermal stages at 7^2 and Ti 
are indicated by I and III, respectively, and the adiabatic paths are II and 
IV. The stages I, II, III and IV correspond exactly to those described in 
§ 18h. It is at once obvious from the diagram that the entropy change 
Q%/Tt in stage I, where Q 2 is the heat transferred reversibly at the tempera- 
ture is exactly equal to the entropy change — Qi/Ti, in stage III, where 
““ is the heat transferred at Ti; thus, 


72 “ Tt 


or 


Q2 • Qi rv 


as found earlier [cf. equation (19.2) J From this result the efficiency of the 
Carnot cycle can be readily derived, since the work done is equal to Q 2 + ,Qi. 
It can be seen, therefore, that if entropy had been arbitrarily defined as 
Qv^vJT, or as the sum of the qxevJT terms, it would be a simple matter to 
derive the efficiency of a Carnot cycle. This procedure is sometimes 
adopted, but it has not been used here because in the treatment of §§ 19a, 19b 
the quantity Qmv,/Tf or qi:ev,/T, appears as a logical development of the 
second law of thermodynamics, instead of being an apparently arbitrary 
function. 

19h. Entropy Change and Phase Change.— In this and the following 
section the entropy changes accompanying certain simple processes will be 
evaluated. One case of interest for which the calculation can be made very 
readily is the increase of entropy associated with a phase change, e.g., solid 
to liquid (fusion), liquid to vapor (vaporization), or transition from one 
crystalline form to another. These changes can be carried out reversibty 
at a definite temperature, the system remaining in equilibrium throughout 
(cf. § 8a). The heat supplied under these conditions is the so-called ^‘latent 
heat’’ accompanying the phase change. In the case of fusion, for example, 
Qyer. is equivalent to AH/, the heat of fusion, and if the process has been 
carried out at the temperature 7, the entropy increase, referred to as the 
entropy of fusion, is simply AH//7. The entropy of vaporization can 
be determined in a similar manner. For example, the heat of vaporiza- 
tion of 1 mole of water at 25® C, in equilibrium with its vapor at a pres- 
sure of 0.0313 atm., is 10,514 cal. mole“b Since the temperature is 
273.16 + 25.0 “ 298.16® K, the entropy of vaporization of w^ater at 
25° C is 10,514/298.16 = 35.26 cal. deg."”^ mole^b It will be seen that the 
dimensions of entropy are heat/temperature, and hence it is usually ex- 
pressed in terms of calories per degree, i.e., cal. deg.”'^ How-ever, since the 
entropy is an extensive property the quantity of material constituting the 
system under consideration must be stated; consequently, the entropy of 
vaporization determined above was given as 35.26 cal. deg."”^ moler-b 

19i. Entropy Changes of Ideal Gas.— For an infinitesimal, isothermal 
process, the urst law equation (7.5) may be written as 


q == dE + m 


(19.16) 
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If the process is reversiblej md the work is restricted to work of expansion, m 
is '.almost invariably for processes considered in.- chemical tBierinO" 

dynamics, w may be replaced by PdF, where P is'the pressure'of the system, 
so that 

grev.> dP + PdF. (19.17) 


Further, since the quantity of heat ^?rev. is transferred reversibly, at a con- 
stant temperature P, it follows that ^rev./P is equal to the entropy change 
dS accompanying the given infinitesimal change in state; hence, from equa- 
tion (19.17), it , is evident that ' 



dE + PdF 
P 


(19.18) 


For the special case of 1 mole of an ideal gas, dE may be replaced by 
CvdT [cf. equation (9.22)], where Cv is the molar heat capacity at constant 
volume, and P may be replaced by BT/V; equation (19.18) thus becomes 

dP dV 

dS - + (19.19) 


Making the assumption that Cf is independent of temperature (cf. § 9e), 
general integration of equation (19.19) gives an expression for the entropy 
of 1 mole of an ideal gas; thus, 

= Cf In P + P in F + 5o, (19.20) 


where so is the integration constant. The value of this constant cannot be 
derived by purely thermodynamic methods, although it is possible to deter- 
mine it by means of statistical mechanics, as will be explained in Chapter IX. 

For an appreciable change with 1 mole of an ideal gas, between an initial 
thermodynamic state, indicated by the subscript 1, and the final state, 
indicated by the subscript 2, it follows from equation (19.20) that 

A5 = ^2 - Si = Or In ^ B In (19.21) 


From this expression the entropy increase accompanying any given change 
in state of an ideal gas may be calculated. 

An alternative form of (19.20) may be obtained by replacing F by PP/P, 
and utilizing the fact that for 1 mole of an ideal gas Cp — Cf is equal to P; 
it: is-, readily 'found that . 

S - Cp In P - P In P + 4, (19.22) 

where Sq is equal to + P In P. For a change in thermodynamic state, 
:therefo're,v''^;./ 

AS = Si - Si = Cpln^ - Rlnp , (19.23) 

whicli is analogous to equation (19.21). 
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i^mpeminre ai constant the entropy increase of 

an ideal gas is seen from equation (19.21) to be 

ASr = Cv\xi^, (19.24) 

whereas, for the same temperature change at constant pressure^ (19.23) gives 

ASp = Cpln^- (19.25) 

i I 

It should be noted that although the foregoing equations are ultimately 
based on (19.18), which applies to a reversible process, the results are appli- 
cable to any change in thermodynamic state, irrespective of whether it is carried 
out reversibly or not. This is because the entropy change depends only on 
the initial and final states, and not on the path bet'ween them. 

For an ml/iemaZ process, Ti and T 2 are identical, so that equations 
(19.21) and (19.23) reduce to 

ASt = R\n~ ^ Rln~- (19.26) 

1 1 i 2 

The same result could have been derived directly from equation (9.21), which 
gives the heat absorbed in an isothermal, reversible process. If this quan- 
tity is divided by the constant temperature T, an expression for the entropy 
change, identical with equation (19.26), is obtained. It must not be for- 
gotten, however, that this equation, like the others for entropy change de- 
rived in this section, is independent of the manner in which the process is 
carried out. 

In the isothermal expansion of a gas, the final volume V^ m gi'eater than 
the initial volume Fi and, consequently, by equation (19.26), A8 is positive; 
that is to say, the expansion is accompanied by an increase of entropy of the 
system. Incidentally, when an ideal gas expands (irreversibly) into a 
vacuum, no heat is taken up from the surroundings (§ 9d), and so the entropy 
of the latter remains unchanged. In this case the net entropy increase is 
equal to the increase in entropy of the system, i.e., of the gas, alone. 

In a reversible, adiabatic, i.e., isentropic, process, the entropy remains 
constant, and hence AiS should be zero; the condition for a 
process can thus be obtained by setting equation (19.21) equal to zero. The 
result is 

Cvln^^-Rln^> 

which is identical with equation (10.3). The characteristic equations for a re- 
versible, adiabatic process, e.g., (10.5), (lOJ) and (10.7), can thus be derived 
from entropy considerations. 

19 j. Entropy of Mixing. — Consider a number of ideal gases, incapable of inter- 
acting with one another in any way, placed in a vessel in which they are separated 
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by partitions. If Wi is, in general, tbe number of moles of any gas, and y,* is the 
volume it occupies, the total entropy 8 % of the system, which is the sum of the 
entropies of the gases in the separate compartments, is given by equation (19.20) as 

= YlniiCv InT + B In Vi + (19.27) 

the temperature being the same throughout. Suppose that all the partitions are 
removed, so that the gases become mixed. Each gas now occupies the total 
volume y of the system, and the entropy 82 is then represented by 

St - EniiCr InT + Bln V + Si). (19.28) 

If the separate gases were each at the same pressure before mixing,* the ratio of 

the initial volume of any gas to the total volume F is equal to ni/n, where Ui 

is the number of moles of that gas and n is the total number of moles in the 
system; thus, 

| = 5 = n.-, (19.29) 

where Ni is the mole fraction (§ 5b) of the given gas in the mixture. Replacing 
Pi in (19.27) by NiF, in accordance with equation (19.29), the result is 

Si -^ T.ni(Cv in T + B In n* + in F + Si). (19.30) 

The increase of entropy resulting from the removal of the partitions and the mixing 
of the gases, known as the entropy of mixing ASm^ is equal to 82 — 81 ; hence, by 
equations (19.28) and (19.30), 

A 8 ^ BE^ilnNi, (19.31) 

The entropy of mixing for a total of 1 mole of the mixture of ideal gases is obtained 
upon dividing equation (19.31) by the total number of moles n; the result is 

A 8 m == — E23^1nNi i?2lN»‘lnNi, (19.32) 

assuming no change of temperature or total volume upon mixing. 

It is of interest to note that since the mole fraction Ni of any gas in a 
mixture must be less than unity, its logarithm is negative; hence ASm as 
defined by equation (19.32) is always positive. In other words, the mixing 
of two or more gases, e.g., by diffusion, is accompanied by an increase of 
entropy. Although equation (19.32) has been derived here for a mixture of 
ideal gases, it can be shown that it applies equally to an ideal mixture of 
liquids or an ideal solid solution. 

Problem: Molecular hydrogen normally consists of three parts of orthohydro- 
gen and one part of parahydrogen; at low temperatures the molecules of the former 
occupy nine closely spaced rotational levels, while the latter occupy only one. 
Calculate the entropy of mixing of the ten different kinds of hydrogen molecules. 

There are nine kinds of ortho molecules, and since the total constitutes three- 
fourths of the hydrogen, each kind is present to the extent of X f == yV- *^he 
mole fraction of each of the nine forms of orthohydrogen is thus Since there 

* Under these .conditions, the total pressure of the mixture of ideal gases will be the 
same as that of the individual gases before mixing. 
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is only one kind of parahydrogen, its mole fraction is Jus^^ The entropy of 
mixing is obtained from equation (19.32), there being ten terms in the summation; 
for the nine identical ortho terms the mole fraction is and for the one para 
. ' term it is viz., , 

A&„ — i2[9(* In A) + i In |] 

— 2.208i^ = 4.39caL deg.~^ mole"'h 

This result will be utilized in § 24n. 

19k' Entropy and Disorder, — Before closing this chapter, it is appropriate 
to refer to an interesting aspect of entropy which throws some light on the 
physical significance of this apparently theoretical property. The subject 
will be taken up in greater detail, from a somewhat dMerent point of view, 
in Chapter IX, but a general indication may be given here. An examination 
of the various processes which take place spontaneously, and which are 
accompanied by a net increase of entropy, shows that they are associated 
with an increased randomness of distribution. For example, the diffusion 
of one gas into another means that the molecules of the two gases, which 
were initially separated, have become mixed in a random manner. Simi- 
larly, the spontaneous conduction of heat along a bar of metal means a more 
random distribution of the kinetic energies of the molecules. The conver- 
sion of mechanical work into heat, as seen earlier (§ 18e), is associated with 
the change from ordered motion of a body as a whole to the disordered or 
random motion of the molecules. It seems reasonable, therefore, to postu- 
late a relationship between the entropy of a system and the randomness or 
degree of disorder in the given state. 

The concept of entropy as a measure of randomness^ or vice versa, is one 
of great value in many cases. Apart from its quantitative aspect, which 
will be considered later, it is also useful from the qualitative standpoint, for 
it is frequently possible to estimate whether a given process is accompanied 
by an increase or decrease of entropy from a consideration of the randomness 
or disorder in the initial and final states. Similarly, a knowledge of the 
entropy change often provides information concerning structural changes 
accompanying a given process. A simple illustration is provided by the 
melting of a solid. There is obviously an increase of disorder in passing from 
the solid to the liquid state, and hence an increase of entropy upon fusion is 
to be expected. As seen in § 19h, this is equal to the heat of fusion divided 
by the temperature at which melting occurs. In general, the greater the 
increase of disorder accompanying fusion, the greater will be the entropy 
increase. Thus, the molar entropy of fusion of ice at 0^ C is 5.26 cal. deg.-^ 
mole~b while that of benzene is 8,27 cal. deg,"“^ mole”"^ at 5.4° C; because of 
the relatively large extent of order still present in liquid vrater above its 
melting point the entropy increase is smaller in the former than in the 
latter case. 

EXEECISES 

1. The use of biphenyl (m.p, 70°, b.p. 254° C) alone, or mixed with biphenyiene 
oxide (m.p, 87°, b.p. 288° C), has been suggested as the working substance in a 
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heat engine. Consider the advantages and disadvantages with respect to the use 
of (i) water, (ii) mercury (b.p. 357° C), for the same purpose. 

2. A reversible Joule cycle consists of the following stages: (i) an expansion at 
the constant pressure P 2 , (ii) an adiabatic expansion to a lower pressure Pi, (hi) a 
compression at the constant pressure Pi, (iv) an adiabatic compression which 
restores the system to its initial state. Draw the indicator (P-F) diagram for the 
cycle, and prove that with an ideal gas as the working substance the efficiency is 
given by 


Q 


Pj 


[(Cp~Cv)fCpl 


where Q is the heat taken up in stage (i) of the cycle. Show that it is possible to 
calculate the temperature at the end of each stage. 

3. A Carnot cycle, in which the initial system consists of 1 mole of an ideal 
gas of volume F, is carried out as follows; (i) isothermal expansion at 100° C to 
volume 3F, (ii) adiabatic expansion to volume 6F, (hi) isothermal compression, 
(iv) adiabatic compression to the initial state. Determine the work done in each 
isothermal stage and the efficiency of the cycle. 

4. It has been suggested that a building could be heated by a refrigeration 
engine operating in a reversed Carnot cycle. Suppose the engine, takes up heat 
from the outside at 2° C, work is done upon it, and then heat is given up to the 
building at 22° G. Assuming reversible behavior, how much work in ergs would 
have to be done for every kcal. of heat liberated in the building? 

5. Mercury vapor at 357° G and 1 atm. pressure is heated to 550° C and its 
pressure is increased to 5 atm. Calculate the entropy change in the conventional 
units, the vapor being treated as an ideal monatomic gas. 

6. An ideal gas undergoes throttled expansion (§ 11a), the pressure being 200 
atm. on one side and 20 atm. on the other side of the throttle. The process is 
irreversible, and so the entropy change must be calculated by imagining the same 
change in thermodynamic state to be carried out reversibly. Determine the net 
change in entropy of the system and its surroundings. Is the sign in accordance 
with expectation? 

7. Justify the statement that the solidification of a supercooled liquid is ac- 
companied by a decrease in the entropy of the liquid but a greater increase in the 
entropy of the surroundings. Suggest how the change from supercooled water at 
— 10° C to ice at the same temperature and pressure could be carried out re- 
versibly, so 1 hat the entropy change of the system could be evaluated. 

8. Show that the entropy of* mixing of a number of ideal gases, each at pres- 
sure p, to form a mixture at the total pressure p, at constant temperature, is 

In Ni per mole of mixture. [Use equation (19.22).]] 

9. If air, consisting of 21 mole % oxygen and 79 mole % nitrogen, at 1 atm. 
pressure, could be separated into its pure constituent gases, each at 1 atm. pressure, 
at the same temperature, what would be the entropy change per mole of air? 
Ideal behavior may be postulated. 

10. Show that equations (19.21) and (19.23) lead to the various conditions 
for an adiabatic change derived in § lOb. 

11. The entropy of liquid ethanol is 38.4 cal. deg.“^ moie""^ at 25° C. At this 
temperature the vapor pressure is 59.0 mm. and the heat of vaporization is + 10. 19 
kcai. mole”^. Assuming the vapor to behave ideally, calculate the entropy of 
ethanol vapor at 1 atm. pressure at 25° C. 


CHAPTER VIII 


ENTROPY RELATIONSHIPS AND APPLICATIONS 

20. Temperature and Pressure Relationships 
20a. Variation of Entropy with Temperature. — The equation (19.18), i.e., 

M ( 20 . 1 ) 


is of general applicability, provided only that the tmrk involved is work . of 
expansion. For an infinitesimal change at constant volume, when dF is 
zero, this becomes dSv = dEvjT^ or 


(~) 

KdEj, 


( 20 . 2 ) 


By the general rules of partial dilEereiltiation equation (4.9)], both S 
and E being functions of T and F, 


{dEfv XdTjv/ {dTjv' 


and since (dE/dT)v is equal to Of, the heat capacity at constant volume, 
it follows from equation (20.2) that 


KdTjy 


(20.3) 


If constant volume conditions are understood, the result may be stated in 
the form 

dSr = Cvd In T, 


and integration consequently gives 


(S - So. 




Cvdln T, 


(20.4) 


where <8 is the entropy of the system at the temperature T, and So is the 
hypothetical value at the absolute zero, tihe volume being the same in each 
case. For the entropy increase accompanying a change in temperature 
from Ti to T 2 at constant volume, it is seen that 


(S2 ~ Sth 


Cvd In T. 


(20.5) 
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If Cf is' indepeEdeat of temperature this expression becomes identical 'wi& 
equation '(19.24).,"' 

Since' the heat content H is equal to E + PV by definition 
(9.5) "jj it follows that at prmwc .. ^ : ^ 

dHp dEp + PdVy 


and hence from (20.1)/ it is evident that df/p is equal to TdSp^ or 

(i), - r <“•<*> 

By means of arguments exactly similar to those used in deriving equation; 
(20.3), and utilizing the fact that {BH/dT)pis equal to CJp, the heat capacity 
at constant pressure, it is found that 

' == ^ 
t \ 

Hence, for temperature changes at constant pressure, 

(S - So)p = r^dT= f "'cpd In T, 

Jo Jo 

(S2-S^)p= pCp 
Jti 


(-) 

\dTj> 


and 


dT 


Tx 


Cpd In r. 


(20.7) 

(20.8) 

(20.9) 


As before, if Cp is independent of temperature, equation (20.9) becomes 
identical with (19.25). 

An important use of equation (20.9) is to determine the increase of 
entropy of a system for a specified change of temperature at constant pres- 
sure. Two procedures are possible, viz., graphical and analytical. In the 
former, the values of Cp/T are plotted against T, or Cp is plotted against 
In T, and the area under the curve between the ordinates representing Ti 
and T 2 is measured. This gives the value of the integral in equation (20.9), 
and hence the increase of entropy for the change of temperature from Ti 
to Alternatively, if Cp can be expressed as a function of the tempera- 
ture, for example, by means of equation (9.24), the required integration can 
be carried out readily. 

Problem: The heat capacity at 1 atm. pressure of solid magnesium, in the 
temperature range from O'' to 560® C, is given by the expression 

Cp = 6.20 + 1.33 X + 6.78 X 10^ cal. deg.-^ g. atom^h 

Determine the increase of entropy, per g. atom, for an increase of temperature 
from 300® K to 800® K at 1 atm. pressure. 

Dividing through the expression for Cp by T, it is found that 


Cp ■ 6.20 


^ t V, -i. ft V in4T’“3 
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and hence, by equation (20.9), 

(Sm - Szoo)p = r°° (^ + 1-33 X 10-3 + 6.78 X 

«^ 300 ' ^ „ ■ ■ 

1.33 X 10-3 X (800 - 300) - J X 6.78 X 10^ 

X C(S00)-3 - (300)-33 

= 6.083 + 0.665 + 0.324 = 7.07 cal. deg.-^ g. atom-b 

Tlie entropy increase is thus 7,07 cal, deg.~^ g. atom“h 

Attention should be called to the fact that the equations derived in this 
section are quite general in the respect that they are not restricted to gaseous 
systems. They are applicable to liquids and solids, as well as to gases. How- 
ever, it should be noted that equations (20.4) and (20,5), at constant volume, 
and (20.8) and (20.9), at constant pressure, in particular, require modifica- 
tion if there is a phase change, e.g., fusion, vaporissation or change of crystal- 
line form, within the given temperature range. In cases of this kind, the 
increase of entropy accompanying the phase change, as derived in § 19h, 
must be added to the values given by the foregoing equations. Some illus- 
trations of this type will be considered in § 23b. ' 

20b, Variation of Entropy with Pressure and Volume. — Upon rearrange- 
ment of equation (20.1), it is seen that 

PdV ^ TdS -dE, 


and by applying the condition of constant temperature, this equation may 
be expressed in the form 



( 20 . 10 ) 


Upon differentiation with respect to temperature, at constant volume, the 
result is 


dP\ _ am fds\ m. 

dT )v dVdT \ av/r aVdT 


( 20 . 11 ) 


Bearing in mind that Cv is equal to (aE/dT)vy it is readily found, by differ- 
entiation of equation (20.3) with respect to volume, that 

am ■___ 1 a^-E 
dTdV t ' aTdV’ 


For complete differentials, such as and the order of differentiation 
is immaterial, so that is identical with a^S/aVdT and d^E/dVdT 

with a^E/dTdV; combination of the result just obtained with equation 
(20.11) thus leads to 



( 20 . 12 ) 
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HO that the variation of the entropy with volume at constant temperature 
(‘an be derived from the easily accessible quantity {dP/dT)v. For an ideal 
gas^ for example, the latter is equal to R/V, so that 


f-) 

\dVj, 


This is identical with the form taken by equation (19.19) at constant 
.temperature. ' . 

General differentiation of the relationship H' ^ E + PF, which defines 
the heat content, gives 

dH - dE + PdV + VdP, 

and if this is combined with equation (20il), the result is 

dH TdS + VdP. (20.13) 

At constant temperature this takes the form, analogous to equation (20.10), 




(20.14) 


and differentiation with respect to temperature at constant pressure gives 


(~) = 
\dT)p 


dPdT 


(-) 

\dP/T 


dPdT 


From equation (20.7), recalling that Cp is equal to (dH/dT)p, it is found 
upon differentiating with respect to pressure that 


d\S 

dTdP 


1 _ dm 
T ' aTdP ’ 


and comparison with the preceding equation leads to the result 


KdPjr \dTji 


(20.15) 


Since {dV/dT)p can be obtained either from P-F-T data, or from a suitable 
equation of state, it is possible to determine the variation of entropy with 
pressure at constant temperature. Upon rearrangement of equation (20.15) 
and integration between the pressure limits of Pi and P 2 , at constant tern- 
peraturey the result is ■ 


and hence the entropy change 52 — Si may be obtained by plotting the 
values of (dV/dT)p at various pressures against the pressure, and thus 
evaluating the integral graphically. Alternatively, an expression for 
(dV/dT)p may be obtained as a function of the pressure by means of a suit- 
able equation of state, and then equation (20.16) can be solved analytically. 
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20c. Entropy Corrections for Deviation from Ideal Behavior.-^ne of 
the most useful applications of equation (20.16) is to determine the correc- 
tion which must be made to entropy values obtained for real gases to allow 
for departure from ideal behavior. As will be explained in Chapter IX 
it is possible to determine the entropy of a gas at 1 atm. pressure, but it is 
desirable to express the result in terms of an ideal gas at the same pressure; 
this is referred to as the standard entropy of the gas. The correction is 
obtained in the following manner. 

The increase of enti’opy of the actual gas from 1 atm. pressure to a very 
low pressure P*, where it behaves ideally, is given by equation (20.16) as 

S(P* atm.) ^ - — 

constant temperature being understood. F or an ideal gas, it is evident from 
the equation of state PF = PT that (dV/dT)p is equal to P/P, and hence 
the entropy increase from the very low pressure P* to 1 atm. is given by * 

5*(1 atm.) — )S'’‘(P* atm.) = — f ~dP. 

Jlpif.Jp 

Since the actual gas may be regarded, as behaving ideally at the low pressure 
P*, the quantities S(P* atm.) and /S*(P* atm.) may be taken as identical; 
the required entropy correction to be added to the observed entropy value 
/S(i atm.) is then obtained by adding the two equations given above, viz., 

S*{1 atm.) - S(1 atm.) = -S = J' (|?)p ~ f 

where S®, the usual symbol for the standard entropy, has been written in 
place of atm.), and S is the observed entropy of the actual gas at 
1 atm. pressure. 

The integi’al in equation (20.17) could be evaluated graphically, but in 
practice it is more convenient to use an equation of state, and in this connec- 
tion the Berthelot equation (§ 5f) has been employed. From this equation 
it is found that 

(dV\ , 27 PIIV 

XdTJp B\ ^ 32-P.P/^ 

and hence equation (20.17) becomes 




27 BTl 

32>,!r3 


«/p* 




27 RT^c 
32' P,T^- 


(20.181 


* An asterisk is used, in general, to represent a system in the postulated ideal state. 
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the very small pressure^ P**' beiag neglected , in comparison:' with; unity. The 
second term on the right-hand side thus giveS'the correction which must be 
added' to the obsen^ed entropy S of the gas' at I atm. pressure in order to 
obtain the standard entropy for the gas behaving ideally at the same 
-pressure,;/,;: 

is the correction to be added to the observed entropy of 1 
mole of nitrogen gas at 77.32® K and 1' atm. pressure to, allow' for departure from 
ideal behavior? . 

For nitrogen, Tc is 126.0® 'K and Pc is 33.5 atm. , The value of Pc must be' 
expressed in atm. since this unit has been used in the derivation of equation 
( 20 . 18 ). When T is 77.32® K, this equation gives 

a , 27 P X (126.0)^ „ cy , 


5° - S + 


32 33.5 X (77.32)® 


S + 0.i09P. 


Since the entropy is usually expressed in cal. deg.“^ mole”^, the value of R is 1.987 
in the same units, so that the correction term 0.109P is equal to 0.217 cal. deg,’"^ 
This result will be employed in § 23c. 

20d. Thermodynamic Equations of State. — By combining equations 
(20.10) and (20.12), there is obtained what is called a thermodynamic equa- 
tion of state, viz., 


for it gives a relationship between pressure, volume and temperature which 
is applicable to all substances, solid, liquid or gaseous. An interesting 
consequence of this equation arises in connection with the ideal gas law 
PV = RT-, for an ideal gas, it is seen that > 

[dTjr V’ 

and introduction of this result into equation (20.19) gives 


\dVj, 


The constancy of the energy content of an ideal gas, irrespective of the vol- 
ume, at constant temperature, which was postulated earlier (§ 9d), is thus 
a direct consequence of the application of the second law of thermodynamics 
to the equation of state for an ideal gas. 

For a van der Waals gas, (dP/dT)v is equal to B/(V — 6), and hence it 
follows from equation (20.19) that 


\dVjr 


This result gives a physical significance to the pressure correction term in 
the van der Waals equation (cf. § 11c, also Chapter IV, Exercise 11), 
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Another thermodsrnainic equation of state is obtained by the combina- 
tion of equations (20.14) and (20.15); thus. 

For an ideal gasj idH/dP)Ti like (a£7/dF)r, can be readily shown to be zero, 
so that the heat content is independent of the pressure, as stated earlier. 
For real gases, however, this is not the case, and equation (20.20) may be 
used, in conjunction with a conventional equation of state, or actual P-V-T 
data, to determine the change of heat content accompanying a given pres- 
sure change. This is of special value in connection with heats of reaction, 
when the changes of heat content are determined for actual gases at 1 atm., 
or other, pressure, but the data are required for ideal behavior, i.e., at very 
low pressures.^ 

20e* Variation of Heat Content with Presstire, — ^By rearrangement of equation 
(20.20) and integration between the pressure limits of Pi and Pg, at constant 
temperature, it is found that 

irs-2?i = J'’“|^y-T(|~)^]dP, (20.21) 

where Hi and H 2 are the heat contents of the given substance at the temperature 
T, and pressures Pi and P 2 , respectively. The integral in this equation may be 
solved graphically from P-V-T data, if available, but for gases an equation of state 
may be employed. Here again, as in § 20c, the Bertheiot equation is useful 
for gaseous substances; if the values of F, derived from equation (5.19), and of 
idV/dT)pf given in a preceding section, are inserted in (20.21) it can be shown 
without difficulty that 



9 

BT,/ 

rp2 

1 - 18 ^ 

128 

■ A 

9 

BT./ 


128' 

Pc 1 



( 20 . 22 ) 


The change of heat content for a given pressure change can thus be evaluated from 
the critical constants. If heat content data are to be corrected for departure from 
ideal behavior, P 2 is set equal to zero; H 2 is then the heat content of the gas at this 
pressure when it behaves ideally. Since the heat content of an ideal gas is inde- 
pendent of the pressure, Ha gives the required corrected value. 

Problem: Calculate the difference in the heat content of 1 mole of oxygen gas 
at 1 atm. pressure and the same gas when behaving ideally at 25® C. 

For oxygen, To is 154.3® K and P^ is 49.7 atm.; the pressures Pi and Pa must 
be expressed in the same units as P*,, Le., in atm. In the present case Pa is set 
equal to zero, and is then replaced by H*, the ideal gas value; Pi is 1 atm., and 
T is 25® C, i.e., 298.16® (or 298.2®) K. Hence, by equation (20.22), taking R as 


1 See, for example, Eossini, J. Res, Nat. Bur, Stand., 22, 407 (1939). 
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L9S7 cal deg.”~^ inoie"'S the result is obtained in cal. mole“^; thus, 



9 X 1.987 X 154.3 / . 

128 X 49.7 
1.66 cal. mole’'^ 


- 18 X 


( 154 . 3)2 

(298.2)2 



This difference is small in comparison with the experimental errors in measure- 
ments of heat of reaction: it can, therefore, be neglected in most cases, as stated 
in I i2b. ■ 

Because of the approximate nature of the Bertheiot equation of state, it is 
probable that equation (20.22) is not very reliable when the pressure difference 
F 2 — Pi is large. In connection with the study of high-pressure gas reactions, 
however, it is sometimes required to know the difference between the heat content 
of a gas at high pressure and at zero pressure. If P-F-T data are available, equa- 
tion (20.21) may be used directly, but if they are lacking, or if approximate results 
are adequate, a generalized treatment, involving the use of reduced quantities and 
the compressibility factor (§ 5i), is simple and convenient. 

Utilizing the definition of the compressibility factor x, that is, PF — kRT, it 
is readily found that 



BT^ / Bk \ 

P \Bt)p’ 


and hence, by equation (20.21), constant temperature, 


B2 - Hi 


n, \dT pP' 


(20.23) 


Dividing both sides by P, and replacing P on the right-hand side by $Tc and P 
by wPcr where $ and t are the reduced temperature and pressure (cf. § 5e), re- 
spectively, equation (20.23) becomes 



(20.24) 


The values of (dK/dO)^ can be derived from the generalized compressibility chart 
(Fig. 4) and hence the integral can be evaluated graphically. If the pressure P 2 , 
i.e., X 2 , is taken as zero, Ha may be replaced by the ideal gas value so that 
equation (20.24) becomes 



dir 

■ T 


(20.25) 


As seen in § 5i, k is, as a first approximation, a universal function of 6 and tt; it 
is evident, therefore, that for a definite reduced temperature and reduced pressure, 
the right-hand side of equation (20.25) has the same value for all gases. It is 
consequently, possible to construct a generalized diagram giving the (approximate) 
value of (H* — H)/T ioi any gas with the reduced pressure as coordinate and the 
reduced temperature as parameter. Such a diagram is represented in Fig, 14.® 

2 Watson and Nelson, Ind, Eng. 25, 880 (1933). For experimental study of the 

variation of heat content with pressure, see Gilliland and Lukes, ibid., 32, 957 (1940). 
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It may be remarked that a reduced form of equation (20.16) or (20,17) and 
a corresponding generalized diagram have been developed. As they are not widely 
used, however, they will not be given here.® 



Beduced Pressure (ir) 


Fig, 14. Generalized {H* — H)/T curves 

2Qf. Adiabatic Relationships.— Two relationships, analogous to (20.12) 
and (20,15), which are applicable to constant entropy, i.e., reversible adi- 
abatic, processes can be derived in a similar manner. Writing equation 
(20.1) in the form 

dE ^ TdS - PdV, 

it is evident that at constant volume, i.e., when dF is zero, 

(i). " 

whereas at constant entropy, i.e., when dS is zero, 

If equation (20.26) is differentiated with respect to volume, at constant 
entropy, and (20.27) with respect to entropy, at constant volume, and the 

® Cf. Edmister, Ind. Eng. Chem^f 28, 1112 (1936); York, 32, 54 (1940); EobjBSou 
and Bliss, ibid., 32, 396 (1940) ; Maron and Turnbull, ibid., 34, 644 (1942) 
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results equated, it is found that 

’dT\ 


(S).-( 


MJs 

From equation (20.13), that, is, 


dSjv 


(20.28) 


dH ^ TdS + VdP, 

the restrictions of constant pressure and constant entropy, respectively, 
lead to 




as I, 


T and 


m. 


(20.29) 


Upon differentiating with respect to pressure, at constant entropy, in the 
first case, and with respect to entropy, at constant pressure, in the second 
case, and equating the results, it is seen that 




mri 


(20.30) 


20g. General Applicability of Results. — The four equations (20.12), 
(20.15), (20.28) and (20.30) are frequently referred to as the Maxwell 
relations. It is important to note that these results, as well as the general 
equations of state (20.19) and (20.20), are applicable to systems of all types, 
homogeneous or heterogeneous. Two conditions, however, must be borne 
in mind. The mass of the system is assumed to be constant, so that there 
is no loss or gain of matter in the course of any thermodynamic change. 
Systems of this kind, which may consist of one or more phases, are known 
as closed systems. The second condition is based on the postulate that 
the work done is work of expansion only, and that it is equal to PdT, where 
P is the pressure of the system (cf . §§ 19i, 20a) . This means that the system 
must always remain in equilibrium with the external pressure; in other words, 
the pressure inside the system must either be equal to, or differ only by an 
infinitesimal amount from, the external pressure. An important application 
of equation (20.12) to heterogeneous systems will be given in § 27b. 

21. Entropy and Heat Capacity Relationships 

21a. Difference of Heat Capacities.— It was shown in § 9c that the 
difference between the heat capacities at constant pressure and constant 
volume, of any homogeneous system of constant composition, is given by 


Cf 


and hence, utilizing equation (20.19), 

-'(a(sv 


( 21 . 1 ) 
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This result is applicable to any single substance, either solid, liquid or 
gaseous, or to a homogeneous system containing definite amounts of two 
or more substances. 

For 1 mole of an ideal gas, {dP/dT)v is equal to R/V, i.e., PjT, and 
(3F/5!Z^i> is J?/P; hence by equation (21.1), 

Cp-Cv^R, 

in agreement with equation (9.29). For a real gas, the values of (dP/dT)v 
and of (dV/dT)p can be obtained from P-V-T data, and hence Cp — Cv can 
be determined. Even vdthout these data, however, a qualitative indication 
of the results to be expected may be derived from an equation of state. 


For a van der Wools ga^, for example, 

RT 


V -h 


a 


and hence, 




?l\ PI* 

dT/r V - b ^ ^ 


( 21 . 2 ) 


In order to evaluate idV/dT)p in a convenient form, the van der Waals equation 
is multiplied out to give 

PF = Er-| + hP + ^,, 


and, dividing through by P, the result is 

BT a 


V = 


— +6 + -?L. 

PF ^ ^ PF2 


As a first approximation, F may be replaced by BT/P in the correction terms 
o/PF and a6/PF^ so that 

_ PT a , t 1 

^ ~ P ~BT^^ 

Differentiation of this expression with respect to temperature, at constant pressure, 
yields 

/dF\ _B a 2ahP 
{dTjp P'^BT^ 

It is readily found by arrangement of the previous equation that 


(21.3) 


P ^ Fj 

P 1 

and combination with (21.3) gives 

/dF\ F 

[dTjp 


+ 


BT^ 


ctbP 

gsfa’ 


— h 2a 
T ■^PT* 


SoJP 
P'P’ ‘ 


Introducing this result together with equation (21.2) into (21.1), and omitting 
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some of the smaller terms, it is seen that 
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= ^ + 


Zah 


FK 


(21.4) 


Except at low temperatures and high pressures, the last term may be neglected, 
so that 


Cp — Cy 




B 


6 + ~fV 
\ / 


(2L5) 


It is evident, therefore, that for a real gas the yaiue of Cp — Cy is greater than R; 
the difference increases, as a first approximation, in a linear manner with the 
pressure, and is most marked at lower temperatures. The difference between 
Cp — Cy and S is evidently greater for easily liquefiable gases, for these have, in 
general, higher a values. 

Problem: Calculate Cp — Cy for nitrogen at 25® C and 200 atm, pressure, the 
van der Waals a being 1.39 liter^ atm. mole"^. 

Since a is given in liter^ atm. mole""^^ P should be in atm., and R in liter-atm. 
deg.~^ mole*~h i.e., 0.0820; hence, equation (21.5) gives 


Cp — Cy P I 1 + 


2 X 1.39 X 200 


(0.082)2 X (29S)' 




1.93P. 

(The actual value is approximately L9P.) 


At low temperatures and high pressures the value of Cp — Cy can become 
very much larger than for an ideal gas. However, the difference between 
Cp — Cy and R does not increase continuously with the pressure, as implied 
by equation (21.5). The reason for this is the — ZahF^/WT^ term in equa- 
tion (21.4). As the pressure is increased this becomes of increasing impor- 
tance, and it is evident that at sufficiently high pressures Cp — Cy should 
attain a maximum, and subsequently decrease with increasing pressure. 
The results obtained directly from actual data are in qualitative 

agreement with this conclusion. At 20® C, the maximum, equal approxi- 
mately to 2Rj is attained with nitrogen gas at about 300 atm. pressure. 


Without going into details, it may be noted that a similar treatment based on 
the Berthelot equation of state gives the result 

( 21 . 6 ) 

applicable over a limited range of pressures. 

Problem rpompare the value of Cp — Cy for nitrogen at 25° C and 200 atm. 
pressure given by equation (21.6) with that obtained above from (21.5). 



166 


ENTROPY RELATIONSHIPS AND APPLICATIONS 


21b 


For nitrogen Peis 33.5 atm. and Tc is 126.0° K; hence when T is 25° C, i.e., 
298.2° K, and P is 200 atm., equation (21.6) gives 


Cp — Cv ^ R 1 + 


27 X (126.0)3 X 200 


16 X 33.5 X (298.2)3 J 

IMR, 

which may be compared with l,93i? from equation (21.5). 

The thermodynamic equation (21.1) may also be expressed in terms of the 
reduced temperature, pressure and volume, and the compressibility factor. It is 
then possible to construct a generalized diagram for Cp — Ov applicable to all 
gases (cf. § 20e),^ 

21b« Differenee of Heat Capacities: Alternative Expression. — An alter- 
native form of equation (21.1) has been used to determine the difference in 
the heat capacities of solids, liquids and gases. For a homogeneous system 
of constant mass the volume V is a single valued function of the temperature 
and pressure, and so it is possible to write 


dV 




dP. 


(21.7) 


For a process occurring at constant volume dV is zero, and hence equation 
(21.7) becomes 




or 


( 21 . 8 ) 


Upon introducing this result into equation (21.1) it follows that 

This equation has been utilized in connection with P-V-T data, either in 
graphical or analytical form, to determine Cp — Cv values for a number of 
gases over a considerable range of temperature and pressure.® 

For solids and liquids another form of equation (21.8) is convenient. 

The quantity is equal to the coefficient of (cubical) thermal ex- 

pansion a of the substance constituting the system, and 


v\dPh 


is the 


^Schulze, Z. phys, Chem.^ 88, 490 (1914); Edmiste, ref. 3; Ind. Eng. Chem,y 32, 373 
(1940). 

^ Deming and Shupe, Phys. Rev., 37, 638 (1931), 38, 2245 (1931), 40, 848 (1932); Eoper. 
J. P%s. C/im., 45, 321 (1941). 
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compressibility coefficient jS; hence^ ^ ^ 

€rTY ' 

Cp-Cv = ( 21 . 9 ) 

This equation has been found evspecially useful for the conversion of heat 
capacities of solids, in particular, measured at constant (atmospheric) 
pressure to the values at constant volume (§ 17a). 

Problem: For metallic copper at 25® C, the coefficient of expansion a is 
49.2 X 10”® deg.”S and the compressibility coefficient ^ is 0.785 X 10”® atm ”^; 
the density is 8.93 g. cc.”Vand atomic weight 63.57. Calculate the difference in 
the atomic heat capacities at constant pressure and constant volume. 

In the present case V in equation (21.9) is the atomic volume, i.e., the atomic 
weight divided by the density; if this is expressed in cc. g. atom”^, i.e., 63.57/8.93, 
it can be readily seen from equation (21,9) that using the values given for ct and iS, 
Cp — Of will be in cc.-atm. deg.”^ g. atom”h Since 1. cc.-atm. is equivalent to 
0.0242 cal. (Table 1, Appendix), it follows that at 25® C, i.e., 298.2® K, 

_ (49.2 X I0”®)2 X 298.2 X 63.57 X 0.0242 
0.785 X 10-0X8.93 
= 0.159 caL deg g. atom”h 


21c. Determination of Heat Capacity. — For a simple system, e.g., a single 
substance or a homogeneous mixture of constant composition, the entropy is de- 
pendent on two thermodynamic variables, e.g., temperature and pressure, only, 
so that 


dS = 



I dT + 

p 



and hence, by the method used in § 21b, it follows that 


\dp)s \dP/r/ \dT)p‘ 


Utilizing equation (20.15) for {dS/dP)T, and (20.7) for {dS/dT)p, it is found upon 
rearrangement that 



dT'^ 


dPjs 


( 21 . 10 ) 


This equation has been used for the determination of the heat capacities at con- 
stant pressure of both liquids and gases. The quantity {dV/dT)p is the rate 
of thermal expansion and this can be measured without difficulty. The other 
factor, {dT/dP)s, is called the adiabatic temperature coefficient, since it applies to 
constant entropy, i.e., adiabatic, conditions. It can be determined by allowing 
the fluid to expand suddenly, and hence adiabatically, over a known pressure range, 
and observing the temperature change.® 


® Joule, PML Mag,, 17, 364 (1859); Luramer and Pringsheirn, Ann, Physik, <54, 555 
(1898); Eucken and Mucke, Z. phys, Chem., B18, 167 (1932); Dixon and Podebush, J, Am, 
Chem. Soc., 49, 1162 (1927); Eichards and Wallace, ibid., 54, 2705 (1932); Burlew, ibid., 62, 
681, 690, 696 (1940). 
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2id. Variation of Heat Capacity at Constant Pressure with I^essw^ 

It is a simple matter to derive an expression for the influence of pressure on 
heat capacity; Upon differentiating equation (20.7), i.e., 

fdS\ ^Cp 
( dT/p T ^ 

with respect to pressure, at constant temperature, and equation (20.15), i.e., 



with respect to temperature, at constant pressure, and equating the results, 
it is found that 


dhS 

dTdP 



( 21 . 11 ) 


This equation holds for any homogeneous substance, but it is usually applied 
to gases. For an ideal gas, it is evident from the equation PV = RT that 
{dW/dT^)p is zero, and hence the heat capacity should be independent of 
the pressure (cf. § 9e). Eeal gases, however, exhibit marked variations of 
heat capacity with pressure, especially at low temperatures; at — 70^ C, 
for example, the value of Cp for nitrogen increases from 6.8 at low pressures 
to 12.1 cal. deg."”^ mole~^ at 200 atm. At ordinary temperatures, however, 
the heat capacity increases by about 2 cal. deg.~^ mole~^ for the same increase 
of pressure. 

The actual change of heat capacity with pressure is given by an expres- 
sion obtained by the integration of equation (21.11), At a sufficiently low 
pressure, represented by P*, where the gas behaves ideally, the heat capacity 
Cp may be regarded as virtually independent of pressure; this pressure may 
be taken as the lower limit of integration, and if the upper limit is any 
pressure P at which the heat capacity at constant pressure is Cp, then 

at a constant temperature T. The values oi {dW/dT^)p ioT a given gas at 
various pressures can be derived from P-V-T measurements, if available; 
by graphical integration Cp — Cp can then be determined for any desired 
pressure.^ 

If the constants in a satisfactory equation of state, e.g., the Beattie-Bridgeman 
equation, were known, {dW/dT-)p could be expressed analytically as a function 
of the pressure, and then integrated in accordance with equation (21.12). The 
treatment may be illustrated in a simple manner by utilizing the van der Waals 

’'See ref. 5; also, Hoxton, Phys. Rev.^ 36, 1091 (1930). 
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equation. It was seen in § 21a that for a van der Waals gas Ccf. equation (21.3)3 

/^\ ^ B a 2abP 

[dTjp P BT^ ’ 

and hence 

/dW\ 2a 6a6P 

\dT^)p B-P B^T* ’ 

so that from equation (21.12) 

Assuming a and b to be independent of the pressure, and taking P* as zero, it 
follows that 

(21.13) 

At moderate temperatures and pressures the second term on the right-hand side 
of equation (21.13) may be neglected; the value of Cp should thus increase in a 
linear manner with the pressure. The rate of increase should be less the higher 
the temperature. With increasing pressure the effect of the second term will 
become appreciable, especially at low temperatures, and at suflSciently high pres- 
sures Cp should reach a maximum and then decrease. These qualitative expecta- 
tions are in agreement with the results obtained by the application of P-F-T data 
to equation (21.12), and also with the limited experimental determinations of heat 
capacities at high pressures.® 

From the Berthelot equation of state in conjunction with (21.12) it is found that 

(21.14) 

This result, as might be expected, is reliable at moderate temperatures and pres- 
sures, when Cp — €% is a linear function of the pressure. 

Problem: Calculate the change of Cp for nitrogen when the pressure is in- 
creased to 100 atm. at 25® C, using (i) the van der Waals equation (ii) the Berthelot 
equation. 

(i) For nitrogen, a is 1.39 and h is 3.92 X 10“^ in liter, atm. and mole units; 
R must therefore be in liter-atm. deg.~^ mole*"^, and P in atm., i.e., 100 atm.; 
equation (21.13) then gives, with T - 298® K, 

r r* ^ x ^»39 xiqo 
Op -- Q Q32 X (298)2 

0.038 liter-atm, deg.**^ mole”"^, 

the second term being negligible* Since 1 liter-atm. is equivalent to 24.2 caL, 
the change in heat capacity should be 0.93 cal. deg.”^ mole““^. 

® Worthing, Phys, Rev, 33, 217 (1911); Mackey and Krase, Irid, Eng. Chem., 22, 1060 
(1930). 
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(ii) Taking Tc as 126.0® K and P, as 33.5 atm., equation (21.14) gives 

81 X 0.082 X (126)® X 100 


Cp - PI 


32 X 33.5 X (298)® 

0.047 liter-atm. deg.~® moIe~*. 


This is equivalent to 1.1 cal. deg.~^ mole~h (The experimental value is about 
1.0 cal. deg.“* mole~b) 

As in the case of other thermodynamic properties, it is possible to derive a 
general relationship for Cp — C| involving the reduced temperature and pressure. 
The simplest method of approach to this problem is to utilize the familiar definition 
of Cp as {dH/dT)p\ hence, 

(dH*\ ra(//-p*) 

\ dT jp I ar 


Cp 


(-] 

\eTjp 


(21.15) 


where, as before, H and if* refer to the heat contents at an appreciable pressure F 
and at a very low pressure, respectively. Upon introducing the mathematical 
result 

dl(H - H*)/T2 _ dl(H - H*y/T2 _ d(II - if*) if - if* 


dhiT 

equation (21.15) gives 


dT 




H 


T 


Ii* , jdC(J/ 


dlnT 


dT 

H* )/TJ 1 _ 


(21.16) 


Cp 


The temperature T may be expressed as dTc, where 6 is the reduced temperature; 
hence din JT is equal to dln0, since Tc is constant, and equation (21.16) may 
consequently be written as 

^ 1 din^ Jp (21.17) 

It was seen earlier (§ 20e) that (if — if*)/ is a function of the reduced tempera- 
ture and pressure of a form applicable to all gases [cf. equation (20.25)], at least 
as a first approximation; hence the same must be true for Cp — Cp, in accordance 
with equation (21.17).t The first term on the right-hand side is obtained from 
equation (20.25) or its equivalent (Fig. 14), and the second term from the slope 
of the plot of (H — iJ*)/!r against 6 (or In d), all the values being at the reduced 
pressure corresponding to the pressure P at which Cp — Cp is required,® 

21e. Variation of Heat Capacity at Constant Volume with Volume,— By- 
means of equations (20.3) and (20.12), a relationship analogous to (21.11) 
can be obtained for the variation of Cp with volume, which is related to the 
variation with pressure, at constant temperature; this is 


\dV Jt \dPjy 


(21.18) 


t Since a good approximation for a function does not, on differentiation, necessarily 
give a good approximation for the derivative of the function, this conclusion may be open 
to some objection. 

® Dodge, hid. Eng. Chem.^ 24, 1353 (1932): Watson and Nelson, ibid., 25, 880 (1933); 
see also, ref. 3 
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wMch, upoE integration, gives ; 

where GF is the constant heat capacity at low pressure, i.e., large voiinne F*. 
The chief application of these equations, like (21.11) and (21.12), is to gases. 
For an ideal gas, it can be readily seen that since (d^P/dT^)r is zer% (Jr is 
independent of the volume (or pressure), as is to be expected, but for a real 
gas this is not necessarily the case. The values of (^^P/^T^)^ can be derived 
from P-F-T measurements, and hence Cy— Cy can be obtained by graphical 
integration; alternatively, an analytical method, similar to that described 
above, may be used. 

It is of interest to note that (d^F/dT^)y is zero for a van der Waais gas, as well 
as for an ideal gas; hence, Cy should also be independent of the volume (or pressure) 
in the former case. In this event, the effect of pressure on Cp is equal to the varia- 
tion of Cp — Cy with pressure. Comparison of equations (21.4) and (21.13), both 
of which are based on the van der Waais equation, shows this to be true. For a 
gas obeying the Berthelot equation or the Beattie-Bridgeman equation {d^P/dT^)y 
would not be zero, and hence some variation of Cy with pressure is to be expected. 
It is probable, however, that this variation is small, and so for most purposes the 
heat capacity of any gas at constant volume may be regarded as being independent 
of the volume or pressure. The maximum in the ratio y of the heat capacities at 
constant pressure and volume, respectively, i.e., Cp/Cy, referred to earlier (§ lOe), 
should thus occur at about the same pressure as that for Cp, at any temperature. 

22. The Joule-Thomson Effect 

22a. The Jotile-Thomson Coefficient. — Although the subject matter of 
this section has no direct connection with entropy, it may be considered here 
because the results are based on one of the thermodynamic equations of 
state derived in § 20d; to this extent the material may be regarded as a 
consequence of the entropy concept. In equation (20.20), viz., 



{dH/dP)T may be replaced by — mj.t.Cp, as given by equation (11.5), where 
juj.T. is the Joiile-Thomson coefficient, i.e., (dT/dP)^; hence, for a fluid, i.e., 
liquid or gas, it is possible to write 

F = - MJ.T.Cp (22.1) 

This expression is based upon thermodynamic considerations only, and 
hence is exact; the Joule-Thomson coefficient, at any temperature, may thus 
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be determined by inserting experimental results for (dV/dT)p, V and Cp 
under the given conditions. The values derived in this manner have been 
found to agree closely with those obtained by direct experiment.^'’ 

Problem: At 20° C, the value of the dimensionless quantity (T/V)(dV/dT)p 
for nitrogen was found to be 1.199 at 100 atm.; the specific volume was then 8.64 
mi. and Cp was 8.21 cai. deg."^ moie”h Calculate the Joule-Thomson coeffi- 
cient of nitrogen under these conditions. 

Equation (22.2) may be put in the form 

y r T/oy\ 


MJ.T. 


Cp 


- iT 

lv\dTjp 


and if Cp is the molar heat capacity, V must be the molar volume. Since juj.t. 
is usually expressed in deg. atm.^'b it will be convenient to have V in liter mole~^ 
and Cp in liter-atm. deg.*"^ moie"'^; the equation is then seen to be dimeiisionaily 
correct. The molecular weight of nitrogen is 28.0, and the molar volume is 
8.64 X 28.0 X 10'’^ liter; Cp is 8.21 X 0.0413 liter-atm. deg.“’- mole”h hence 


Mj.t. 


8.64 X 28.0 X IQ-' 
8.21 X 0.0413 


(1.199 - 1) = 0.142° atm.’ 


(The direct experimental value is 0.143° atm.~h) 

For an ideal gas, satisfying the equation PV — RT under all conditioms, 
{dY/dT)p is equal to V/T] it follows, therefore, from equation (22.2), that 
the Joule-Thomson coefficient is always zero. For a real gas, however, this 
coefficient is usually not zero even at very low pressures, when ideal behavior 
is approached in other respects. That this is the case may be seen by making 
use of an equation of state for a real gas. 

For a van der fyaaZs gas, for example, it is seen from the results in § 2ia 
that 


and hence 


'(a 


\dT): 


V = 


b + 

2a 

RT 


2a ZabP 

m' ~WP ' 


b - 


ZahP 

mr-' 


The equation (22.2) for the Joule-Thomson coefficient thus becomes 

"-if)' 


Mj.t. 


1 f 2a 
Cp\RT 


At very low, or zero, pressure, the last term in the parentheses is negligible 

^“Deming and Shape, Ph^s. Rev.y 37, 638 (1931), 48, 448 (1935); see also, Perry and 
Herrman, J, Phys. Chem.y 41, 1189 (1935); Edmister, Ind. Eng. Chem., 28,T112 (1936); 
Benedict, J. Am. Chem. Soc., 59, 1189 (1937);'Maron and Turnbull, Ind. Eng. Chem.y 34, 
544 (1942). 
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MJ.T. c^i^BT ^)' 

Except ia the special circumstances when 2a/ RT is equal' to h, the Joule- 
Thomson coefficient at low pressures, as given by equation {22.4), is not zero. 

If the van der Waals a and 6 are known it is possible to obtain, an indica- 
tion of the value of the Joule-Thomson' coefficient at any given temperature 
and' pressure by means of equation (22.3). The results are approximate 
only, since a and b vary with temperature and pressure, the values generally: 
employed (Table I) being based on critical data. 

Problem: Calculate the Joule-Thomson coefficient of nitrogen gas at 20° C 
and 100 atm. pressure, taking Cp as 8.21 cal. deg."^ moie“^. 

Since a and 5 are usually given in liter, atm. and mole units, viz., 1.39 and 
3.92 X R is 0.082 liter-atm. deg mole“^ and Cp is 8.21 X 0.0413 iiter-atm. 
deg.”*^ rnole”*^; hence at 20° C (293° K), equation (22.3) gives, with P equal to 
100 atm., 

1 

“ 8.21 X 0.0413 

r 2 X 1.39 _ ^ _ 3 X 1.39 X 3.92 X 10"" X 100 ] 

^ L 0.082 X 293 ^ (0.082)2 X (293)“ J 

= 0.142° atm.“^ 

(This is in fortuitously good agreement with the experimental value of 0.143° 
atm.“‘. If equation (22.4) is employed, the result is 0.22° atm.“^) 


22b. The Joule-Thomson Inversion Temperature. — The condition for 
the Joule-Thomson inversion temperature, where the Joule-Thomson co- 
efficient changes sign from positive to negative or vice versa (§ 11c), can be 
obtained by setting jtij.x. equal to zero. For a van der Waals gas, equation 
(22.3) gives the condition as 


2a _ X _ 3oi>F 
RTi B^Tl 


( 22 . 6 ) 



T 4- 



( 22 . 6 ) 


TABLE , XIV. ■ JOULE-THOMSON 

INVERSION 

TEMPERATURES FOR. , NITROGEN 


Inversion Temperature 

Press. 

Upper 


latm. 

348° C 


'■■■' 20' ' 

330.0° 

- 167.0° C 

60 

299.6° 

- 162.4° 

100 

277.2° 

- 156.5° 

180 

235i)° 


220 

212.5° 

- 117.2° 

300 

158.7° 

■-■--;'68.7°:::<.^' 

376 


40°. 
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This equation is a quadratic, and hence there will be, in general, two values 
of the inversion temperature Ti for every pressure, as stated in § 11c. The 
experimental values obtained for nitrogen gas are recorded in Table XIV, 
and are plotted (full line) in Fig. 15.“ For all temperatures within the curve 



Fig. 15. Joule-Thomsoix inversion curve for nitrogen 


the Joule-Thomson coefficient is positive, a throttled expansion being ac- 
companied by a fall of temperature; outside the curve the coefficient is 
negative. 


A generalized expression for. the Joule-Thomson inversion temperature may 
be obtained by the use of a reduced equation of state. By setting equation (22.2) 
equal to zero, the condition for the inversion temperature Ti is then seen to be 



since Cp is not zero. If the pressure, volume and temperature are expressed in 
terms of the corresponding reduced quantities t, ^ and equation (22.7) becomes 




sss 0 ^... 


( 22 . 8 ) 


“ Boebuck and Osterberg, Bee?., 4S, 450 (1935) 
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From the reduced form of the van der Waals equation (5.16), i.e., 

(ir + ^^)(3<^-l) =80, (22.9) 

it follows upon differentiation, at constant reduced pressure, that 

{ ^\ = 8^^ 

\dd /r 37r<^“ — + 6 


If this result is introduced into equation (22.8), and tt is eliminated by means of 
(22.9), it is found that 


0 .- = 


3(3^ - 1)° 


( 22 . 10 ) 


and substitution of this value for 8 in (22.9) gives for the corresponding reduced 
pressure. 


9(2<l> - 1) 


( 22 . 11 ) 


By combining equations (22.10) and (22.11), it is possible to eliminate tf> and thus 
obtain a general relationship between the reduced inversion temperature and 
pressure applicable to all gases. Provided Ti is less than 9, solution of equation 
(22.11) gives two real values of <#> for each value of ^rf; insertion of these two 
in equation (22.10) then gives the two reduced inversion temperatures Oi for the 
particular reduced pressure Tn. By choosing various values of the latter from 0 
to 9, the data can be obtained for a generalized, reduced inversion temperature- 
pressure curve, which should be applicable to any gas. The curve derived from 
equations (22.10) and (22.11) is shown by the broken line in Fig. 15.^ 

Comparison of the two curves in Fig. 15 indicates that the reduced equation 
for a mn der Waals gas is qualitatively correct, but is not quantitatively accurate. 
This fact is brought out more clearly by considering some actual results. Accord- 
ing to equation (22.11), or Fig. 15, the maximum value of the reduced pressure 
for which inversion is possible is 9; ^ is then unity, and Bi should be 3, by equation 
(22.10). For nitrogen, Tc is 126.0'^ K and Pc is 33.5 atm., so that the maximum 
pressure for the observation of a Joule-Thomson inversion should be 9Pc, i.e., 
9 X 33,5 or 301.5 atm., the temperature should then be 3Tc, i.e., 3 X 126,0 or 
378® K. The experimental values are 376 atm. and 313° K, Further, at very 
low, e.g., zero, pressure, <t> can be either 0.5 or infinity, by equation (22.11); in- 
sertion of these values in (22.10) gives the two values of the reduced inversion 
temperature as 0.75 and 6.75, so that the actual (absolute) temperatures should 
be Q,75Te and 6.75Tc. For nitrogen, these would be 94.5® K and 850® K, compared 
with the (extrapolated) experimental values of about 103® K and 623® K. 

Although equations (22.10) and (22.11) yield results that are not exact, they 
are, nevertheless, useful when direct measurements have not been made; they 
provide an indication of the range within which cooling of a given gas by the Joule- 
Thomson effect is possible. Such information would be of value in connection 
with the liquefaction of the particular gas. 

12 Porter, PM. Tkfog., 11, 554 (1906) ; 19, 888 (1910). 
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EXEKCISES 

1. Give the complete derivation of equation (20.7), 

2. Give the complete derivation of equation (20.20), and show that the heat 
content of a gas which satisfies the equation PV — RT a.t all temperatures and 
pressures is independent of pressure. 

■ 3. Derive an expression for — S for a van der Waals gas, where is the 

standard entropy and S is the experimental entropy at 1 atm. at the same tem- 
perature, using equations (20.17) and (21.3). Calculate the value of S® “ S for 
nitrogen gas at 77.32° K (cf. problem in § 20c). 

4. By means of the expression based on the Berthelot equation, determine the 
correction for the deviation from ideal behavior of the entropy of chlorine gas 
measured at its boiling point (239.0° K) at 1 atm. 

5. Determine the increase in entropy of nitrogen gas when it is heated from 
27° C to 1227° C at 1 atm. pressure. (Use Cp data in Table IL) 

6. The heat capacity of solid iodine at any temperature f C, from 25° C to 
the melting point (113.6° C), at 1 atm. pressure, is given by 

Cp - 13.07 + 3.21 X 10~4(f - 25) cal. degr^ mole"i 

jj: [Frederick and Hildebrand, J. Am, Ckem, Soc., 60, 1436 (1938)]. The heat of 

j ' fusion at the melting point is 3,740 cal. mole'~^. The heat capacity of the liquid 

fj : is approximately constant at 19.5 cal. deg.“^ mole”^, and the heat of vaporimtion 

at the normal boiling point (184° C) is 6,100 cal. mole”“^. Determine the increase 
i of entropy accompanying the change of 1 mole of iodine from solid at 25° C to 

vapor at 184° C, at 1 atm. pressure. 

1, 7. Taking Cp for ice and water as 9.0 and 18.0 cal. deg.-^ mole"“^, respectively, 

i and the heat of fusion as 79.8 cal. g.~^ at 0° C, determine the change of entropy 

Ijj, accompanying the spontaneous solidification of supercooled water at — 10° C at 

1 atm. pressure (cf. Exercise 7, Chapter VII). 

8. Show that, in general, for any thermodynamic change in state, the corre- 
sponding entropy change is given by 



Suggest a method for determining for a gas. 

9. Show that by the use of the compressibility factor x, defined by PF = 

it is possible to express equation (20.16) in the reduced form applicable to any gas. 
' ■ Describe the construction of a generalized chart for determining the (approximate) 

change of entropy of any gas with pressure at constant temperature. 

10. Derive an expression for H 2 — Hi for a van der Waals gas, where Hi and 
H 2 are the heat contents at pressures Pi and P 2 , respectively, at the same tempera- 
ture, using equation (20.21) and the results in § 21a. Calculate the difference in 
the heat content, in cal. per mole of oxygen, at 1 atm. and 100 atm. at 25° G. 

11. By means of Fig. 14 estimate the change of heat content, in caL, accom- 
panying the compression of 1 mole of ethane at 50° C from 30 atm. to 300 atm. 
pressure. What other information would be required to calculate the change of 
heat content if the temperature were changed, as well as the pressure? 

12. Utilize Fig. 14 to determine the change in AH for the reaction |N 2 (^) 
+ fH 2 (^) - NHs(g') as a result of increasing the pressure from a low value, 
virtually zero, to 200 atm. at 450° K. 
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13: Estimate the difference between AH for the reaction H 2 (g) + |02(6r) 
= HsOC^) for the actual gases each at 1 atm. and 25® C/and the value that would 
be expected if the gases behaved ideally, 

14. The coefficient of cubical expansion a of sodium at 20® C is 21.3 X 10"® 
deg.~^ and the compressibility coefficient is 15.6 X 10“"® megabar”^ (1 megabar 
= 10® bar = 10® dynes cm.-^) ; the density is 0.97 g. cc,-i [Eastman, et ah, /. Am. 
Chem. Boc.j 46, 1184 (1924)], Calculate Cp — Cv per g. atom of solid sodium at 
20® C: and determine Cp at this temperature by using the Debye heat capacity 
equation.; 

15. Show that equation (21.5) can be derived directly from the simplified 
van der Waals equation applicable at moderate pressures (Exercise 7, Chapter II). 

16. Verify equation (21.6). 

17. Give the complete derivation of equation (21.18). 

IS. The simplified form of the van der Waals equation (Exercise 7, Chapter II) 
can also be written as PF = RT + AP, where A is a function of the temperature. 
Show that under these conditions {dCp/dP)T = — T(d‘^A/dT^)p and hence derive 
an expression for Cp — Cp in terms of the van der Waals constants. 

19. By means of equation (21.4), derive an expression for the pressure at 
which Cp — Cf for a van der Waals gas has a maximum value at any given tem- 
perature. Determine the pressure at which Cp — Cf is a maximum for nitrogen 
gas at 25® C. What is the value of Cp — Cf at this pressure? (The experimental 
pressure is about 300 atm. and Cp — Cf is then approximately 4 cal. deg."^ mole~h) 

20. Utilize equation (21.13) to find the pressure at which Cp is a maximum for 
a van der Waals gas. Why is this identical with the pressure at wffiich Cp — Cv 
is a maximum? If Cp for nitrogen is 6.96 cal. deg."^ mole^b calculate the maxi- 
mum value of Cp/Cv for this gas at 25® C, making use of the result obtained in 
the preceding exercise. 

21. Prove Reechos theorem, that for any homogeneous system, 

Cp/Cv = (dP/dV)s/{dP/dV)T. 

Show that this is essentially the basis of the Clement and Desormes method for 
determining y for gases [equation (10.11)], 

22. By means of equation (21.8) explain how a generalized (reduced) chart for 
Cp — Cv could be constructed. 

23. Calculate the Joule-Thomson coefficient of carbon monoxide at 25° C and 
400 atm. pressure, given that {T/V)(dV/dT)p is 0.984, the molar volume is 76.25 
cc. mole"^ and Cp is 8.91 cal. deg."^ mole"^ [Doming and Shupe, Phys. Rev,, 38, 
2245 (1931)], 

24. Determine the value of the Joule-Thomson coefficient for the conditions 
in the preceding exercise, assuming the carbon monoxide to behave as a van der 
Waals gas. 

25. By using equation (22.2) in conjunction with the compressibility factor 
(/c), derive a simple condition for the Joule-Thomson inversion temperature of a 
gas at any (reduced) pressure in terms of the variation of k with the (reduced) 
temperature. 


CHAPTER IX 

ENTROPY: DETERMINATION AND SIGNIFICANCE 

23. The Third Law of Thermodynamics 

23 a. Entropy at the Absolute Zero.— It was seen in § 20a that the entropy 
of any substance at the temperature T, and a given pressure, could be ex- 
pressed by means of the relationship [cf. equation (20.8)] 

S-So^ r^ dT = r Cpd In T, (23.1) 

Jo ^ Jo 

where So is the hypothetical entropy at the absolute zero. If the value of 
^So were known it would be possible to derive the entropy at any required 
temperature from heat capacity data* Following the development of the 
“heat theorem'' of W. Nernst (1906), now chiefly of historical interest, M. 
Planck (1912) made a suggestion concerning the value of Sq which has be- 
come known as the third law of thermodynamics. The first and second laws 
have led to the development of the concepts of energy content and entropy, 
respectively. The so-called third law differs, however, from these in the 
respect that it leads to no new concepts; it merely places a limitation upon 
the value of the entropy. For this reason, some writers hesitate to refer to 
it as a law of thermodynamics. Nevertheless, it is a generalization which 
leads to conclusions in agreement with experience, and hence is a “law'' in 
the scientific sense of the term. In its broadest form the law may be stated 
as follows: Every sulstance has a finite positive entropy, but at the absolute zero 
of temperature the entropy may become zero, and does so become in the case of a 
perfectly crystalline substance. The exact significance of a “perfectly crystal- 
line substance” will be more clearly understood later (§ 24m), but for the 
present it should be taken to represent substances in the pure solid state, to 
the exclusion of solid solutions and amorphous substances, such as glasses.^ 

23b. Experimental Determination of Entropy. — According to the third 
law of thermodynamics the entropy of a pure solid may be taken as zero at 
O^'K; hence So in equation (23.1) is zero for a pure solid substance. The 
problem of evaluating the entropy of such a solid therefore resolves itself 
into the determination of the heat capacity at a series of temperatures right 
down to the absolute zero. The values of Cp/T are then plotted against T, 
or Cp is plotted against In T, i.e., 2.303 log T, for the whole range of tempera- 

1 Lewis and Gibson, J, Am. Chem. Soc., 3% 2554 (1917); 42, 1529 (1920); Gibson, Parks 
and Latimer, zbid.j 42, 1533, 1542 (1920) ; Gibson and Giauque, ibid.^ 45, 93 (1923); Pauling 
and Tolman, ibid., 47, 2148 (1925); Eastman, Chem, Eeu., 18, 257 (1936); Eastman and 
Milner, J, Chem Phys., 1, 445 (1933); see also, Cross and Eckstrom, ibid., 10, 287 (1942). 
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ture; since iSo is zero, the area under the curve from 0° K to any temperature 
T then gives the entropy of the solid at this temperature, and at the constant 
pressure, e.g., 1 atm., at which the heat capacities were measured. Since 
the heat capacity determinations caimot be made right down to the absolute 
zero, the observations are carried to as low a temperature as possible, e.g., 
10° or 15° K; the results are then extrapolated to 0° K. In many cases the 
data can be represented by a Debye function (§ 17c) and the characteristic 
temperature B can be calculated; the values of (Jr down to 0° K can then be 
obtained by equation (17.4) which is applicable at low temperatures. It 
will be noted that the Debye equation gives Cv whereas Cp is required for 
the evaluation of the entropy by equation (23.1). However, the difference 
between these two quantities is so small at temperatures from 0° to 10° or 
15° K as to be quite negligible. This may be seen from equation (21.1), for 
example, since both T and (dV/dT)p, as will be shown below (§ 23d), ap- 
proach zero as the temperatui’e becomes smaller. All the information is now 
available for the determination of the entropy of the solid at any temperature 
up to which the heat capacity is known. 

If the solid undergoes a polymorphic change (or changes), as is frequently 
the case, the heat capacity curve for the solid will consist of two (or more) 
portions, one for each crystalline form. In cases of this type the entropy 
of transition AHt/Tt, where AHj is the molar heat of transition and Tt is the 
transition temperature (§ 19h), must be included in the entropy calculations. 

TABLE XV.* ENTROPIES OF SOLIDS AND LIQUIDS IN THEIK STANDABD STATES AT 
25° C IN CALORIES PER DEGREE PER G. ATOM (OR PER MOLE) 


Elements Compounds 


C (diamond) 

0.58 

Fe(s) 

6.5 

NaP(5) 

13.1 

AgCl(s) 

23.0 

C (grapMte) 

1.36 

Zn(s) 

9.95 

NaCl(s) 

17.3 

Agl(s) 

27.6 

Na(s) 

12.2 

Br,® 

36.7 

NaBr(s) 

20.1 

HgsCb(s) 

47.0 

Mg(s) 

7.77 

Ag(s) 

10.2 

KCl,(s) 

19.8 

PbCIs(s) 

32.6 

Al(s) 

6.75 

h(s) 

27.9 

KBr(s) 

22.6 

MgO(s) 

6.55 

K(s) 

16.2 

Hg(0 

18.5 

KI(s) 

24.1 

Al^OsCs) 

12.5 

Cu(s) 

7.97 

Pb(s) 

15.5 

HsOCO 

16.75 

ZnO(s) 

10.4 


* For further data, see Table 5 at end of book. 


If the substance whose entropy is to be determined is a liquid at ordinary 
temperatures, it is first necessary to make measurements on the solid form 
up to its melting point; the entropy of the solid at this temperature is then 
obtained by the procedure described above. To obtain the entropy of the 
liquid at the melting point it is necessary to add the entropy of fusion, which 
is equal to AH//Tm, where AH/ is the molar heat of fusion and Tm is the 
melting point. The entropy of the liquid at any higher temperature may 
now be obtained by plotting Cp/T against T, or Cp against In T, for the 
liquid; the area under the curve between the melting point and any par- 
ticular temperature, up to the boiling point, then gives the corresponding 
entropy increase which must be added to the value at the melting point. 
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Some actual experimental data will be quoted below (sec Table XVI), 
but for the present sufficient indication has been given of the procedure used 
for determining the entropies of substances which are solid or liquid at ordi- 
nary temperatures. For such substances the standard states are the pure 
solid or pure liquid at 1 atm. pressure (cf. § 12e), and the standard entropies, 
per g. atom (for elements) or per mole (for compoimds), at 25° C, derived 
from heat capacity measurements are recorded in Table XV.^ As stated 
earlier (§ 19h), entropies are usually expressed in terms of calories per degree, 

. and the quantity 1 cal deg.”’b the temperature being on the usual absolute 
scale, in terms of the centigrade degree, is often referred to as an entropy unit 
and abbreviated to E.iJ. 

23c. Entropies of Gases.— For substances which are normally gaseous, 
it is necessary to follow the procedure outlined above for the solid and the 
liquid states up to the boiling point of the latter. The entropy of vaporiza- 
tion AHv/Tbi wffiere AHv is the heat of vaporization and is the boiling 
point, at 1 atm. pressure, is then added to the entropy of the liquid to give 
that of the gas at the normal boiling point. The method may be illustrated 
by the experimental results obtained for nitrogen. The Debye character- 
istic temperature 0 was found to be 68 from low temperature heat capacity 

TABLE XVI. THE ENTROPY OP NITROGEN GAS AT ITS BOILING POINT 



Process E.u. mole*"^ 

0® to 10® K from Debye equation 0.458 

10® to 35.61® K (transition point) by graphical integration 6.034 

Transition, 54.71 cal. mole^VSS.Ol® 1.536 

36.61® to 63.14® K (melting point) by graphical integration 5.589 

Fusion, 172.3 cal. mole~V53.14° 2.729 

63-14® to 77.32° K (boiling point) by graphical integration 2.728 

Vaporization, 1332.9 cal. mole~V77.32® 17.239 

Total 36.31 


measurements on solid nitrogen, and this was utilized to determine the en- 
tropy of the latter at 10° K. At 35.61° K the solid undergoes a change of 
crystalline form, the heat of transition being 54.71 cal. mole”^; the entropy 
of transition is thus 54.71/35.61, i.e., 1.536 e.xj. mole'^^. The melting point 
of the higher temperature crystalline form of nitrogen is 63.14° K, and the 
heat of fusion is 172.3 cal. mole”b giving an entropy of fusion of 172.3/63.14, 
i.e., 2.729 e.xj. mole“^ The boiling point of liquid nitrogen is 77.32° K, and 
the heat of vaporization is 1,332.9 cal. mole“b so that the entropy of vapor- 
ization is 1,332.9/77.32, i.e., 17.239 e.u. mole"“^. These values for the en- 
tropies of the phase changes are added to the entropy contributions of the 
two solid states and the liquid obtained by graphical integration of the ex- 
perimental Cp/T values against T in the usual manner. The complete 

2 For entropies of inorganic substances, see Kelley, U. & Bur, Mines Bull.f 394 (1936), 
434 (1941), also 350 (1932); W. M. Latimer, “The Oxidation States of the Elements, etc.,” 
1938; for organic substances, see G. S. Parks and H, M. Huffman, “The Free Energies of 
Some Organic Compounds,” 1932, and numerous papers in the J, Am, Chem, Boc,y etc. 
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results are recorded in Table XVI®; it is seen that the entropy of gaseous 
nitrogen at its boiling point at 1 atm. pressure is 36.31 e.tj. mole~^. 

If precise heat capacity data were available for the gas, it would be 
possible to evaluate the increase in entropy between the boiling point and 
the standard temperature, e.g., 298.16® K, in the usual m an ner (§ 20a) by 
graphical integration over this temperature range. If Ti is the normal bod- 
ing point and Ta represents the standard temperature, the contribution of 
the gaseous state to the total entropy, at constant (atmospheric) pressure, 
is given by equation (20.9), viz., 

rTiCp 

S, - Si = I ^ dT= I Cpd In T. (23.2) 

However, sufficiently accurate measurements of gaseous heat capacities down 
to the boiling point have usually not been made, and so the entropy con- 
tribution of the gaseous state, assuming ideal behavior, is derived from heat 
capacities obtained from partition functions as described in Chapter VI. 
If the heat capacity can be expressed as a function of the temperature over 
the required range, the entropy change can be derived analytically, as 
described in § 20a. 

For reasons which will become clear later, it is the practice to record 
the entropy of a gaseous substance in terms of an ideal gas at 1 atm. pressure; 
this is the standard state of the gas. The correction to be applied to the 
observed entropy at 1 atm. pressure to give the value for an ideal gas at the 
same pressure was calculated in § 20c. As seen in that section, the correc- 
tion for nitrogen gas at its boiling point was found to be 0.217 cal. deg.”^ 
mole""^. Addition of this quantity to the observed entropy, i.e., 36.31 e.tj., 
gives 36.53 e.u. mole'"^ for the standard entropy of nitrogen gas at its boiling 
point. The additional entropy of nitrogen, as an ideal gas, from the boiling 
point to 298.16® K, i.e., 25® C, at 1 atm. pressure is found by statistical 
methods to be 9.36 e.u., so that the standard entropy of nitrogen gas at 
298.16® K is 36.53 + 9.36, i.e., 45.89 e.u. mole^h 

The standard entropy values of a number of gases will be given later, 
after the calculation of entropies by statistical methods, using partition 
functions, has been described. 

23d. Tests of the Third Law of Thermodynamics. — ^The ultimate test of 
the postulate that the entropy of a perfect solid is zero at 0® K is that it 
leads to entropy values, such as those in Table XV, which, when combined 
with other data, such as heats of reaction, yield results, particularly equi- 
librium constants, which are in agreement with experiment. This aspect 
of the subject will be taken up later in the book (Chapter XIII). In the 
meantime other verifications of the third law of thermodynamics will be 
mentioned. One important fact is that entropies calculated on the basis 
of the third law, in the manner described above, are usually in complete 
agreement with those derived from statistical considerations. A few ap- 

3 Giauque and Clayton, J", Am, Chem. Soc., 55, 4876 (1933). 
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parent discrepancies have been observed, but these are readily explained 
by the ^^imperfect^^ nature of the solid (§ 24m). 

An interesting test of the third law is possible when a solid is capable of 
existing in two or more modifications, i.e., enantiotropic forms, with a 
definite transition point. The entropy of the high temperature form (a) 
at some temperature above the transition point may, in some cases, be 
obtained in two independent ways. First, heat capacity measurements can 
be made on the form (0) stable below the transition point, and the entropy 
at this temperature may then be determined in the usual manner. To this 
is then added the entropy of transition, thus giving the entropy of the a-form 
at the transition point (cf. first three lines of Table XVI). The entropy 
contribution of the A-form from the transition temperature to the chosen 
temperature is then obtained from heat capacity measurements on the 
a-form. The second procedure is to cool the a-form rapidly below the 
transition point so that it remains in a metastable state. Its heat capacity 
can then be determined from very low temperatures up to temperatures 
above the normal transition point, and the entropy of the a-form is then 
obtained directly from these data. Measurements of this kind have been 
made with a number of substances, e.g., sulfur, tin, cyclohexanol and phos- 
phine, and the entropies obtained by the two methods have been found to 
be in close agreement.^ 

The results with phosphine are particularly striking, for this substance 
exists in a high temperature (a) form, with two low temperature modifica- 
tions (0 and y), both of which change into the a-form at the transition points 
of 49.43^ and 30.29® K, respectively. The entropy of the a-form at 49,43® K 
has been obtained in two ways based on the third law of thermodynamics, a 
summary of the results being given in Table XVII. ^ In the first method (I), 


TABLE xvn. THE ENTROPT OP SOLID PHOSPHII«3 AT 49.43® K 


I 

E.iT, inole“"^ 

n 

E.TDr. 

0® to 15® K, iS-form (Debye) 

0.338 

0® to 15® K, 7 -form (Debye) 

0.495 

15® to 49.43® K (graphical) 

4.041 

15® to 30.29° K (graphical) 

2.185 

Transition a at 49.43® K 

3.757 

Transition y a at 30.29® K 
30.29® to 49.43® K (graphical) 

0.647 

4.800 

Total 

8.136 

Total 

8,127 


heat capacity measurements were made on the jS-form up to the 0 a 
transition point (49.43® E); to the entropy obtained from these results was 
then added the entropy of the transition to the a-form, thus giving the 
entropy of the latter at 49.43® K. In the second method (II), measure- 
ments were made on the 7 -form up to the 7 a transition point (30.29® K ) ; 
to this was added the entropy of the transition, so as to give the entropy of 
the of-form at 30.29® K. The increase of entropy of the latter from 30.29® 

^Kelley, /. Am. Chem. Sgc., 51, 1400 (1929); Eastman and McGavock» tbid., 59, 145 
(1937); Stephenson and Giauque, J. Ckem. 5, 149 (1937). 

® Stephenson and Giauque, ref. 4. 
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to 49.43® K was then: derived^' in the usual manner, from heat capacity 
measurements on the a-form in this temperature range. It is evident from 
the data in Table XVII that the agreement between the entropies obtained 
by the two methods is excellent. Strictly speaking, this agreement proves 
only that the two crystalline modifications and 7) of the solid have the 
same entropy at O® K.; The value is not necessarily zero, as assumed in 
Table XVII, but in view of the fact that similar behavior has been observed 
with a variety of substances, both elements and compounds, it is probable 
that the entropy of each solid is actually zero at 0® K. 

According to the third law of thermodynamics, the entropy of a perfect 
crystal should be zero at 0® K at all pressures; hence, it follows that 



By equation (20.15), (dS/dP)T is equal to — (dV/dT)p, and consequently 

SO that the rate of expansion of a solid with temperature should become 
zero at 0® K. Experimental observations have shown that the values of 
(dV/dT)p for a number of solids, e.g., copper, silver, aluminum, diamond, 
sodium chloride, silica, calcium fluoride and iron disulfide, do, in fact, ap- 
proach zero as the temperature is lowered.® Incidentally, this provides the 
Justification for the statement made earlier (§ 23b) that the difference be- 
tween values of Cp and Cf for a solid becomes negligible at low tempera- 
tures. It should be pointed out that what has been proved above is that 
(dS/dP)T approaches zero at the absolute zero; in other words, the entropy 
of a solid becomes independent of the pressure. This does not prove that 
the entropy is actually zero, but it is probable that such is the case. 

24. Statistical Treatment of Entropy 

24a, Entropy and Probability.—It was seen in § 19k that a correlation 
was possible between the entropy of a system and the extent of order or 
disorder. An analogous relationship, which permits of quantitative de- 
velopment, will now be considered between the entropy and the ^'prob- 
ability'^ of a system. Suppose, as in the experiments of Gay-Lussac and 
Joule (§ 9d), there are two similar globes, separated by a stopcock; one globe 
contains a gas, whereas the other is evacuated. If the stopcock is opened, 
then, according to the second law of thermodynamics, there is a very strong 
probability, amounting almost to a certainty, that provided there are present 
a large number of molecules, the gas will distribute itself uniformly through 
the globes. Some light may be shed on this matter by means of the theory 
of probability. Suppose that the whole system consists of a single molecule 

® Buffington and Latimer, J, Am, Ckem, Soc., 48, 2305 (1926). 
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only; there is an equal probability that it will be found in either of the two 
globes, assuming them to have equal volumes. The probability that the 
molecule will be found in one particular globe at any mstant is thus i ; that 
is to say, there is one chance in two of this condition being realized. If there 
are two similar molecules in the system, it can be readily shown that there 
is one chance in four that both will be in a given globe at the same time; 
thus, the probability of this distribution is or In general, for a sys- 

tem containing ¥ molecules the probability that all the molecules will remain 
in the original globe is (|)^. For a globe having a volume of one liter the 
value of N is about 10^^ at ordinary temperature and pressure; even at such 
low pressures as 10~® atm., it would still be of the order of 10^®. The prob- 
ability that the molecules will remain in the original globe after the stopcock 
is opened is thus extremely small. This is also the probability that the 
molecules will return spontaneously to the one globe after having been 
distributed uniformly throughout the two globes. 

Of course, the foregoing calculations deal with an extreme case of non- 
uniform distribution. Nevertheless, it is possible to show by means of the 
theory of probability that the chances of any appreciable spontaneous 
fluctuation from a uniform distribution of the gas throughout the whole 
available space is so extremely small that it is unlikely to be obsen^^ed in 
millions of years, provided the system contains an appreciable number of 
molecules. It is possible to state, therefore, that the probability of the 
virtually uniform distribution of a considerable number of molecules in the 
space available is very large. 

To sum up the situation, it may be concluded that the probability that 
all the molecules of a gas will remain in one part of the space available to 
them is extremely small under ordinary conditions. On the other hand, 
the probability of a virtually uniform distribution of the gas is large. The 
spontaneous process in which a gas, at constant temperature, fills uniformly 
the whole of the available volume is thus associated with a large increase in 
the probability of the system. In general, all spontaneous processes repre- 
sent changes from a less probable to a more probable state^ and since such proc- 
esses are accompanied by an increase of entropy, it is to be expected that 
there may be a connection between the entropy of a system in a given state 
and the probability of that state. 

24b. The Boltzmann-Planck Equation. — If S is the entropy and W is the 
probability of a particular state, then it should be possible to represent 8 
as a function of IF, i.e., S = f(W), To ascertain the nature of this function, 
consider two systems having entropies Sa and Sb^ and probabilities Wa 
and Wsy respectively. If the systems are combined the probability of the 
resulting system is the product Wa X Wb, whereas the entropy, being 
additive (§ 19b), is the sum Sa + Sb; hence, 

Sab =^8a+Sb=^ f(WA X IF^). 

Since Sa is equal to/(IF^) and Sb isfiWs), it follows that 
KWa) +f(WB) ^AWa X IFb). 



24d : . STATISTICAL TREATMENT OF ' .ENTROPY 185 

To satisfy this conditioE it is obvious that the function must be logarithmic*., 
so that it is possible to write ' 

iS — fc ln W + constant, (24,1) 

where is a constant which must have the same dimensions as entropy, 
i.e., energy (heat) X deg.^h It will be seen shortly that k is, in fact, the 
Boltzmann constant, that is, the gas constant per single molecule, equal 
to E/Wf where W is the Avogadro number. The value of the constant term 
in equation (24.1) is not obvious, but the considerations presented by L. 
Boltzmann (1890) and M. Planck ( 1912 ) have shown that it may be taken 
as zero, so that the Boltzmann-Planck equation takes the form 

S=J;lnTF. (24.2) 

There is no complete proof of this expression, and consequently it is to be 
regarded as being in the nature of a reasonable postulate relating the entropy 
of a S3’'stem to its probability. 

24c. Significance of Thermodynamic Probability. — The problem that 
now arises is that of ascribing a precise significance to the “probability of a 
system in a given state, so that its value may be determined. This 
quantity, sometimes called the “thermod^mamic probability,^^ may be de- 
fined as the total number of different ways in which the given system, in the 
specified thermodynamic state, may he realized."^ The complete calculation of 
this probability can be carried out by the methods of statistical mechanics, 
to be described shortly, but in the meantime some general aspects of the 
subject will be considered. In a system consisting of a perfect solid at the 
absolute zero, all the molecules are in their lowest energy state, and they are 
arranged in a definite manner in the ery^stal. It would appear, therefore, 
that under such conditions there is only one way in which the system may 
be realized; thus W is unity, and hence by equation (24.2) the entropy should 
be zero. This conclusion is in agreement with the third law of thermo- 
dynamics. It will be seen later that there are certain solids in which the 
molecules may be arranged in different ways in the crystal in the vicinity 
of the absolute zero. Such solids are not perfect crystals in the sense of the 
third law of thermodynamics, and their entropies are not zero at 0® K. 
Similar considerations apply to solid solutions and to glasses. 

24d. Entropy of Expansion of Ideal Gas. — simple application of equation 
(24.2) in connection with the interpretation of thermodynamic probability, is to 
calculate the entropy of isothermal expansion of an ideal gas. For such a gas the 
energy content, at constant temperature, is independent of the volume, and so the 
thermodynamic probability of the system is determined by the number of ways, 
consistent with the given energy, in which the molecules can occur in the volume 
occupied by the gas. 

Consider a single molecule contained in a vessel which can be divided into two 
equal parts by means of a shutter. If at any instant the shutter is closed, the 

* It may be noted that “thermodynamic probability'* is not a probability in the ordinary 
sense, but is proportional to the latter. 
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chances of the molecule being present in one part is one»lifiif that of it being in the 
whole vessel. In general, the probability’’ of a vsingie molecule being found in any 
volume is proportional to that volume, at constant temperature and energy. If a 
is the thermodynamic probability, i.e., the number of ways in which a single mole- 
cule can occur, in unit volume, the probability for a volume F is then aF. Since 
the same probability is applicable to any one of the N molecules present in the 
given volume, the total probability of, or the number of ways of realizing, the 
system is (aV)^* 

Suppose an isothermal expansion is carried out in which the volume of the 
ideal gas is changed from Fi to Fs. If the corresponding entropies are Si and # 82 , 
and the probabilities are IFi and TF^, it follows from equation (24.2) that the 
entropy change accompanying the process is given by 

W'> 

S2-Si=^h\n~^ 

^ . Wi 

Wot the isothermal expansion of the ideal gas the probalnlities are seen to he pro- 
portional to F^, so that 

(S,-S0T^kln(^^^y 

= kN]:n^- (24.3) 

If the system consists of 1 mole of gas, iV is the Avogadro number, and, assuming 
k to be the Boltzmann constant, as indicated above, it follows from equation 
(24.3) that 

ASr = (-S 2 - Si)r = 5 In S-' , 

y 1 

for the isothermal volume change of an ideal gas. This result is seen to be 
identical with equation (19.26). The identification of ife in equation (24.2) with 
the gas constant per single molecule, and the general form of the Boltzmann-Planck 
equation can thus be justified. 

24e. Statistical Mechanics.—The evaluation of the total probability of 
a system can be carried out by the methods of statistical mechanics. The 
details of the arguments are somewhat involved, but it is sufficient to present 
them in general outline here.^ The state of any single molecule can be 
completely described by’’ specifying the values of / positional coordinates 
and / momenta, where / is the number of '^degrees of freedom'^ of the mole- 
cule, equal to three times the number of atoms it contains. If a hypothetical 
space, known as phase space, having 2 / axes could be imagined, the exact 
state of the molecule could be represented by a point in this imaginary phase 
space. For all molecules with external and internal configurations and 
energies which are virtually equal, within certain very narrow limits, the 
representative points will be found within a particular small volume, called 
a unit cell, in the phase space. By specifying the numbers of molecules 

’ For further discussion, see R. G. Tolman, *^The Principles of Statistical Mechanics/’ 
1938; R. H. Fowler and E. A. Guggenheim, ‘‘Statistical Thermodynamics,’'^ 1939; J. E. 
Mayer and G. M. Mayer, “Statistical Mcchanic.s,” 1940; S. Gladstone, “Theoretical 
Chemistry,” 1944. 
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whose representative' points are to be found in the different unit cells in the 
phase space, the condition of every molecule in the' system is defined. This 
determines the^^ m^ state of the system, as indicated by its ob- 

servable properties, such as pressure, energy, etc. 

For a system of identical molecules, an exchange of molecules between 
different unit cells will not affect the macroscopic state, i.e., the observable 
properties, of the system. Each distribution of the molecules among the 
permissible unit cells corresponding to the same macroscopic state of the 
system is known as a microscopic state. The total number of microscopic 
states then represents the number of different ways in which the given system can 
be realized^ and this is its thermodynamic probability, in the sense defined 
above. If the different possible cells are indicated by the numerals 1, 
2, . . . , i, . . . , the numbers of representative points in each of these cells are 
Ni) N 2 , . . . , iNTi, . . . , their sum being equal to Nj the total number of mole- 
cules in the system. In classical statistics, the molecules, although identical, 
are treated as distinguishable, and so the total number of microscopic states, 
which is equal to the probability of the system, is given by the number of 
possible ways of arranging a total of N distinguishable articles in a number 
of groups, so that there are Ni in the first, Nz in the second, and so on, with, 
in general, iVi in the ith group. The evaluation of the number of ways of 
realizing this arrangement is a relatively simple mathematical problem; the 
result is 



N1IN2I 



(24.4) 


The development of quantum statistics has shown that this expression 
requires modification in two respects. The first arises because there are 
frequently a number of states whose energies are so close together that they 
behave classically as a single state. However, when determining the total 
number of ways a particular state can be realized, this multiplicity must 
be taken into account. Thus, to each energy level, or unit cell, there must 
be ascribed a statistical weight, as stated in § 16b. If gi is, in general, the 
statistical weight corresponding to the ith cell, there will be a choice of gi 
states for each of the Ni molecules, for every possible arrangement of the 
other molecules in this cell; the number of different microscopic states in the 
cell is thus increased by a factor of gi\ Applying this correction to each 
of the cells, equation (24.4) for the probability becom.es 



N\ 


Nil 




(24.5) 


The second change necessary in equation (24.4) is due to the fact that 
the dassical concept of distinguishability of the molecules is found to be 
inconristent with quantum mechanics. In order to correct for this, it is 
necessary to divide equation (24.5) by NI, so that the result is 



£l1 111 
NJ N2I ’ “ i\ri! 


(24.6) 
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This expression may be regarded as a consequence of the classical treat- 
ment modified by the requirements of quantum statistics. However, two 
different forms of quantum statistics, namely the Bose-Einstein statistics, 
which are applicable to photons and to atoms and molecules containing an 
even number of elementary particles, i.e., electrons, protons and neutrons, 
and the Fermi-Dirac statistics, which apply to electrons and to atoms and 
molecules containing an odd number of elementary particles, have been 
developed. These give somewhat different results for the total number of 
ways in which a given state can be realized, but it is important to note that 
at all temperatures and pressures of chemical interest the final expressions 
may be reduced to a form equivalent to equation (24.6). The value of W 
given by the latter may thus be taken as representing the probability of a 
given vstate of a system of iV' molecules. 

24f. Statistical Calculation of Entropy. — Since the evaluation of the en- 
tropy by equation (24.2) requires a knowledge of In W', this quantity will 
now be considered. Upon taking logarithms of equation (24.6), the result is 

In W = (Ni 111 gi + iV ^2 In ^2 + • * * “h Ni In gi + * • * ) 

-- (lni\^i! + lniV^2!+-' + lni^^^^^^^^ ZNilngi -Z^nNil (24.7) 

If the system consists of a very large number of molecules, as is the case 
under normal conditions, the various numbers iV'i, *¥ 2 , . . . , ¥i, . . . , are also 
very large. It is then possible to make use of the Stirling approximation 
for the factorials of large numbers; thus, 

!n¥i! - ¥iln¥i - ¥1 
In.Yg! = ¥2in ¥2 - 

In A^•! - Ni In Ni - Ni 

Upon adding these quantities, and recalling that ¥1 + ¥2 + • • * + ¥i 4 — > 
is equal to the total number ¥ of the molecules in the system, it is seen that 

Eln¥d - EArfln ¥.— ¥, 

This expression may be substituted in equation (24.7), so that 

In TF = ZNi In Ni + ¥. (24.8) 

It was seen in § 16b that in m ideal gas the number of molecules Ni 
possessing energy at the temperature T was given by equation (16.5) as 

JVf = (24.9)* 

* It is of interest to note that this equation can itself be derived from equations (24.4), 
(24.o) or (24.6), so that the treatment does not involve any arguments other than those 
developed here and in the preceding section. 
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where Q is the partition function of the given molecular species. If this 
result is inserted for the second in the term — Nj In JVu the latter becomes 

- W, In AT, - - JV, In ^ 1 '"i 

= W.ln|-JV.Ins. + ^, 

and by combining this result with equation (24.8) it is seen that 

lnW = Nln% + ^^ + N. 

N kT 


The summation is given by equation (16.6); thus, 

= Naeo -|- Niei + . ••-)- Nifi 4- - ■ • = jB — Eo, 
and hence, utilizing equation (16.8), 

TNiSi _ E - Eo _ R'F/dlnQ^ 
kT kT kT V dT )v‘ 

It follows, therefore, that 

InlF^iVlnl + ^^^^^^ + iV. (24.10) 

The value for In IF from equation (24.10) may be substituted in the 
Boltzmann-Planck equation, so that the general expression for the entropy 
of an ideal gaseous system is found to be 

S = fcln W = kNln% + RT ( + kN. 

N \ dT Jv 

If N is the Avogadro number, hN is equal to the molar gas constant Rj and 
then 8. is the molar entropy; hence, 

iS = i21n| + 2?r(^^^^ + S. (24.11) 

For certain later purposes, it is convenient to write this equation in a some- 
what different form by utilizing the Stirling approximation 


so that 


In AT! = Af lnAT - iV, 

A: In Af ! = fcAf In AT - kN 
= RlnN - R. 


Since 


Q 


( 

I 

I 


1 

> 

! 
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it can be readily shown that equation (24.11) becomes 

+ (2412) 

It is seen from the foregoing results, e.g., equations (2411) and (2412), 
that by combining statistical mechanics with the Boltzmann-Planck equa- 
tion it is possible to derive a relationship between the molar entropy of any 
gas, assuming it to behave ideally, and the partition function of the given 
species. Since the partition function and its temperature coefficient may 
be regarded as known, from the discussion in Chapter VI, the problem of 
calculating entropies may be regarded as solved, in principle. In order to 
illustrate the procedure a number of cases will be considered. 

24g. Entropy of Monatomic Molecules: The Sackur-Tetrode Equation.— 
A monatomic molecule has no vibrational or rotational energy, and so the 
only contributions to the partition functions are those for translational 
energy and for possible electronic states. The translational partition func- 
tion is given by equation (16.16), and if the electronic factor is Qe, it follows 
that for a monatomic gas 


where V is the volume occupied. Assuming Qe to be independent of tem- 
perature, as will be the case for the majority of substances at not too high 
temperature (§ 16f), then 




and hence the molar entropy of an ideal monatomic gas is given by equation 
(24.11) as 

S^Eln yj + iR, (24.13) 


where V is now the molar volume. Since the gas is ideal, F may be replaced 
by RT/Pj so that another form of equation (24.13) is 


S = R In 




RT‘ 


+ fE. 


(24.14) 


These are alternative expressions of what is known as the Sackur-Tetrode 
equation, derived in a somewhat different manner by 0. Sackur (1911-13) 
and H. Tetrode (1912).^ 

If the universal constants iV' are separated from m, T, 

P and Qe, which are characteristic of the system, equation (24.14) becomes 

S - jB[f In 7?^ + I In r -- In P + In Qe + In R(2irk/h^y^yN + |]. 

8 Sackur, Ann, Physik, 40, 67 (1913); Tetrode, ibid., 38, 434 (1912); 39, 25o (1913); 
Stern, Physik. Z., 14, 629 (1913). 
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The treatment of units is here the same as that employed in connection with 
the translational partition function in the problem in § 16e; m, A and h are 
in c.g.s. units, and if P is in atm., B in the In R term should conveniently 
be in cc.-atm. deg.-^ mole-h The actual weight m of the molecule may be 
replaced by iV//iV, where M is the ordinary molecular weight. Making 
these substitutions and converting the logarithms, it is found that 

S = 2.303P(f log M + f log r - log P + log Q, - 0.5065), (24.15) 

for the molar entropy, where P is the pressure in atm. It is of interest to 
compare equation (24.15) with (19.22), derived earlier for an ideal gas; since 
Cp for an ideal gas is equal to fP these two expressions are identical in form, 
the constant So, which cannot be derived from purely thermodynamic con- 
siderations, involving the molecular weight of the gas, its electronic multi- 
plicity and a numerical constant. 

If the pressure P in equation (24.15) is taken as 1 atm., the entropy is 
that of the particular substance behaving as an ideal gas at this pressure, 
and hence represents the standard entropy 5® (§ 20c). By taking R as 
1.987 cal. deg."^ rnole”^, equation (24.15) then gives the standard molar 
entropy of the gas in these same units; thus, 

S® == 4.576(1 log M + f log T •+• log Q. - 0.5055), (24.16)* 

in cal. deg.“^ mole~S i-e., e.u. mole~*. It is thus a very simple matter to 
determine the standard entropy of a monatomic gas at reasonable tempera- 
tures. It should be noted that the electronic factor is always included 
in the expression for the entropy, but it was usually omitted from the corre- 
sponding equations in Chapter VI in which the partition function was related 
to the energy and the heat capacity. The reason for this is that the latter 
involve (3 In Q/dT)v only, and if is constant, as it usually is, it makes no 
contribution to the energy or heat capacity. It will be seen from equation 
(24.11), however, that the entropy depends on In Q, as well as on the tem- 
perature coefficient; the actual value of Qe, or rather of In must conse- 
quently be included, even if it is constant. 

Problem: Calculate the standard entropy of atomic chlorine at 25° C. 

The atomic or molecular weight, actually the mean isotopic weight, is 35.46; 
this gives the value oi M;T is 298.2° K, and Q, may be taken as 4.03, as calculated 
in the problem in § 16f, the temperature variation being neglected. Hence, by 
equation (24.16), 

SO = 4.576(1 log 35.46 -f- f log 298.2 + log 4.03 - 0.5055) 

= 39.4 cal. deg.~‘ g. atom~i. 

The calculated standard entropies for a number of monatomic gases at 
25® C are recorded in Table XVIII, together with the entropies obtained 

* The factor 4.576, which is frequently encoimtered in thermodynaroio calculations, 
is equal to 2.303 X 1.987, where 2.303 is the factor for converting ordinary to natural 
logarithms, i.e., In ® = 2.303 log x, and 1.987 is the value of jB in cal. deg.“* mole~*. 
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from heat capacity measurements, as described earlier in this chapter.® For 
these particular elements the ground states are all singlet levels, so that 
Oe is unity in each case. 

TABLE XVIII. CALCUL.ATED AND EXPEEIMB.NTAL E.NTTBOPIES OP 
MONATOMXC GASES AT 25° C 


Gas 

Calc. 

Exp, 

Helium 

30.1 E.u. mole"^ 

29.2 E.u. moIe“^ 

Argon 

37.0 

36.4 

Cadmium 

40.1 

10.0 

Zinc 

38.5 

BSA : 

Mercury 

41.8 

41.3 

Lead 

41.9 

41.8 


24h. Polyatomic Molecules —Since the partition function appears only 
in the form of its logarithm in the general equation (24.11) or (24.12) for 
the entropy, it is permissible, as with the energy and heat capacity, to 
consider the total entropy as the sum of the contributions associated with 
the various forms of energy. As stated in § 16d, this procedure is approxi- 
mate, although very little error can be involved in the separation of the 
translational contribution and also the electronic contribution if the mole- 
cules are almost entirely in the ground state, e.g., at normal temperatures. 
In this event, equation (24.14), (24.15) or (24.16) gives the sum of the trans- 
lational and electronic entropies for any type of molecule, monatomic or 
polyatomic. 

The complete partition function of a polyatomic molecule may now 
be represented by the product Qt X Qu where Qt is the translational, in- 
cluding the electronic, factor, as derived above, and Qi is the combined 
rotational and vibrational, i.e., internal, factor. Since In Q is then equal to 
In Qt + In Qi, equation (24.12) may be written in the form 

= + + (fclnQf + (24.17) 

The expression in the square brackets in equation (24.17), w^hich is of the 
same form as (24.12), gives the combined translational and electronic en- 
tropies, and that in the parentheses is the internal contribution. The con- 
dition of constant volume has been omitted, since the rotational and vibra- 
tional partition functions are independent of the volume of the system (cf. 
§§ 16h, 16j, etc.). It will be noted that the N\ has been included in the 
translational term. As far as the final result is concerned, it is immaterial 
which term contains the iV!, but there are theoretical reasons, which need 
not be considered here, for including it in the expression for the translational 
entropy. Since k In Qf is equivalent to R In Qi, because kN is equal to R, 

3 Lewis, Gibson and Latimer, J. Am. Ckem. Soc.. 44, 1008 (1922); Rodebush and Dixon, 
ibid., 47, 1036 (1925). 
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it follows that the total rotational and vibrational contribution to the 
entropy is given by 

Si = Rln Qi + BT (24.18) 

For accurate results, Qi should be the combined rotational and vibra- 
tional partition function derived from the actual energy levels of the mole- 
cule as obtained from spectroscopic measurements (§ 16k). For most pur- 
poses, at ordinary temperatures, very little error results from the separation 
of Qi into the product of two independent factors, viz., Qr and represent- 
ing the rotational and vibrational partition functions, respectively. Be- 
cause equation (24.18) involves Qi in logarithmic terms only, it follows that 
an expression of the same form can be used to give the separate rotational 
and vibrational entropies. Thus, if Qi is replaced by Qr, the result is Sr, 
the rotational contribution to the entropy, and similarly the vibrational 
contribution Sv is obtained by using for Qi in equation (24.18). The sum 
of Sr and Sv derived in this manner represents Si, which added to St, as given 
by equation (24.14), etc., yields the total entropy. 

24i. The Vibrational Entropy, — It was seen in § 161 that the contribution 
to the partition function of each mode of vibration of frequency o) cm.“^ is 
given by a factor (1 — where x is equal to hcca/kT = 1.439w/r. 

The vibrational entropy is represented by the appropriate form of equation 
(24.18) as 

RlnQ. + RT'^^^, 

and hence it is not a difficult matter to show that the contribution to the 
molar entropy of each mode of vibration is 

s, = - E In (1 - e-). (24.19) 

The terms in equation (24.19) can be readily obtained for any value of x, 
i.e., kcc^fkT, by means of the tables of Einstein functions mentioned 
earlier (§ 16j). 

If X is relatively large, as is the case at moderate temperatures for many 
stable diatomic molecules, which have large vibrational frequencies, e® be- 
comes very large and is very small. It is seen from equation (24. 19) that 
in this event Sv is almost zero. This is true for hydrogen, deuterium, 
oxygen, nitrogen, carbon monoxide and hydrogen chloride, for example, at 
temperatures up to about 370® K. For these molecules, it has already been 
seen (§ 16]) that the vibrational contribution to the energy and heat capacity 
is also negligible at such temperatures. If the vibration frequency m is 
relatively small, or the temperature fairly high, the value of Sv as given by 
equation (24.19) is not negligible; this is the case, for example, with chlorine 
even at ordinary temperatures. Molecules containing more than two atoms 
invariably have at least one vibration with a low frequency which makes an 
appreciable contribution to the entropy at all reasonable temperatures. 
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24j. Nuclear Spin Entropy.— Before considering the contribution to the 
entropy of a molecule associated with its rotational motion, it is necessary 
to refer to the subject of nuclear spin and its effect on entropy. When dis- 
cussing the evaluation of energies and heat capacities from the partition 
function in Chapter VI, the nuclear spin was deliberately neglected. This 
procedure is justified by the fact that the nuclear spin contribution to the 
partition function is a constant factor, independent of temperature, except 
possibly in the vicinity of the absolute zero. However, as emphasized 
earlier in another connection, the expression for the entropy involves InQ 
itself, in addition to its temperature coefficient, and consequently the nuclear 
spin factor must be included. For each atomic nucleus having a spin 
quantum number i, the contribution to the partition function is a factor 
2i + 1 at all reasonable temperatures. It follows, therefore, from equation 
(24.18) that the nuclear spin entropy is R In (2i + 1) for every nucleus in ' 
the molecule. To obtain the total entropy of a molecule the appropriate 
R In (2i + 1) terms must be added to the contribution of translation, vibra- 
tion, rotation, etc. 

Since atoms retain their nuclear spins unaltered in all processes except 
those involving ortho-para conversions, there is no change in the nuclear 
spin entropy. It is consequently the common practice to omit the nuclear 
spin contribution, leaving what is called the practical entropy or virtual 
entropy.* 

It is of importance to note that, except for hydrogen and deuterium 
molecules, the entropy derived from heat capacity measurements, i.e., the 
thermal entropy, as it is frequently called, is equivalent to the practical 
entropy; in other words, the nuclear spin contribution is not included in 
the former. The reason for this is that, down to the lowest temperatures at 
which measurements have been made, the nuclear spin does not affect the 
experimental values of the heat capacity used in the determination of en- 
tropy by the procedure based on the third law of thermodynamics (§ 23b). 
Presumably if heat capacities could be measured right down to the absolute 
zero, a temperature would be reached at which the nuclear spin energy began 
to change and thus made a contribution to the heat capacity. The en- 
tropy derived from such data would presumably include the nuclear spin 
contribution of Rln (2i + 1) for each atom. Special circumstances arise 
with molecular hydrogen and deuterium to which reference will be made 
below (§ 24n). 

24k. The Rotational Entropy. — ^At all temperatures above the lowest, the 
rotational partition function Qr of a diatomic molecule, or of any linear 
molecule^ is given to a good approximation by equation (16.24), i.e., 



ah? ' 


{MM) 


* It may be noted, incidentally, that the practical or virtual entropy also does not 
include the entropy of mixing of different isotopic forms of a given molecuto species. This 
quantity is virtually unchanged in a chemical reaction, and so the entropy change of the 
process is unaffected by its complete omission. 
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where I is the moment of inertia of the molecule and a is its symmetry num- 
ber (§§ 16h, 161). Insertion of this result in equation (24.18) gives the 
rotational contribution to the molar entropy of a linear molecule, 

Sr^Rln-^ + R, (24.21) 

silico d 1e Qr/dT is equal to 1/T* If the recognized values are inserted' for 
the universal constautS'Tr, * and h, in c.g.s. uiiits> and if i? is taken as 1.987 
cal. deg.““^ mole“^j it is found, after .'converting the logarithms, that 

Sr — 4.576(log X + log T — log o- ,+ 38,82) 'cal. ^deg,""^ (24.22) 

the moment of inertia' being still in c.g.s.' units., i.e., g. cm.^. This expression 
gives the molar rotational entropy in conventional e.ij. mole""^ for any 
diatomic or linear molecule. 


Problem: Calculate the total standard entropy of nitrogen gas at 25° C, using 
data in Tables VIII and IX. 

Since the ground state of molecular nitrogen is a singlet level, Qe is unity, and 
the molecular weight M being 28.00, the combined standard translational and 
electronic entropy, the latter being actually zero, is given by equation (24.16) as 

iS; - 4.576(1 log 28.00 + flog 298.2 0.5055) 

= 35.9 E.u. moie“^. 

The vibrational frequency is 2360 cm.”^ (Table IX), and hence i.e., 

Is 11.4. Insertion of this result into equation (24.19) gives a value for Sv that is 
negligibly small. The vibrational contribution to the entropy of molecular 
nitrogen at 25° C may thus be taken as zero. 

The moment of inertia is 13.9 X g. cm.^ (Table VIII), and cr is 2, since 
the nitrogen molecule is symmetrical; hence, by equation (24.22), 

Sr = 4.576Ciog (13.9 X 10“^^) + log 298.2 - log 2 + 38.82] 

== 9.8 E.u. moie'“^ 

The total entropy of nitrogen gas in its standard state at 25° C is thus the sum of 
35.9 and 9.8 e.u., i.e., 45.7 e.u. mole'^, which may be compared with the thermal, 
i.e., third law, value of 45.89 e.u. mole“"^ given in § 23c. 

For a nonlinear molecule^ the rotational partition function [cf. equation 
(16.34)] may be taken with sujKcient accuracy as 


Qr 


8T^(8T^ABCyi%kTy^^ 


and since d In QrfdT is f/T, it follows from equation (24.18) that 

8T2(8ir2iBC)i/2(fcr)»/2 


Sr - i?ln' 






(24.23) 


(24.24) 


where A, B and C are the moments of inertia of the molecule. Extracting 
the constants and converting the logarithms, in the usual manner, it is 
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found that 

Sr - 4,576(1 log ABC + | log T -- log <r + 58.51), (24.25) 

for the molar rotational entropy in cal. deg.""^ mole~^ 

Problem: Calculate the rotational contribution to the molar entropy of am- 
monia at 25*^ C. 

From Table X, the three moments of inertia are 2.78 X 10“^®, 2.78 X lO”^® 
and 4.33 X g. cm.^, is 3 and T is 298.2° K, so that by equation (24.25), 

Sr = 4.576CI log (2.78 X 2.78 X 4.33 X 4 . | |og 298.2 - log 3 + 58.51] 
~ 11.5 cal. deg.""^ mole'"^ 

It is seen that the rotational contribution to the entropy is quite appre- 
ciable, the amount increasing, in general, with the size of the molecule and 
the masses of the atoms, since these cause the moments of inertia to be 
relatively large. 

241. Comparison of Third Law and Statistical Entropies. — If the vibration fre- 
quencies and moments of inertia of a molecule, which are often available from 
spectroscopic measurements, are known, the standard entropy of any gaseous sub- 
stance can be evaluated with a fair degree of accuracy. By the use of combined 
rotational and vibrational partition functions, derived directly from the energies 
in the various levels (§ 16k), more precise entropy values are obtainable. In the 
great majority of cases the entropies obtained by the statistical method, based on 
the Boltzmann-Planck equation, are in complete agreement with those derived 
from heat capacity measurements, utilizing the third law postulate of zero entropy 
for the perfect solid at 0° K. There are a few cases, however, where some dis- 
crepancy has been observed; these are carbon monoxide, nitric oxide, nitrous oxide, 
hydrogen, deuterium, water and organic compounds, such as ethane, in which the 
internal rotation is restricted (§ 16m) . The various types of discrepant behavior 
will now be considered. 

24m. Random Orientation in the Solid.— For carbon monoxide, nitric oxide 
and nitrous oxide, the thermal entropy, based On the third law of thermodynamics, 
is found in each case to be about 1.1 cal. deg."”^ mole~^ less than the value given by 
the statistical method. This result suggests that the entropies of the respective 
solids are not zero at 0° K, as required by the third law, but that they are actually 
about 1.1 E.u. mole”^ A possible explanation of this fact is to be found in the 
similarity between the two ends of the respective molecules, so that the alternative 
arrangements 

CO OC NO ON NNO ONN 

can occur in the crystal lattices. Instead of all the molecules being oriented in 
one direction in the crystal, two alternative arrangements are equally probable. 
The crystal is, therefore, not ^'perfect'' in the sense required by the third law, and 
hence it is not correct to take the entropy as zero at 0° K. If the distribution of 
molecules between the two possible orientations were completely random, the 
probability of the state, as defined in § 24c, would be two, and the entropy should 
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be R In 2, i.e,, 1.38 caL deg. ^ mole b instead of zero for the perfect crystal. The 
observed discrepancy of 1.1 e.e. inole~^ indicates that the arrangement of the two 
alternative orientations in the solid is not completely random at the low tempera- 
tures at which heat capacity measurements were made. In the three instances 
under consideration, the correct entropies are those obtained from the partition 
functions, for these are based on the properties of the gas, and do not involve 
e::trapolation, through the liquid and solid states, down to the absolute zero as is 
necessary for the evaluation of thermal entropies. 

Somewhat analogous considerations apply to the entropy of water vapor. The 
result derived from heat capacity measurements is again lower than the statistical 
value, and this can be accounted for by random orientation of the water molecules 
in the solid. The situation is complicated, however, by the distribution of hydro- 
gen bonds in the ice crystal, and by other factors. In this instance, also, the 
crystal is not perfect, and so the entropy would not be zero at 0® K. The statistical 
value of the entropy is therefore the correct one to be used in thermodynamic 
calculations. ■ 

24ii. Entropy of Hydrogen and Deuterium.— An entirely different phenomenon 
is responsible for the discrepancy between the third law and statistical entropies 
of hydrogen and deuterium. The thermal value for hydrogen is 29.64 cal. deg.“" 
mole“^ at 25® C and 1 atm. pressure, corrected to ideal behavior, but statistical 
calculations give 33.96 cal. deg.""^ mole*"^, including the nuclear spin contribution. 
The latter is In (2{ + 1)^, since the molecule consists of two atoms each with a 
nuclear spin i] for the hydrogen nucleus f is |, and so the nuclear spin entropy is 
in 4, i.e., 2.75 cal. deg.*“^ mole^h If this is subtracted from 33.96 cal. deg.~^ 
mole^h I'he result still differs from the thermal value. The responsible factor in 
this instance is the existence of hydrogen in ortho and para states. The statistical 
calculations are based on the assumption that ortho-para equilibrium is attained 
at all temperatures, but this condition is not realized in the hydrogen used for heat 
capacity measurements (cf. § 16i)- 

Because solid hydrogen at low temperatures still contains the ortho and para 
forms in the normal proportions of three to one, the entropy cannot become zero 
at 0® K. The actual value is equal to the entropy of mixing, as calculated in the 
problem in § 19j, viz., 4.39 e.u. mole""^. If this is added to the apparent third law 
value of 29.64, the result is 34.03 cal. deg.-^ mole'"^, which is in good agreement with 
the statistical entropy, 33.96 cal. deg.~^ mole”h For use in connection with the 
entropies of other substances, when there are no changes in the ortho-para hydro- 
gen ratio, the appropriate value of the practical entropy is obtained by subtracting 
the nuclear spin contribution of 2.75, given above, from the statistical value of 
33.96 cal. deg.“^ mole~^; the entropy of molecular hydrogen is thus taken as 31.21 
E.u. moie"h The data for molecular deuterium must be treated in an analogous 
manner. 

24o. Restricted Internal Rotation. — When there is restriction to internal rota- 
tion of two parts of a molecule with respect to one another, as in ethane and other 
paraffin hydrocarbons, and in alcohols, amines, etc., the calculation of the entropy 
from the partition functions requires a knowledge of the energy which restricts 
rotation. As stated in § 16m, this can be obtained from a comparison of an ex- 
•perimentaliy determined thermodynamic property with that derived by means of 
partition functions. Actually, however, when there is a possibility of restricted 
rotation the entropy is usually obtained from heat capacity measurements. 
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NevertMess, where the necessary data are not available, it is possible to make a 
very satisfactory estimate by the statistical method, the restricting energy being 
assumed to be equal to that in a rdated compound for which the value is known.^® 

24p, Standard Entropies of Gases. — The standard entropies for a num- 
ber of gases, that is, corrected to ideal behavior at 1 atm. pressure, at 25® C 
are recorded in Table XIX.^^ They are based partly ' on ' statistical ealcula-^ 


TABLE XIX.* STANDARD ENTROPIES OF GASES AT 25° C IN 
CAL. PER DEGREE PER MOLE 


H2 

31.21 

HCl 

44.66 

COa 

51.06 

Da 

34.62 

HBr 

47.48 

NaO 

52.58 

Na 

45.77 

HI 

49.36 

SOa 

59.24 

Oa 

49.00 

CO 

47.30 

■ NHa 

46.03 

Cla 

53.31 

NO 

50.34 

CH 4 

44.60 

Br2(^) 

58.63 

HaOC^) 

45.11 

C2H6 

54.85 

Ug) 

62.29 

HaS 

49.15 

C2H4 

52.48 


* For further data see Table 5 at end of book. 

tions and partly on thermal data, depending on which are considered more 
reliable in each case. The values are all practical entropies which may be 
used in conjunction with those given for solids and liquids in Table XV to 
calculate the entropy change in a chemical reaction. These entropy changes 
will be utili25ed for important thermodynamic purposes in Chapter XIII. 
Special problems associated with the determination of the entropies of ions 
in solution will be taken up in Chapter XIX. 

Problem: Calculate the standard entropy change for the reaction 

C(s)+Em) ^CO(g) + EM 

at25® G. 

From Table XIX, the total entropy of the products is 47.30 (for CO) + 31.21 
(for Ha), i.e., 78.51 e.u. From Table XV, the entropy of the reactants is 1.36(0) 
+ 16.75(H20, IB.ll E.XT. The standard entropy change AS° for the reac- 

tion is thus 78.51 - 18.11 - 60.40 cal. deg.”' at 25° C. 

EXERCISES 

1. Since the atoms or molecules in a solid occupy fixed positions they may be 
treated as distinguishable; there is consequently only one way of realizing a perfect 

^0 For reviews, see Pitzer, Chem, Rev,, 27, 39 (1940); Aston, ibid,, 27, 59 (1940); Wilson, 
ibid., 27, 17 (1940); also, H. S. Taylor and S. Giasstone, ^^Treatise on Physical Chemistry,’^ 
3rd ed-, 1942, Chap. IV (J. G. Aston); for empirical methods of treating molecules with 
restricted internal rotation, see Pitzer, J, Chem, Phys,, 8, 711 (1940); Chem: Rev,, 27, 39 
(1940); Pitzer and Scott, /. Am, Chem, Soc., 63 , 2419 (1941); Ewell, Ind, Eng, Chem,, 32, 
778 (1940). 

See Kelley, ref. 2, Latimer, ref. 2; see also, Thacker, Folkins and Miller, Ind, Eng. 
Chem,, 33, 584 (1941), Wagman, Kilpatrick, Taylor, Pitzer and Rossini, J, Res. Noi, Bur, 
Stand., 34, 143 (1945); Wagman, Kilpatrick, Pitzer and Rossini, iUd., 35, 467 (1945); 
Kilpatrick, Prosen, Pitzer and Rossini, ibid., 36 , 559 (1946); for references, see Wilson, 
ref. 10, 
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solid, i.e., its thermodynamic probability is unity. In a solid solution consisting 
of N I molecules of one substance (or form) and iVa molecules of another, the system 
can be realized in NI/N 1 IN 2 I different ways, where N is equal to Ni + Nz* (Note 
that for a substance in the pure state this reduces to unity.) Show that the en- 
tropy of formation of 1 mole of a solid solution from its pure solid constituents, 

i.e., the entropy of mixing, is — R(ni in Ni + Ng In N 2 ), where Ni and iSTa are the 
respective mole fractions []cf. equation (19.32)]. 

2. By assuming a solid solution of silver chloride (ni == 0.272) and silver 
bromide (xa = 0,728) to have an entropy of zero at 0° K, the thermal entropy at 
25® C was found to be equal to the sum of the entropies of the pure constituents. 
Other measurements, not based on the third law, however, indicated that the 
entropy of the solid solution was greater than that of the constituents by about 1,1 
cal. deg moie"’^ (Eastman and Milner, ref. 1). Account quantitatively for the 
discrepancy, ^ 

3. The heat of vaporization of mercury at its normal boiling point (357® C) 
is 13,600 cal. g. atom~b and the mean heat capacity of the liquid is 6.5 cal. 
deg.”"^ g. atorn"^. Assuming the vapor to be an ideal monatomic gas and the 
atoms to be in a singlet electronic state, calculate the entropy of (i) gaseous, 
(ii) Equid, mercury at 25® C. (The actual values are 41.8 and 18.5 e.tj. g. atom""^.) 

4. Use the tables of entropy data to determine the entropy changes accom- 
panying the following reactions: (i) Na(s) + KC1(5) = NaCl(s) + K(s); (ii) 
AgCl(s) +iH2(p) - HCl(^) + Ag(s); (iii) Hg(0 + iO^ig) - HgO(.^). 

5. From the following data, evaluate the third law molar entropy of hydrogen 
chloride as an ideal gas at 1 atm. pressure and ,25® C. The entropy of the soEd 
at 98.36® K is 7.36 e.u. mole”^* at this temperature transition to another solid 
form occurs, the heat of transition being 284.3 cal. mole“h The increase of 
entropy accompanying the heating of the second solid modification from 98.36® to 
158.91® K, the melting point, is 5.05 e.xj. The heat of fusion of the solid is 476.0 
cal. mole"“^. From the melting point to the normal boiling point (188.07® K), the 
increase of entropy is 2.36 e.tj. and the heat of vaporization is 3860 cal. mole^h 
The mean heat capacity of hydrogen chloride gas from the boiling point to 25® C 
may be taken as 6.98 cal. deg.~^ mole'“^ at 1 atm. pressure. 

6- Use the moment of inertia and vibration frequency given in Chapter YI to 
calculate the standard (practical) entropy of hydrogen chloride at 25® C. Com- 
pare the result with that obtained in the preceding problem. 

7. Calculate the standard (practical) entropy of hydrogen sulfide at 25® C, 
using data in Chapter VI. 

8. Show that if the Debye heat capacity equation were applicable, the entropy 
of a perfect solid at very low temperatures should be equal to where Cp is 
the heat capacity at the given temperature. What would be the value in terms 
of the Debye characteristic temperature? 

9. By means of the following data for cyclohexaiiol [Kelley, J, Am, Chem, Soc., 
51, 1400 (1929)], which exists in two crystalline modifications, test the third law 
of thermodynamics. For form I, the Debye characteristic temperature is 112; 
the increase in entropy of the solid, from Cp measurements, from 13.5® to 263.5° K 
is 33.55 E.XJ. At 263.5® K there is a transition to form II, the heat change being 
1 ,960 cal. mole'h The entropy change from 263.5® |o the melting point (297.0® K) 
is 5.02 E.XJ., the heat of fusion is 406 cal. mole“h *:^or form II, the Debye tem- 
perature is 84, and the entropy increase from 13.6® to 297.0® K, the melting point, 
is 45,34 E.XJ. mole“^ 
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10. The following heat capacities in cal. deg.“^ mole“^ have been recorded for 
solid chlorine [Giauque and Powell, /. Am. Ckem. 61, 1970 (1939)]: 


T 

Cp 

T 

Op 

T 

Cp 

T 

Cp 

14.05® K 

0.810 

33.94® K 

4.804 

79.71° K 

9.201 

134.06® K 

11.47 

17.40 

1.331 

42.37 

6.018 

98.06 

10.03 

145.19 

11.92 

19.81 

1.842 

58.59 

7.879 

112.99 

10.57 

155.45 

12.41 

26.37 

3.192 

70.50 

8.720 

123.53 

11.00 

164.99 

12.93 


Determine the entropy of solid chlorine at its melting point, 172.12® K. The 
entropy contribution at temperatures below 14® K should be obtained by assuming 
the Debye equation to be applicable. 

11. The thermal entropy of normal deuterium was found to be 33.90 e.u. 
mole'”^. Normal deuterium consists of two parts of ortho- to one part of para- 
molecules; at low temperatures the former occupy six and the latter nine closely 
spaced levels. The spin of each deuterium nucleus is 1 unit. Show that the 
practical standard entropy of deuterium gas at 25® C is 34.62 e.u. mole-^. (Add 
the entropy of mixing to the thermal entropy and subtract the nuclear spin con- 
tribution.) Compare the result with the value which would be obtained from 
statistical calculations, using moment of inertia, etc. in Chapter VI. 

12. Show that equations (19.25) and (19.26) for the entropy change of an ideal 
monatomic gas at constant pressure and constant temperature, respectively, follow 
from the Sackur-Tetrode equation (24.13) or (24.14). 


CHAPTER X 
FREE ENERGY 



25. The Free Energy and Work Functions 

2Sa. The Work Function.-— Although the entropy concept is the funda- 
mental consequence of the second law of thermodynamics, there are two 
other functions, which utilize the entropy in their derivation, that are more 
convenient for use in many instances. One of these, the free energy, will 
be employed extensively in subsequent portions of this book in connection 
with the study of equilibria, both chemical and physical, and the direction 
of chemical change. 

The work function, represented by the symbol A, is defined by 

A = E - TS, (25.1) 

where E is the energy content of the system, T is its temperature, and S 
its entropy. Since E, T and <8 are characteristic properties of the system, 
depending only on its thermodynamic state and not on its previous history, 
it is evident that the same considerations must apply to the work function. 
Hence A is to be regarded as a single-valued function of the state of the system, 
and dA can be treated as a complete differential (§ 4e). Further, since E 
and S are both extensive properties, A will also be extensive in character, 
its value being proportional to the quantity of matter constituting the 
system under consideration. 

In order to obtain some understanding of the physical significance of the 
work function, consider an isothermal change from the initial state indicated 
by the subscript 1 to the final state indicated by 2; thus, 

Ax = El - TSi and Aa = E 2 - TS 2 , 

so that AA T, the increase in the work function accompanying the process 
at constant temperature, is given by 

Aa — Ai = {Ei — El) — TiSi — Si) 

or . ■; , ■■ r. 

AAt — AEt — TAS. (25.2) 

If AS in equation (25.2) is replaced by Q^ev./T, where Qrev. is the heat taken 
up when the given change is carried out in a reversible maimer, then 

AAt — AEt — Qiev.' (25.3) 

According to the first law of thermodynamics [equation (7.2)], assuming a 
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reversible, isothermal process, 

- F„v. = Ai?r - Qrey.. (25.4) 

Comparison of equations (25.3) and (25.4) shows that 

— AAr = Tfrev., (25.5) 

so that the decrease in the A function in any process at constant temperature 
is equal to the reversible work done by the system. Since the reversible 
work is, under these conditions, the maximum work that can be obtained 
from the given thermodynamic change in state, it follows that in an iso- 
thermal process the decrease of the work function is a measure of the maxi- 
mum work obtainable from that change in state. It is this fact which 
justifies the use of the term “work function” for the quantity defined by 
equation (25.1), although it was at one time called the “free energy” (H. von 
Helmholtz). It should be noted that any given process, isothermal or 
otherwise, is accompanied by a definite change in the value of the work 
function A, but it is only for an isothermal process that this change is a 
measure of the maximum work available. 

Since AAt and AEt are completely defined by the initial and final states 
of the system, the results obtained above, e.g., equations (25.3) and (25.5), 
provide proof of the statement made earlier (§ 8b), that in any isothermal, 
reversible process the values of W and Q are definite, depending only on the 
initial and final states. The work term W here includes all the forms of 
work performed on or by the system. 

25b. The Free Energy. — ^The second, and more generally useful, function 
derived from the entropy is called the free energy, and is defined by 

F = E- T8 + PV, (25.6) 

where P and V refer, as usual, to the pressure and volume of the system. 
This definition may be written in two alternative forms which are frequently 
employed. First, by equation (25.1), A is equal to E — TS‘, hence, 

> = A + PV. (25.7) 

Second, since by equation (9.5), H is equivalent to E + PF, it follows that 

F = H - TS. (25.8) 

Like the work function, the free energy F is seen to be a single-valued fundion 
of the thermodynamic state of the system, so that dP is a complete differential. 
In addition, the free energy, like A, S, E and H, is an extensive property. 
Comparison of equations (25.1) and (25.8) reveals an interesting fact of 
general apphcability: A is related to F in the same manner as P is to H. 
It will be seen later that there are many relationships involving A and E, 
with similar expressions relating P and P. 

For a process taking place at constant pressure, it is evident from equation 
(26.7) that 

APp = AAp -f- PAF. (25.9) 
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If, in 'addition, the chaiige is isothermal one, i.e., the temperature is 
constant, :A4 is' equal to — IFrev., as seen above, so that equation (25.9) gives 

— AFp,T ~ T^ev. •- PAF. : (25.10); 

The quantity If rev. represents the total, reversible work .obtainable in the 
given change; this may include other forms of work, e.g., electrical or surface 
work, in addition to work of expansion. The latter is equal to PAF (§ 3g), 
and so Ifrov. — PaF represents the reversible work, exclusive of work of 
expansion, that can be obtained from a given change in state. This quan- 
tity is sometimes referred to as the net work, and is represented by If rev.? 
SO'' that, by equation (25.10),, , 

— AFp,t === Ifrev.- (25,11) 

The decrease of free energy accompanying a process taking place at con- 
stant temperature and pressure is thus equal to the reversible, i.e., maximum, 
work other than work of expansion, i.e., the maximum net work, obtainable 
from the process. It is because the change in F is a measure of the ''usefuF' 
work that P has been called the free energy.^ It has also been referred to 
as the “thermodynamic potential” (J. W. Gibbs), and** as the “available 
energy” (Lord Kelvin). As mentioned in connection with the work func- 
tion, the value of AF for any change is quite definite, no matter under what 
conditions the process is performed, but only wheii the temperature and pres- 
sure are constant is the free energy change equal to the maximum net work 
available for the given change in state, 

25c. Work Function and Free Energy Relationships. — It was seen in 
§ 19i, for an infinitesimal stage of an isothermal, reversible process, in which 
the work done is restricted to work of expansion^ that [cf. equation (19.18)^ 


dE + PdV 
— T ’ 

(25.12) 

and hence, 


TdS = dE + PdV. 

(25.13) 

By differentiation of equation (25.1), i.e., A = E — 
work function, ' 

TS, which defines the 

dA = dE - TdS - SdT, 

(25.14) 

so that from (25.13) and (25.14), it follows that 


1 

1 

11 

(25.15) 

At constant volume, therefore, dAv — — SdTv, or 


(a—- 

(25.16) 


^ Lewis, Ptoc, Am. Acad, Arts Sci,, 35, 3 (1809); Z^phys, Chem,, 32, 364 (1900); see also, 
G. N. Lew'Is and M. Randall, “Thermodynamics and the Free Energy of Chemical Sub- 


204 FREE ENERGY 25d 

and at constant temperature, r — — PdV^ or 

= P. ' / ■ (25.17) 

T ■ 

These relationships give the variation of the work function with temperature 
and volume, respectively 

Differentiation of equation (25.6), i.e,, P = P — + PF, yields 

dF - dE - TdS - SdT + PdV + VdP, (25.18) 

and for an infinitesimal stage in a reversible process involving only work of 
expansion, use of equation (25.13) reduces this to 

dF^YdP-BdT, (25.19) 

Hence, at constant pressure, dFp = — SdTp, or 

(i), — s- 

and at constant temperature, dFf = FdPr, or 

giving the variation of the free energy with temperature and pressure. 

Comparison of equation (25,16) with (25.20) and of (25,17) with (25,21) 
brings to light another useful generalization: A is related to V in the same 
manner as F is related to P. It is found that by exchanging A for F and 
V for P, equations involving A and V may be converted into analogous 
expressions relating F and P; however, since an increase of pressure corre- 
sponds to a decrease of volume, the change of variable from V to P, or 
vice versa, is accompanied by a change of sign [cf. equations (25.17) and 
(25.21)]. 

It must be emphasized that the results derived above, like those obtained 
in §20b, et seq.^ are applicable only to closed systems^ as stated in § 20g. 
Such systems may be homogeneous or heterogeneous, and may consist of 
solid, liquid or gas, but the total mass must remain unchanged. It will be 
seen later that in some cases a system consists of several phases, and al- 
though the mass of the whole system is constant, changes may take place 
among the phases. In these circumstances the equations apply to the 
system as a whole but not to the individual phases. Since it has been 
postulated that the work done in a change in state is only w’ ork of expansion, 
equal to PdVj the second condition stated in § 20g, that the system is ahvays 
in equilibrium with the external pressure, must also be operative. 

25d. Isothermal Changes in the Work Function and Free Energy, — For 
an isothermal change dT is zero, and hence, as noted above, equation 
(25.15) becomes 

dAT — 


fdA 

\dV 


PdV, 


(25.22) 
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For an appreciable isothermal process the increase AA in the work function 
can be obtained by integration of equation (25.22) between the limits of 
the initial state 1 and the final state 2; thus, 

AAt = (As - Ai)t =- i ''PdV. (25.23) 

. Vi 

Comparison of this result with equation (8.2) shows it to be in agreement 
with the relationship derived in § 25a, between the change in the work 
function in an isothermal process and the reversible work obtainable. 

The corresponding expressions involving the free energy could be written 
down by changing P for F, and altering the signs whei-e necessary, but they 
may be derived in a simple manner. At constant temperature, equation 
(25.19) gives 

dFT = VdP, (25.24) 

and hence for any appreciable isothermal process, 

APr = (Ft - Fi)t = r" VdP. 

J Pi 

In the special case of the system being 1 mole of an ideal gas, V may be 
replaced by Pr/P, so that 

J '*e2 rIP P» 

^ = Pr In (25.25) 

Pi ^ 1 

Since, for an ideal gas, P 2 /P 1 is equal to F 1 /F 2 at couvstant temperature, it 
follows that APr is equal to AAt, as may be seen by replacing P in equation 
(25.23) by RTIV and integrating. It is important to point out, however, 
that this equality applies only to an isothermal process with an ideal gas, 
but it is not true generally. Considerable confusion was caused in the 
earlier development of chemical thermodynamics because of the failure to 
realize this limitation. 

25e. The Gibbs-Helmholtz Equations— If the value of S given by equa- 
tion (25.20) is substituted in (25.8) the result is 

and, similarly, combination of equation (25.16) with (25,1) gives 

A = P+r(||)^- (25.27) 

These two expressions are forms of the equation derived by J. W. Gibbs 
(1875) and H. von Helmholtz (1882), and usually referred to as the Gibbs- 
Helmholtz equation. Upon dividing equation (25.26) by and rearrang- 
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ing, it is readily found that an alternative form is 

K. 


L dT Jp 


(25.28) 


The analogous expression ld{A/T)/dT2r = — EfT^ can be derived from 
equation (25.27), but this is rarely used by chemists. 

There are other forms of the Gibbs-Helmholtz equation which are more 
frequently employed; these deal with changes in the free energy, heat con- 
tent, etc., accompanying an appreciable process. The process may be 
chemical or physical in nature; the only restriction is that it takes place in 
a closed system, i.e., one of constant mass, which is in equilibrium with the 
external pressure. For the initial and final states, indicated by the sub- 
scripts 1 and 2, respectively, of an isothermal process, equation (25.8) 
becomes 

Fi = Hi - TSi and Fi = - TS^, 

so that by subtraction, 

Fi-Fi 

AF 


(H, - Hi) - TiS, 
AH - TAB, 


Sx), 


(25.29) 


where AF, AH and AS represent the increase of free energy, heat content 
and entropy, respectively, for the given isothermal process.* Further, 
from equation (25.20), 


-] - ['-^1 • 
jp L jp 


dT Jp 

j~ 6(F3 -Fi) l _ r^(AF)' 


dT 


(25.30) 


(25.31) 


If this result is inserted into equation (25.29) there is obtained 

a very useful form of the Gibbs-Helmholtz equation. 

Similarly, by means of equations (25.1) and (25.16) it is possible to 
derive the analogous expression 


AA =AE + t\ . 

L Jr 


(25.32) 


Still another form of the Gibbs-Helmholtz equation may be developed 
from (25.31) by utilizing the same procedure as was employed in converting 
equation (25.26) into (25.28); thus, dividing through equation (25.31) by 

* Subscripts T have been included to indicate that constant temperature is 
implied, but this condition is usually understood. 
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and rearranging,:' the resulting expression may be put in the form 
r a(AF/T) l 

L ' dT jp 


(25.33) 


This equation represents the variation of AF, or rather of AF/r, with tem- 
perature at constant pressure. If AH is expressed as a function of the tem- 
perature (§ 12k), it is thus possible, upon integration, to derive an expression 
for AF in terms of the temperature. This matter, as well as other applica- 
tions of the various forms of the Gibbs-Helmholtz equation, will be taken 
' up in later sections. ' ■ 

Attention may be drawn to the fact that although certain restrictions 
were mentioned in the course of the foregoing deductions, the final results 
are of general applicability. The Gibbs-Helmholtz equations (25.31), 
(25.32) and (25.33), for example, will hold for any change in a closed system, 
irrespective of whether it is carried out reversibly or not. This is because 
the values of AF and AH (or AA and AH) are quite definite for a given change, 
and do not depend upon the path followed. The only condition that need 
be applied is the obvious one that the system must be in thermodynamic 
equilibrium in the initial and final states of the process, for only in these 
circumstances can the various thermodynamic functions have definite 
values (§4d). 

25f. Conditions of Equilibrium. — An important use of the free energy 
and, to some extent, of the work function, is to obtain simple criteria of 
spontaneous processes and of thermodynamic equilibrium which lend them- 
selves very readily to practical application. The result derived in § 19e, 
that for a spontaneous (irreversible) process there is a net increase of entropy 
of the system and its surroundings, is based on equation (19.14); in other 
words, the essential fact is that in an irreversible process A — > B, the sum 
of the q/T terms for all the isothermal stages is less than the increase in 
entropy of the system. Hence, in an infinitesimal stage of an irreversible 
process q/T is less than dS, i.e., 

dS > ^ (irreversible process), 

where dS refers to the system alone j and not to the net entropy of the system 
and surroundings. For a reversible change, on the other hand, dB, by 
definition, is equal to q/T^ so that 

dS — ^ (reversible process). 

It is, therefore, possible to combine these two results in the general ^ression 

(25.34) 


dS ^ 


n 
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where the “greater than” sign refers to an irreversible process, while the 
“equal to” sign applies to a reversible process which, as seen in § 8a, is a 
succession of equilibrium states. 

By the first law of thermodynamics, g = dE w [cf. equation (7.5)], 
so that (25.34) may be written in the form 

dS '^ (25.35) 

If, in any process, the energy content remains constant and no work is done 
against an external force, dE and w ai^e both zero; hence, 

dS > 0, if dE^ O and w ^ 0, (25.36) 

In the event that the external pressure is the only “force/' the work is 
entirely work of expansion, i.e., PdV; the condition that w is zero is then 
satisfied when dV is zero, i.e., the volume is constant. In these circum- 
stances, equation (25.36) becomes 

dSE.v > 0, (25,37) 

where the subscripts E and F indicate constancy of these properties. Con- 
sequently, when the energy and volume are maintained constant, the entropy 
of a system increases in a spontaneous process, but remains unaltered for a 
small change in the system when it is in a state of thermodynamic equi- 
librium.* In other words, the entropy of a system at equilibrium is a maximum 
cd constant energy and volume, since a spontaneous process always represents 
a closer approach to the equilibrium state under the given conditions. 

By combining equation (25.14) with (25.35) it follows that 

where the “less than" sign now refers to the spontaneous (irreversible) 
process. If the temperature is maintained constant and no work is done, 
so that dT and w are zero, 

dA ^ 0, if dT = 0 and = 0. 

Again, when the work is solely work of expansion, the result may be written 
in the form 

dAT.v ^ 0. (25.38) 

This means that in a state of thermodynamic equilibrium, at constant temperor^ 
ture and volume, the work function is a minimum; under the same conditions 
a spontaneous process is accompanied by a decrease in the work function. 

* Since dS in equations (25. 34) to (25.37) refers to the gain in entropy of the system 
akme, it depends on the initial and final states only and not on the path between them; hence, 
8b,v will increase in any change that is potentially spontaneous, even if it is actually carried 
out in a reversible manner, provided E and V are constant. Compare in this connection the 
first footnote in § 19e, which refers to the entropy of the system and its surroundings. 


25g THE FREE ENERGY AND WORK FUNCTIONS 209 

When the work is only work of expansion, and the system is alwaj^s in 
equilibrium with the external pressure, to in equation (25.35) may be re- 
placed by PdV, where P is the pressure of the system; thus, 

TdS ^ dE + PdV. 

If tills result is combined with equation (25.18), it is seen that 

dF ^ VdP - SdT, 

and hence at constant temperature and pressure, 

dFT, p ^ 0, (25.39) 

where the /dess than'^ sign refers to a spontaneous process. Since most 
chemical reactions and many physical changes are carried out under condi- 
tions of constant temperature and pressure, equation (25.39) is almost in- 
variably used, rather than (25.37) or (25.38), to give the conditions of a 
spontaneous process or of thermodynamic equilibrium. Since dFr, p is either 
less than or equal to zero, according as the system changes spontaneously 
or is in equilibrium, it follows that /or a system in equilibrium, at a given 
temperature and pressure, the free energy must be a minimum. Further, all 
spontaneous processes taking place at constant temperature and pressure are 
accompanied by a decrease of free energy. This conclusion is of fundamental 
significance, for it provides a very simple and convenient test of whether a 
given process is possible or not. For an appreciable proceSvS, such as a 
chemical reaction, carried out at constant temperature and pressure, equa- 
tion (25,39) may be written as 

AFr.P ^ 0, (25.40) 

a form in which the condition for a spontaneous process or for equilibrium 
is frequent!}^ employed (Chapter XIII). 

25g. Work Function and Free Energy from Partition Functions-^ — For 
1 mole of a gas which behaves ideally, PV is equal to RT, and so equation 
(25. G), which defines the free energy, may be written 

F ^ E - TS + RT. (25.41) 

Utilizing equations (16.8) and (24.11), for E and S respectively, in terms of 
the partition functions, it follows that for 1 mole of an ideal gas, 

F = jSo - In I , 

F - 7?o = - RT In (25.42)* 

* It should be noted that in this section Q refers to the partition function. 
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It is seen from equation (25.41) that at 0® K, when !r is zero, F and E are 
identical, and hence equation (25.42) may also be expressed in the form 

F - Fo =- firing- ^5.43) 

These equations permit the calculation of the molar free energy of an ideal 
gas, with reference to the value in the lowest energy state, i.e., at 0° K; they 
will be used in Chapter XIII in connection with the determination of equi- 
librium constants and the free energy changes accompanying chemical 
reactions. 

Since the work content A is equal to — PF [^equation (25.7)], and 
hence to P — BT for 1 mole of an ideal gas, it is seen from equation (25.42) 
that 

A ~ E,^- RTln%- RT, 


and this may be written in the equivalent form 

A - Ao=~BTln^ - RT, (25.44) 

since A and E are equal at the absolute zero. 

25h. Thermodynamic Formulae, — It is of interest at this point to refer to 
certain general procedures which may be used for the derivation of thermodynamic 
relationships. One of these, which has been already employed from time to time, 
is the following. If a; is a single-valued function of the variables y and z, e.g., a 
thermodynamic property of a closed system, it is possible to write for the complete 
(exact) differential dx, 

dx = Mdy + N^y (25.45) 

where M and N are also functions of the variables. If z is constant, so that dz 
is zero, then equation (25.45) yields the result 

(g)^ = M, (25.46) 

whereas if is maintained constant, so that dy is zero, 

(|)_-Ar. (25,47) 


If equation (25.46) is differentiated with respect to z, with y constant, and (25.47) 
with respect to y, with z constant, the results must be identical, so that 


\ 3a A \ 3y A 


(25.48) 


This result, sometimes referred to as the Euler criterion, or the reciprocity relation- 
ship, will now be used to derive some thermodynamic expressions. 
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An examination of the present and preceding chapters will reveal four analogous 
equations which are of the form of (25.45) ; these are 

(i) dE = TdS - PdV 

(ii) dH = TdS 4- VdP 

(iii) dA = - SdT - PdV 

(iv) dF = - SdT + VdP 

[cf. equations (20.1) or (25.13), (20.13), (25.15) and (25.19), respectively]. By 
the use of equation (25.48), there follow immediately the four Maxwell relation- 
ships, viz.. 


(a = ( 


(^] =-(^) 
\ds)v 

dS )p 
dP\ 
dTjv 
£F\ 
dTjp 


dP ) 

as \ 

dV ) 
dp) 




from (i) 
from (ii) 
from (iii) 
from (iv). 


If X and Y are functions of the variables x, y and 2 , such that 

dX s= Ldy + xdz 
dY = Ldy + zdx^ 

then by equation (25.46) or (25.47), 


( 




. /> 


By appljdng this result to the expressions (i), (ii), (iii) and (iv), a new set of 
relationships can be derived as follows: 


^ /^\ 
dS jv \ r - 

dVjs 

dPjs 


. as h 

M\ 
dVh 

(i), 

Mi = (Mi 


from (i) and (ii) 
from (i) and (iii) 
from (ii) and (iv) 
from (iii) and (iv). 


bT)y \dT/p 

By the use of equations analogous to (4.‘9) and (4.10), and the familiar mathe- 
matical relationship of the form 

' dz\ 


(cf. § 21b), numerous thermodynamic equations can be derived. 


(I). 


/dx' 
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Since there are eight comrnoR thermodynamin variables, viz., P, V, T, E, TI, 
S, A and F, there are possible 8 X 7 X 6, i.e., 336, first (partial) derivatives, and 
a large number of relationships among them exist. P. W. Bridgman tl914) has 
devised a system which permits the derivation of an expression for any of these 
first derivath'es in terms of three quantities which are, in general, capable of 
experimental determination, viz., {dV/dT)p, (i5F/dP)j’ and {dH/dT)p, i.e., Cp. 
The procedure adopted is to write in a purely formal manner 

/ dx\ _ {dx)z 

where x, y and z represent any of the eight variables, and then to make use of the 
Bridgman formulae to obtain the appropriate values of (dx), and idy)z. There 
are actually fifty-six such formulae, but since (dx)i is equal to — (dz)x the number 
is effectively reduced to the twenty-eight results given below. 

(ar)p = - op)t = 1 
(ay)p =-{dP)v = idv/dT)p 
{dS)p^-{dP)s = Cp/T 
{dE}p = - {dP)E = Cp - P(dV/dT)p 
idH)p=-{dP)H = Cp 
{8F)p = - {dP)p = - S 
(aA)p = - {dPU =-S- PidV/dT)p 
■(dV)T = - idT)v = - idV/dP)T 
{dSh = - (dT)s = {dV/dT)p 
(dE)T = - {dT)E = T(dV/dT)p ■+ P{dV/dP)T 
(dHh = - idT),r = - F + T(dV/dT)p 
{dF)T = - {8T)p = - F 
idA)T ^ - {dT)A = P(dV/dP)T 
(aS)v =- OF)s = Cp(dV/dT)p/T -b idV/dT)% 

(dE)v = - {dV)B = CpidV/dP)T + TidV/dTYp 

idH)v = - idV)H = Cp(dV/dP)T + TidV/dT)% - V(dV/dT)p 

{dF)v = - idV)F = - V{dV/dT)p - S(dV/dP)T 

{dA)v idV)A ==- S{dV/dP)T , 

(dE)s =- (dS)E PCp(dV/dT)T/T +Pidy/dTyp 

(dHh=- {dS)H VCp/T 

(aP),5 = - (dS)F = - VCp/T + S(dV/dT)p 

(ari)s = - idS)A = PCp(dV/dP)T/T -f- P(dV/dT)l. + S(dV/dT)p 

{dH)E = - (dE)H = - F[Cp - P(dV/dT)p2 - PZCpidV/dP)T -b Ti,dV/dT)%2 

(dP)^ =- idE)p =- FCCp.- P(dy/dT)p2 + siTidy/dT)p -b P(aF/ap)j.] 

(ari)a = - {dE)A = PlCp{dy/dP)T + T{dV/dT)%2 

(dF)i, = - {dH)F = - y(Cp + S) + TS{dy/dT)p 

{dAh = - m)A = - [S + P(aF/aP)p][F - T{dy/dT)p2 -b Piay/dPh 

(dA)F = - (aP)x = - scF + p(dy/dP)T2 - py{dv/dT)p. 

The use of the Bridgman formulae may be illustrated by employing them to 
derive an expression for idT/dP)ii, which is the Joule-Thomson coefficient (§ lib). 
The required results are 

(dT)H = - idH)r = F - T{dy/dT)p 

idP)a = - idH)p =-Cp, 


26a 


CHEMICAL POTENTIAL 


213 


so that 



as: in, ■equation (22.2).^ ■ • 

26 . Chemical Potential 

26a. Partial Molar Properties. — Although the ■concept of partial molar 
quantities is employed in connection with thermodynamic properties other 
than the free energy (see Chapter XIX), the partial molar free energy will 
be used so frequent^ that the opportunity may be taken to introduce some 
of the general ideas here. It has been mentioned, from time to time, that 
the results obtained so far are based on the supposition that the system 
under consideration is a closed one, that is, one of constant mass. The 
change of any thermodynamic property is then due to a change in the state 
of the vsystem> and not to the addition or removal of matter. In the study 
of systems consisting of two or more substances, i.e., solutions, and of 
heterogeneous systems containing two or more phases, it is necessary to 
consider open systems, where composition and mass may vary. In this 
connection the concept of partial molar properties, as developed by G. N. 
Lewis (1907), is of great value.^ 

Consider any thermodynamic extensive property, such as volume, free 
energy, entrop 3 q energy content, etc., the value of which, for a homogeneous 
system, is completely determined by the state of the system, e.g., the tem- 
peratui’e, pressure, and the amounts of the various constituents present; 
thus, 0 is a function represented b}^ 

(? = /(r, P, ni, no, . . ., 7ii, . . .), (26.1) 

where ni, n 2 , . . . , n,-, . . are the numbers of moles of the respective con- 
stituents, 1,2, . . . , t, . . . , of the system. If there is a small change in the 
temperature and pressure of the sj^'stem, as well as in the amounts of its 
constituents, the change in the property 0 is given by 


dG 


= (If 


+ 




^ dfii J Y, 


dG \ , , 

•^]dni + 

. drii jT,P,nu-' 


•. (26.2) 


The derivative {dG/dni)T,p,n ^, ... is called the partial molar property for the 
constituent and it is represented by writing a bar over the symbol for 


2 Bridgman, Fhys, Rev,, 2, 3, 273 (1914) ; see also, P. W. Bridgman, “Condensed Collec- 
tion of Thermodynamic Formulas,^' 1925; for other generalized treatments, see Shaw, 
Phil, Trans, Roy- 8oc,, A234, 299 (1935), or summary in Margenau and Murphy, “The 
Mathematics of Physics and Chemistry,” 1943, p. 18; Lerman, J. Chem, Phys., 5, 792 (1937 ) ; 
Tobolsky, ibid,, 10, 644 (1942). 

3 Lewis, Proc. Am. Acad, Arts Sd,, 43, 259 (1907); Z, phyalk. Chem,, 61, 129 (1907); 
see also, G. N. Lewis and M. Randall, ref. 1; Am, Chem. Soc„ 43, 233 (1921). 


214 


FREE ENERGY 


26b 


I 

i 

k 


the particular property, i.e., (xij so that 


\=0u (^) ==^, etc. (26.3) 

\3ni/3',p,n,,iij, ... \oW2 /r.P.ni.n,. ... 

It is thus possible to write equation (26.2) in the form 

\^T / \^P / T,nt,n%,»*» 

+ Gidui + Qdrh + • • • Gdni + * * •* (26.4) 


If the temperature and pressure of the system are maintained constant, 
dr and dP are zero, so that 

dGT,p - <?id% + 52dn2+ • • * <?.dni + • • •, (26.5) 


which gives, upon integration, for a system of definite composition, repre- 
sented by the numbers of moles ni, m, . . . , ni, . . . ,* 

(?y P JJ =: UlGl + 7hG2 + • • • + 4" * • • . (26.6) 

By general differentiation of equation (26.6), at constant temperature 
and pressure but varying composition, it is seen that 

d(?y,p == (uidGi + Gidni) *+• (TtdG^ + ^sdr^) + • *j 

4" (udGi 4” GidUi) 4" • * • 

= {uidGi 4 " 'i^^dGi 4 “ • * • 4 “ ndGi 4 - • * • ) 

+ (Gidni 4- Gdn2 + • ' * + Gidrii 4- • • •)• (26.7) 


Comparing this result with equation (26.5), it follows that at a given tem^ 
percdure and pressure 

nidGi 4 “ ndG% A' • * * 4 * n,dGi 4 * * * * = 0 , ( 26 . 8 ) 


which must obviously apply to a system of definite composition. This 
simple relationship is the basis of the important Gibbs-Duhem equation 
(§26c), first derived by J. W. Gibbs (1875) and later, independently, by 
P. Duhem (1886). 

26b* Physical Significance of Partial Molar Property.— The physical sig- 
nificance of any partial molar property, such as the partial molar volume, 
partial molar free energy, etc., of a particular constituent of a mixture may 
now be considered. According to equation (26.3), it is the increase in the 
property G of the system resulting from the addition, at constant temperature 
and pressure, of 1 mole of that substance to such a large quantity of the 
system that its composition remains virtually unchanged. However, a more 
useful picture is obtained from equation (26.6): this states that the sum of 
the nfSi terms for all the constituents is equal to the total value G for the 
system of given composition at constant temperature and pressure. Hence, 
the partial molar property Gi of any constituent may be regarded as the 

* In general, ©onstaat composition wj’i be indicated by the subscript n, as in 
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contriliHtioE of 1 inole "of that constituent to the total value of the property 
(r of the system under the specified conditions.' ■ Upon firet consideration 
it might be imagined, in view of this interpretation, that the partial molar 
property Gi was equal to the value of ■■(?■» for 1 mole of "the constituent i in 
the pure state. It will be seen later that this is only true in certain limited 
circumstances. In general, in a solution is not equal to Gi for the pure 
substance, and further, the value of Gi varies as the composition of the 
system is changed.^' 

It ma>^be pointed out, in view of equation (26.6), that the partial molar 
property Gi is an intensive property (§ 4d), and not an extensive one; that 
is to say, its value does not depend on the amount of material constituting 
the system, but only on the composition, at the given temperature and 
pressure. Allowance for the quantity of each constituent is made by the 
appropriate values of ni, n 2 , . . rii, . . in equation (26.6), so that niGi, 
^ 2 ^ 2 , . . . , UiGif . . . , are the contributions to the total value of the property 
G, This same conclusion can be reached by precise mathematical argu- 
ments based on the use of Euler^s theorem on homogeneous functions. At 
constant temperature and pressure the property G is a homogeneous func- 
tion of the numbers of moles (rii) of degree unity; hence, the derivative of G 
with respect to n,*, i.e., Gi, in general, will be a homogeneous function of 
degree zero. In other words, the partial molar property is independent of 
the thiS and hence of the amounts of material in the system. It should be 
remembered, however, that Gi is not independent of the composition of the 
system, that is, of the ratio of the various w's to one another. 

26c. Partial Molar Free Energy: The Chemical Potential. — ^Although 
the partial molar quantities of various thermodynamic properties will be 
considered in the course of this book, the discussion at present will be re- 
stricted mainly to a consideration of the partial molar free energy, that is, 
Pi for the ^th constituent. This quantity is, for present purposes, identical 
with the function described by J. W. Gibbs, known as the molar chemical 
potential or, in brief, the chemical potential, and which is represented by 
the symbol ju. Hence, by the definition given above, the partial molar free 
energy or chemical potential of a constituent of a mixture is 


, dnijT,p, ni, ... 




Mi. 


(26.9) 


It is thus possible to rewrite equation (26.4), replacing G by F, and using 
yJs for the partial molar quantities, to give 

■4" iiidni + Msdws + * • * + + * • •• (26.10) 

* For a system consisting of a single (pure) substance, the partial molar property Qi has 
oniy a formal fittgmficance, for it is then identical with the molar property Gi. 
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In the special case when there is no change in the numbers of moles of 
the various substances present, that is to say, when the system is a closcfl 
one, dni^ drhf etc., are all zero, so that equation (26-10) becomes 




It has been shown previously (§ 25c) that for an infinitesimal change in a 
closed system, in equilibrium with the external pressure, 


so that, equating coefficients, 




( 26 . 11 )' 


( 26 . 12 ) 


These equations are identical, as of course they should be, with equations 
(25,20) and (25.21) which are applicable to a closed system. If these results 
are now substituted in equation (26.10), it follows that for the open system 


SdT + VdP + fjLidni -j- -!- ••• + indui + 


( 26 . 13 ) 


At constant temperature and pressure this becomes 

dFr.p = yidfhi + yzd'th + *•• -}- padui + * • *, (26.14) 

which is of the same form as equation^(26-5). 

When the partial molar property &i is the partial molar free energy 
equation (26.8) becomes 

nidfxi + “h • * • + UidpLi 0, (26.15) 

which is one form of the Gibbs-Duhem equation, applicable to a s3?-stem at 
constant temperature and pressure. This equation has many applications, 
especially in connection with the study of liquid-vapor equilibria, such as 
are involved in distillation. 

26d, Equilibrium in Heterogeneous System, — The condition represented 
by equation (25.39) for a system at equilibrium, viz., 


is applicable to a closed system. As indicated earlier, it is possible for a 
system consisting of several phases to be closed; nevertheless, one or more of 
the constituent phases may be open, in the sense that there may be exchanges 
of matter between them. In a case of this kind, the change of free energy 
of each phase (open system) for a small change at constant temperature 
and pressure is given by equation (26,14), and for the system as a whole 
(closed system) dFr,p is given by the sum of the changes for the individual 
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phases. If the whole system is in equilibrium, at a given temperature and 
pressure, dFr.p is zero, as seen above, and hence, by equation (26.14), 


= 0, 


(26.16) 


where the summation includes all the ijdn terms for all the phases constituting 
the system. This result forms the basis of the well known ^^phase rule^^, as 
will be seen' in ,§ 28a. 

26e. Alternative Definitions of Chemical Potential.— Although the definition, 
of the chemical potential as the partial molar free energy is the one which is most 
generally useful in chemical thermodynamics, it is of interest to show that it can 
be defined in other ways. This Justifies the use of the general term ^ ^chemical 
potential'^, indicating that the property’ has a wider significance than the partial 
molar free, energy. 

The energy content of a system, like the free energy, may be expressed as a 
function of the thermodynamic coordinates and masses of the constituents; for 
the present purpose it is convenient to choose as the coordinates the entropy and 
the volume. Hence, it is possible to write 


dE = 


ds) 


dS + 

F,N 


mi 


dV+ ( 

N 


/dE\ 


7,712,*. 


+ 


— — I drii + 
oni / S,V,nu^^ 


(26.17) 


By utilizing equation (19.18) or (25.13), it is readily seen that (dj&/dS)v,N and 
(djB/dF)s,N, which refer to constant values of the n^s and hence are efiectively 
applicable to a closed system, are equal to T and — P, respectively. Conse- 
quently, it follows that 




/dB\ 


dE = TdS - PdV + + ■ • ■ + { ^ ) dm + • ■ ■ . (26.18) 

\ ... \ dni ... 

From the definition of P as E — + PF [[equation (25.6)], there is obtained 

upon differentiation equation (25.18), viz., 

dF ^ dE - TdS - SdT + PdF + FdP, 

and hence at constant temperature and pressure, i.e., dT and dP are zero, 

dFT,F == dE - TdS + PdV. 

Combination of this result with equation (26,18) then gives 

dFr.p = ( dni + ( dn2 + — -V ( v — ^ dui (26.19) 

\ oni / V, 712 , . . > \ / 5, F, ni, . . . \ dni / S, F, rn, . . * 

Since the values of dni^ dn^, etc., are independent of one another, it follows from a 
comparison of equations (26.19) and (26.14), that 


Ml 




dUi / S,V,r 


M2 




dn2 J s,v,i 


etc., 


which are alternative definitions of the chemical potentials. It should be under- 
stood that idE/dni)s,v,ni,... etc., are not partial molar energies, for they refer to 
constant entropy and volume, and not to constant temperature and pressure. The 
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partial molar energy content would be defined by and this is, 

of course, not equal to the chemical potential. 

By means of arguments similar to those employed above, it can be shown that 
the chemical potential may also be defined in other ways, vi25., 


Ml 


/ M \ = f M ^ = _ r / y . ( 26 . 20 ) 

\dni/s,p,n2 \oni / T.v.ni,... \dni ... 


26f. Variation of Chemical Potential with Temperatnxe and Pressure. — 
The variation of the chemical potential of any constituent of a system with 
temperature may be derived by differentiating equation (26.9) with respect 
to temperature, and equation (26.11) with respect to n,-; the results are 


dW 

driidT 


and 


d^F 

dTaui 


/as 

\dn 


= 

\ dT /p,i 

t)r, 


= - s. 


P, n^, .. . 


(26.21) 


(26.22) 


the latter being equal to the partial molar entropy, by definition. Since 
dF is a complete differential, the order of differentiation is immaterial, and 
hence equations (26.21) and (26.22) are equivalent, so that 


2 dT /p.N 


Bi, 


(26.23) 


This result is analogous to equation (25.20) w^hich is applicable in particular 
to a pure substance. 

By equation (25.8), F = H -- TS, and differentiation with respect to 
the temperature, pressure and the numbers of moles of the other constituents 
remaining constant, gives 


\dni /T,P,n^, \ 

or, in alternative symbols, 


dni/T^P.ni, 


'(-) 

\ ariy J T,P,ni. .. 


Si - TSi. 


If the expression for the partial molar entropy given by equation (26.23) 
is introduced, it is seen that 


Mi 


T 


\dTjf 


Si, 


(26.24) 


which is a form of the Gibbs-Helmholtz equation (§ 25e). Upon dividing 
through both sides of equation (26.24) by T^, the result, analogous to 
(25.28), is 


■£W^1 

dT 




m 

T' 


( 26 . 26 ) 
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This equatioa is particularly useful for expressing the variation of the 
chemical potential with temperature, at constant pressure and compodtion, 
of any constituent of a gaseous, liquid or solid solution. 

The effect of pressure on chemical potential may be derived by differ- 
entiating equation (26.9) with respect to pressure and (26.12) with respect 
to »,•; it is seen that 


dF ^ /^\ 
dUidP \9P/r,N 



so that 

whicli may be compared with the analogous equation (25.21) for a closed 
system, e,g., a pure substance. The rate of change of chemical potential 
with pressure of a particular constituent of a system, at constant tempera^ 
ture, is thus equal to the partial molar volume of that constituent. 

For a system of ideal gases, a further development of equation (26.26) 
is possible. The total number of moles, ni, in the equation of state 
PF = nRT may be replaced by the sum of the number of moles of each 
constituent present in the mixture; hence. 


F = (ni + na + * • • + ni + 


The partial molar volume is then given by differentiating with respect to Uiy 
all the other remaining unchanged, at constant temperature and pres- 
sure; thus, 

drii 



... 


(26.27) 


If this result is substituted in equation (26.26), it is found that for any 
constituent of an ideal gas mixture, 


/ _ RT 

\dP/T,N P 


(26.28) 


This result will be employed in connection with the thermod 3 mamics of 
mixtures of gases in Chapter XII. 

26g. Free Energy Change in Any Process, — useful application of the 
chemical potential is to determine the free energy change accompanying any 
process. In a completely general case, which may refer to a chemical or a 
physical change, the system may consist initially of ni, etc., moles of 
constituents with respective chemical potentials etc. The total fre^ 
energy of the system is then given by equation (26.6) as nuui + rhm + * • * 
If, in the final state, the system consists of nj, nj, etc., moles of substanceisi 
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whose chemical potentials are etc., the total free energy in the final 

state is nifx[ + The free energy change accompanying the 

process is thus 

AF == (tiimi + n-2At2 -I- • • •) — 4" + ‘ * ■)• (26.29) 

A number of applications of this result will be found in later sections. 

EXERCISES 

1. Derive expressions for (i) the free energy change, (ii) the work function 
change, accompanying the appreciable isothermal expansion of a van der Waals 
gas. (Use the expression for V in terms of P derived in § 21a,) 

2. Explain how the generalized compressibility diagram (Fig. 4) could be used 
to determine (i) the free energy change, (ii) the work function change, for any gas 
at constant temperature. 

3. Utilize the expression for the partition function derived in Chapter VI to 
develop an equation for the free energy of an ideal, monatomic gas referred to the 
value Po in the lowest energy state. 

4. The variation of the volume of a liquid with pressure is given approximately 
hyV - 7o(l — i^P) where ^ is the compressibility coefficient and Vo is the volume 
at low (virtually zero) pressure. Derive an expression for the change of free 
energy accompanying the isothermal change of a liquid from pressure Pi to P^. 
For water at 25° C, is 49 X atm."^ at moderate pressures. Calculate the 
change of free energy in cal, accompanying the compression of 1 mole of water 
from 1 atm. to 10 atm. at 25° C. The specific volume of water at 1 atm. and 25° C 
is 1.00294 cc. g.""h Would there be any appreciable difference in the result if 
the water were taken to be incompressible, i.e., with jS = 0? 

5. For the reaction 2H2S(^) + S02(^) = 2H20(Z) + 3S(s) at 25° C and 1 atm. 
pressure of each gas, the change of heat content and the entropy change can be 
obtained from data in preceding chapters. What is the corresponding free ener|; > 
change in calories? Is the reaction likely to occur spontaneously, with the sub 
stances in their standard states, under the given conditions? 

6. Without the use of tables, prove that 



which is equal to — S + P for 1 mole of an ideal gas. Show that the same re- 
sult can be obtained from the Bridgman table. 

7. Show that for a given process the rate of variation of the free energy change 
AF with temperature at constant pressure is given by [d(AP)/dP]i> ~ ~ AS. 
Estimate the value of AF in Exercise 5 at a temperature of 30"^ C, assuming the 
rate of change of AF with temperature to remain constant between 25° and 30° C. 

8. Show that the relationships [d(AP)/dT]p = — A5and Cd(AP)/dP]r = AF, 
which are applicable to any physical or chemical change, constitute the basis of 
the Le Chatelier principle of mobile equilibrium. [Make use of equation (25.40).] 

9. Using the fact that at equilibrium AFt.p = 0, what conclusion can be 
drawn concerning the free energy change accompanying the transfer of water from 
liquid at 25° C to vapor at 23.76 mm., which is the equilibrium vapor pressure, at 
the same temperature? Hence, determine the free energy change in cal. for the 
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transfer of 1 mole of liquid water to vapor at 1 atm. and 25® G* The vapor may 
be regarded as an ideal gas. 

10. The equilibrium vapor pressure of ice at — 10° C is 1,050 mm, and that 
of supercooled water at the same temperature is 2.149 mm. Calculate the free 
energy change in caL accompan 3 dng the change of 1 mole of supercooled water to 
ice at — 10® C, and the same total (atmospheric) pressure. Is the sign in agree- 
ment with expectation? ' 

11. Combine the result of the preceding exercise with that obtained in Exer- 
cise 7, Chapter VIII to evaluate the change in heat content for the process 
HsOCO - HsOCs) at - 10® C and 1 atm. 

12. Utilijse the Bridgman table to verify the relationships 



13. Derive an expression for {dF/dH)s by means of the Bridgman table. 

14. Show that equation (25.20) can be used to derive the expression 

for the entropy of a gas in terms of its partition function. 

15. Prove the relationships in equation (26.20). 


CHAPTER XI 


PHASE EQUILIBRIA 

27. Systems of . One Component , , 

'27a* Equilibriiim Between Phases of One Component — Most of the;dis“ 
cussion hitherto has been devoted to laying the foundations of thermo- 
dynamic theory; the time is now opportune to consider some applications 
of the results already derived to problems of physical and chemical im- 
portance. In the present chapter a number of subjects will be discussed 
which have a bearing on equilibria between two or more phases, e.g., liquid 
and vapor, solid and vapor, etc., of one or more constituents. Such systems 
remain of constant mass, as a whole , no matter what changes occur within 
them, and so they can be treated as closed. 

Consider any system consisting of two phases, e.g., liquid and vapor, 
of a single substance in equilibrium at constant temperature and pressure. 
Suppose that a small amount of one phase is transferred to the other; it 
follows, therefore, from equation (25.39) or (25.40), that the corresponding 
free energy change is zero. As long as both phases are present, an appreci- 
able transfer, e.g., of 1 mole, from one phase to the other, will not disturb 
the equilibrium at constant temperature and pressure. For example, if 
liquid water and its vapor are in equilibrium, a large amount of water can 
be transferred from one phase to the other, at constant temperature and 
pressure, without affecting the state of equilibrium. It is, therefore, po^ble 
to utilize equation (25.40), viz., 

AF = 0, (27.1) 

where AF is the free energy change accompanying the process under con- 
sideration. If Fa is the molar free energy of the substance in one phase, 
e.g., liquid, and Fb is that in the other, e.g., vapor, the transfer of 1 mole 
of liquid to the vapor state is accompanied by an increase Fb and a decrease 
Fi[ in the free energy; thus, 

AF - Fs - Fa. 

Since this is zero, by equation (27.1),. when the system is in equilibrium, 
it follows that 

■ Fa ^ Fb. v ' (27.2) 

In other ivords, whenever two phases of the same mngle substance are in egui- 
librium^ at a given temperature and pressure, the molar free energy is the same 
in each phase. This conclusion can be extended to three phases, which is 
the maximum number that can coexist in equilibrium for a system of one 
component. 
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It must be remembered that the treatment has been limited to a system 
of one component If there are two or more components present, it will be 
seen later (§ 28a) that the chemical potential, in place of the molar free 
energy, of each component is the same in every phase when the system is 
at equilibrium. 

' 27b. The Clapeyron Equation.— Since the molar free energy of a given 
substance is the same in two phases A and B of a one-component system 
at equilibrium, it follows that if the temperature and pressure are altered 
infinitesimally, the system remaining in equilibrium under the new condi- 
tions, the change in the free energy must be the same in each phase, i.e., 

(IFa. = dFs^ 

In a phase change there is no work done other than work of expansion, and 
so it is permissible to use equation (25.19), namely, 

dFA - VAdP - SjidT and - F^dP - SsdT, 

Since dPA is equal to dPi?, 

VAdP - SAdT = VsdP - SsdT, 
dP ___ Sb ^ Sa _ AS 
dT Vb-Va AF* 


The term AS is the entropy increase for the transfer of a specified quantity, 
e.g., 1 mole, of substance from phase A to phase B, and hence it is equal to 
AH/T^ where AH is here the molar latent heat of the phase change taking 
place at the temperature T; making this substitution, equation (27.3) 
becomes 


dJP^ AH 
dT TAV ' 


(27.4) 


where AF is the difference of the molar volumes in the two phases. This 
expression is a form of the equation first derived by B. P. E. Clapeyron 
(1834); it gives the variation of the equilibrium pressure with temperature 
for any two phases of a given substance. 

An alternative derivation of the Clapeyron equation makes use of the 
Maxwell equation (20.12), viz., 



which is applicable to any closed system, homogeneous or heterogeneous, in 
equilibrium with the external pressure. For a system consisting of two 
phases of the same substance and, in fact, for any univariant system of 
more than one component, the equilibrium pressure, e.g., the vapor pressure, 
is dependent on the temperature only, and is independent of the volume. 
It is thus possible, for a univariant system^ to replace {dP/dT)v by dP /dT 
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without the constant volume restriction.* If A6Vis the entropy change 
when any given quantity of the substance is transferred from one phase to 
the other, at constant temperature> and AF is the accompanying increase 
of volume, then AS/AV will be constant at a given temperature, for both 
AS and AF are extensive properties which are proportional to the quantity 
of material transferred. Thus, (aS/aF)r may be replaced by A>S/AF at 
the given temperature, so that equation (27.5) becomes 

dP ^AS ^ AH 
dT AF TAF’ 


utilizing the fact that AS is equal to AH/T, where AH is the latent heat of 
the phase change. The result obtained in this manner is identical with 
equation (27.4). The quantities AH and AF must refer to the same amount 
of the substance under consideration; this is usually either 1 gram or 1 mole, 
27c. Solid-Liquid (Fusion) Equilibria.— Solid and liquid phases of a given 
substance are in equilibrium at the melting (or freezing) point; hence, in 
the Clapeyron equation (27.4), T is the melting point when P is the external 
pressure exerted on the system. By writing equation (27.4) in the in- 
verted form 


dT ^ TAF 
dP AH ' 


(27.6) 


an expression is obtained which gives the variation of the melting point T 
with the external pressure P. If Fs is the molar volume of the solid phase 
and V I is that of the liquid at the temperature T and pressure P, then AF 
may be taken as F^ Fs, representing the increase of volume in transferring 
1 mole from solid to liquid phase. The corresponding value of AH, i.e., 
the heat absorbed, in the same phase change is the molar heat of fusion, and 
this may be represented by Ai?/, so that equation (27,6) becomes 


dT _ TOT I - F.) 
dP AHf 


(27.7) 


Alternatively, Vi and F« may be taken as the respective specific volumes; 
AH/ is then the heat of fusion per gram. 

From a knowledge of the volumes (or densities) of the liquid and solid 
phases, and of the heat of fusion, it is possible to determine quantitatively 
the variation of the melting point of the substance with pressure. Quali- 
tatively, it may be observed that if F 2 is greater than Fs, that is, the liquid 
has a smaller density than the solid, at the melting point, then dT/dP will 
be positive, and the melting point will increase with the applied pressure. 
This is the case for the majority of solids. However, if Fz is smaller than Fs, 
the liquid having the greater density, increase of pressure will cause the 
melting point to decrease. Very few substances, notably ice, bismuth and 
antimony, exhibit this type of behavior. 


* It should be understood that a system containing: an inert gas, in addition to a pure 
liquid (or solid) and its vapor, is not univariant. 
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Problem; The specific volume of liquid water is 1.0001 cc. and that of 
ice is L0907 cc. g at 0® C; the heat of fusion of ice at this temperature is 79.S 
cal. g.“^. Calculate the rate of change of melting point of ice with pressure in 
deg.:atm.’^^.' . . 

If the values of Vi, Vs and Ail/ given above are inserted in equation (27.7), 
it is readily seen that dT/dP will then be in deg. cc. In order to convert 

this into deg. atm.”^, use may be made of the fact that 0.0242 cal. cc."“^ atm.'"^ is 
equal to unity (cf. § 3h) ; hence, multiplication of the result obtained above by 
this figure will give dT/dP in deg. atm.“^ Thus, since T is 27r3.2® K, 

dT 273,2 X (1.0001 - 1.0907) X 0.0242 
dP ” 79,8 

= - 0.0075° atm.-^. 

Since dT/dP is small, it may be assumed m remain constant over an appreciable 
pressure range, so that the melting point of ice (or the freezing point of water) 
decreases by 0.0075° C for 1 atm. increase of the external pressure. It is because 
the specific volume of ice is greater than that of water at 0° C, that increase of 
pressure is accompanied by a decrease in the melting point. 

Instead of utilizing the Clapeyron equation (27.7) to determine the 
variation of the melting point with pressure, it may be applied to calculate 
the heat of fusion from a knowledge of dT/dP, or rather of A5P/AP, which 
is assumed to be constant; the specific volumes, or densities, of the solid 
and liquid phases must, of course, be known. 

27d. Equilibrium Between Two Crystalline Forms. — The variation with 
pressure of the transition point at which two crystalline forms of a solid are 
in equilibrium is given by an equation of the same form as (27.7). Thus, 
if represents the form stable below the transition point, and a the form 
stable above the transition point, then 


dT _ T(Va - V^) 
dP AHt 


(27.8) 


where dTjdP is the rate of change of the transition temperature T with the 
external pressure P; Ya and are the molar (or specific) volumes of the 
indicated forms, and AHt is the molar (or specific) heat of transition, all 
determined at the temperature P. It is unnecessaxy to enter into a detailed 
consideration of equation (27.8), for the comments made in connection with 
(27.7) can be readily adapted to the present case. 

Problem: The specific volume of monoclinic sulfur (stable above the transition 
point) is greater than that of rhombic sulfur by 0.0126 cc. g,”^ The transition 
point at 1 atm. pressure is 95.5° C, and it increases at the rate of 0.035° atm.”"^. 
Calculate the heat of transition in cal. g.~^. 

If the values given for AT/AP and Fa — are inserted directly into equa- 
tion (27.8), it is readily found that AHt will be obtained in cc. atm.~^ Since 
the result is required in cal. g.”^, all that is necessary is to multiply by the con- 
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version factor 0,0242 cal ccrVatm wMch is equal to unity. Hence, at 
'273.2 + 05.5 « 368.7® K, 




f (F« - Vfi) 368.7 X 0.0126 X 0.0242 
(AT/AP) 0.035 

= 3.2 cal. 


27e. Liquid“Vapor (Vaporization) Equilibria. — As applied to the equi- 
librium between a liquid and its vapor at a given temperature and pressure, 
the Clapeyron equation is used in the forms of both equations (27.4) and 
(27.6). The increase of volume A F accompanying the transfer of 1 mole 
(or 1 gram) of liquid to the vapor state is equal to F„ — Vi, where Ft? and 
V I are the molar (or specific) volumes of the vapor and liquid, respectively; * 
AHv is the molar (or specific) heat of vaporization, so that equation (27.6) 
becomes 

dT _ T(V, - Vi) 
dP AH, 


(27.9) 


The boiling point of a liquid is the temperature at which the pressure of 
the vapor in equilibrium with it is equal to the external pressure; hence, 
in the foi*m of (27.9), the Glapeyron eq.uation gives the variation of the 
boiling point T of a liquid with the external pressure P, 

On the other hand, if the equation is inverted, it gives the rate of change 
of vapor pressure f of the liquid with the temperature; thus, 


dp _ AHy 


dT T(Vy - Vi) 


(27.10) 


These equations may be utilized for various purposes; for example, if the 
variation of boiling point with pressure or, what is the same thing, the 
variation of vapor pressure with temperature, is known, it is possible to 
calculate the heat of vaporization. Alternatively, if the latter is available, 
it is possible to determine dT/dP or dp/dT, for the rate of change of boiling 
point or of vapor pressure, respectively. 

Problem: Assuming the heat of vaporization of water to be constant at 539 
cal. g.“^, calculate the temperature at which water will boil under a pressure of 
77.0 cm., the boiling point being 100,00® C at 76.0 cm. The specific volume of 
water vapor at 100® C and 76.5 cm. pressure is 1664 cc. and that of liquid 
water is (approximately) 1 cc. g."^. 

Since AH,j V, and Vi should be mean values, assumed constant over a range 
of temperature, dT/dP in equation (27.9) may be replaced by AT/AP. This 
quantity is required in deg. cm.“^ (of mercury), but it is convenient to obtain the 
result first in deg. atm.“^ The procedure is similar to that described in the 

*The volumes V, and Vi measured at the same temperature and pressure, i.e., the 
vapor pressure, are sometimes called the ^^orthobaric volumes.*' 

t The sjnnboi p will be used for vapor pressure (and for parfia! pressure), and P for 
external (atmospheric) or total pressure. 
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problem in § 27c; the use of F®, Fi and AHv given above yields AT/AP in deg. 
cc. caL“b a^id multiplication by 0.0242 cal. cc atm.“^ converts this into deg. 
atm.“^. Thus, by equation (27.9), taking T as 100.0® C, i.e., 373.2® K, 

AT 373.2 X (1664 - 1) X 0.0242 
AP\' 539 

« 27.9° atm.~h 

If this is divided by 76.0, the number of cm. of mercury equivalent to 1 atm. pres- 
sure, the result is 0.37° cm.~^, so that an increase of 1.0 cm. in the external pres- 
sure, in the vicinity of 76 cm., causes the boiling point to rise by 0,37° C. Hence 
the required boiling point at 77.0 cm. pressure is 100.37° C. 


271 The Clausius-Clapeyron Equation. — If the temperature is not too 
near the critical point, the volume of the liquid, i.e., Fz, is small in com- 
parison with that of the vapor, i.e., Vv, at the same temperature and pres- 
sure; hence, Vv — Vi may be replaced by Vv, and then equation (27.10) 
may be written as 


dp _ AHy 

dT 


(27.11) 


Further, in regions well below the critical point, the vapor pressure is rela- 
tively small, so that the ideal gas law may be assumed to be applicable, i.e,, 
pV^ = RTy where Vv is the molar volume of the vapor and p is its pressure 
at the temperature T. Substituting RT/p for Vv in equation (27.11), this 
becomes 

1 dp __ AEv 
p' dT RT^' 


d In p _ AHv 
dT ^ 


(27.12) 


This expression is sometimes referred to as the Clausius-Clapeyron equation, 
for it was first derived by R. Clausius (1850), in the course of a compre- 
hensive discussion of the Clapeyron equation. Although the Clausius- 
Clapeyron equation is approximate, for it neglects the volume of the liquid 
and supposes ideal behavior of the vapor, it has the advantage of great 
simplicity. In the calculation of dp/dT (or dT/dP) from a knowledge of 
the heat of vaporization,* or vice versa, it is not necessary to use the volumes 
of the liquid and vapor, as is the case in connection with equations (27.9) 
and (27.10). However, as may be expected, the results are less accurate 
than those derived from the latter expressions. 

27g* Integration of the Clausius-Clapeyron Equation. — A, particular ad- 
vantage of the Clausius-Clapeyron equation is the readiness with which it 
can be integrated; thus, if the heat of vaporization is assumed to be inde- 
pendent of temperature, integration of equation (27,12) between the tem- 
perature limits of Ti and and the corresponding vapor pressures pi and 

* For the heats of vaporkatioii of a number of common liquids, see Table 2 at end of book. 
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p 2 , gives 


In 


TEl 

Pi 


AH, 

R 


y 1 1 \ AHv/ T 2 — Ti\ to\ 

{¥,- tJ - )' 

If AH„ is expressed in cal. mole~‘, then i2 will be 1.987 cal. deg.~‘ mole“‘, 
and hence, after converting the logarithms, equation (27.13) becomes 


4.576 V T^T2 J’ 


(27.14) 


recalling that 4.676 arises from the product of the logarithm conversion 
factor (2.303) and the value of i.e., 1.987, in cal. deg.“^ mole~^ This 
equation may be used to calculate the heat of vaporization if the vapor 
pressures of the liquid at two adjacent temperatures are known. Because 
AHv is not really independent of temperature, as was assumed in the integra- 
tion of equation (27.12), the value obtained is actually a mean for the given 
temperature range. Alternatively, if a mean heat of vaporization is avail- 
able, the vapor pressure at one temperature (or boiling point at a given 
pressure) can be calculated (approximately) if that at another is known. 

Problem: The mean heat of vaporization of water in the temperature range 
between 90® and 100® C is 542 cal. g.~^. Calculate the vapor pressure of water at 
90,0® C, the value at 100.0® C being 76.0 cm. 

In equation (27.14), AHv is the molar heat of vaporization of water in cal,; 
since the molecular weight is 18.02, AHv is 542 X 18.02 cal. mole"’^ At 100.0® C, 
i.e., 373.2® K, which will be taken as T 2 , the value of ps is 76.0 cm.; it is required to 
find pi at Ti equal to 90® C or 363.2® K. Hence, by equation (27.14), 

76,0 542 X 18.02 / 373.2 - 363.2 

Pi " 4.576 V363.2 X 373.2 

Since pi has been expressed in cm., pi will be in the same units; therefore, 

Pi = 52.9 cm. 

(The experimental value is 52.6 cm.). 

27h. Vapor Pressure-Temperature Relationships. — General integration 
of the Clausius-Clapeyron equation (27.12), assuming AHv to be constant, 
gives 


In p = ~ + constant, 

KI 


(27.15) 


or, converting the logarithms and expressing R in cal. deg."* mole"S so that 
AHv is the heat of vaporization in cal. mole~i, this becomes 


logp 


AHv 

4.576T 




(27.16) 


where C is a constant. It follows, therefore, that the plot of the logarithm 
of the vapor pressure, i.e., log p, against the reciprocal of the absolute tern- 
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pcraturc, i.o., V2V should be. a straight line of slope — A//„/4.676. Thus, 
the slope of this plot can be used to obtain an approximate indication of the 
mean molar heat of vaporization over a specified temperature range. 

Because is not constant, equation (27.16) is applicalde over a re- 
stricted range of temperature; in order to extend the range, allowance should 
be made for the variation of the heat of vaporization with temperature. 
Thus, may probably be expressed as a power series function of the 
absolute temperature, viz., 

AF. = AFo + aT + + - • •, (27.17) 

where AFo, a, f, etc., are constants for the given liquid. As a first ap- 
proximation all terms beyond the linear one may be neglected, so that 

AF/« AFo -h aT, (27.18) 

and if this result is substituted in equation (27.12), integration gives 

In p = — + -sin T -f constant. (27.19) 

RT R 

This expression, which is of the form 

logp = l + FIogT-hC, (27.20) 

where A, B and C are constants, is similar to the equation proposed em- 
pirically by G. R. Kirchhoff (1858) and others. It is seen, therefore, that 
over an appreciable temperature range the plot of log p against 1/T should 
not be exactly linear, in agreement with observation on a number of liquids. 

Several other vapor pressure-temperature relationships of a more com- 
plicated character have been proposed from time to time, but as these have 
no obvious thermodynamic basis or significance they will not be considered 
here. It may be mentioned, however, that if the experimental vapor pres- 
sure data can be expressed with some accuracy as an empirical function of 
the temperature, for example of the form 

logv = ~ + B + CT + DT^+---, (27.21) 

it is possible by differentiation to derive an expression for d In p/dT in terms 
of the temperature. By the use of the Clausius-Clapeyron equation, the 
heat of vaporization at any temperature can then be calculated. This 
procedure, however, assumes the applicability of the ideal gas law to the 
vapor. To avoid the error introduced by this approximation, dp/dT, which 
is equal to p X d In p/dT is determined from (27.21), and the Clapeyron 
equation (27.10) is used; the orthobaric ’^^mes Vv and Vi of vapor and 
liquid must then be known. 
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Problem: The vapor pressure of liquid chlorine, in cm. of mercury, can be 
represented by the expression 


logp=_ii^ + 9.91635 


1.206 X lO-^T + 1.34 X lO-'T^. 


The specific volume of chlorine gas at its boiling point is 269.1 cc. g.”^ and that 
of the liquid is (approximately) 0.7 cc. grK Caicuiate the heat of vaporization 
of liquid chlorine in cal. at its boiling point, 239.05® K. 

Difierentiation of the equation for log p with respect to temperature gives 


d log p 
dT 


1414.8 




1.206 X 10-2 + 2.68 X 


Further, since 


dlogp _ 1 

dT 


dlnp 

2.303 '' dT 


dp 


2MSpdT' 

it is readily found that at the boiling point, 239.05® K, when p is 76.0 cm., 
dp 


dT 


= 3.343 cm. (of mercury) deg,-^ 


3.343 

76.00 


0.04398 atm. deg.”^ 


By equation (27.10), 


LH, - T(F. - Vi) 


dp 

dT^' 


and if Vv and Y i are 269.1 and 0.7 cc. g.-^ respectively, and dp/dT is 0.04398 atm. 
deg.*”S will be in cc.-atm. g.~^; to convert this to cai. g.""h is necessary to 
multiply by 0.0242 cal. cc.-^ atm.~^, which is equal to unity. Thus, at 239.05® K, 

AF, = 239.05 X 268.4 X 0.04398 X 0.0242 
68.3 cal, 

27i. The Ramsay-Yotmg and Biihring Rules. — If the B log T term in equation 
(27.20) is neglected, that is to say, if the heat of vaporization is taken as constant, 
the vapor pressure variation with temperature of two liquids A and B can be 
represented by 


log PA 


i-A 

T 


+ Ca and log pb 


Ab 


+ Cb. 


(27.22) 


If these substances have the same vapor pressure p at the temperatures Ta and 
Tb, respectively, then 


Aa 


Ta 
Ta Ta 


+ Ca 


Tb 


+ Cbs 


Aa 


so that, 

g.g(C,-C,)+g. (27.23) 

Suppose that at the temperatures Ta ^^^1 Tb, respectively, the two liquids have 
the same vapor pressure p'; hence, 

Aa 


Ti ■: ■ ■ 


j4.b 


(27.24) 
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Subtraction of equation (27,24) from (27,23) then gives 

■ n n' 

tb ■ n 


CiiTj, - n), 


(27.25) 


where Ci is a constant. This result was obtained empirically by W, Eamsay and 
S. Young (1885), who found that Ci was small; in fact, if the substances A and B 
are related chemically Ci is almost zero, so that equation (27.25) becomes 


n 

Tb 


n 

T'b 


(27.26) 


It is to be expected, therefore, that for any two liquids which are related chem- 
ically, the raUo of the temperatures at which they have the same vapor pressure should 
be constant. The same result can be stated in another way: the ratio of the boiling 
points of two similar liquids should have the same value at all pressures. 

The extent to which the Ramsay-Young rule, represented by equation (27.26), 
is applicable may be illustrated by reference to water and ethanol. The vapor 
pressure of water is 12.2 mm. of mercury at 287.5° K, and ethanol has the same 
vapor pressure at 273.2° K; the ratio of these temperatures is 287.5/273.2, i.e., 
1.052. Since the normal boiling points are 373.2° K for water and 351.5° K for 
ethanol, these are the temperatures at which both have the same vapor pressure 
of 1 atm,; the ratio of these temperatures is 373.2/351.5, i.e., 1.062. The two 
ratios thus agree to within about one per cent. 

Problem: The vapor pressures of molten silver and sodium are both 1 mm. of 
mercury at 1218° C and 441° C, respectively. The normal boiling point of sodium 
is 882° C, estimate that of silver. 

Let A represent silver, and B sodium; Ta is 1218 + 273 ~ 1491° K, and Tb 
is 441 + 273 = 714° K; is 882 + 273 - 1155° K, and consequently by equa- 
tion (27.26), 

1491 _ T'j, 

714 1155 ’ 

Ti 2412° K. 

The boiling point of silver is thus calculated to be 2412 — 273 = 2139° C, (The 
experimental value is 1950° C; in view of the extrapolation from 1 mm, to 760 mm. 
involved in this calculation, the agreement is quite reasonable.) 

By rearrangement of equation (27.26) it is found that 

n - ta ta n 


- Tb Tb 


or 


Ta 


n- Tb 


= constant, 


(27.27) 


the constant being independent of pressure; this constant should, in fact, be equal 
to the ratio of the normal boiling points, e.g,, T^/Tb, of the two liquids. This 
result is an expression of the rule discovered by U. Dtihring (1878). Like the 
Ramsay-Young equation (27.26), the Duhring equation (27.27) is particularly 
applicable to pairs of similar liquids, although it has been found to hold with a 
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moderate degree of accuracy for substances of different types, provided both are 
associated, e.g., hydroxylic compounds, or both are nonassociated. 

Provided the vapor pressures of a reference liquid are known over a range of 
temperatures, it is possible, by means of the Ramsay-Yopg or Duhring rules, to 
establish the complete vapor pressure-temperature variation of another substance 
from one datum for the latter. It should be noted that the results obtained cannot 
be very precise, for the equations (27.26) and (27.27) can be exact only if the 
vapor pressures are represented by the linear equations (27.15), and if the constant 
<7i in equation (27.25) is zero.^ 

27j. Trouton’s Rule and Vapor I^essure Relationship.— It has been found 
experimentally that for a number of substances the molar entropy of vaporization 
ASv at the normal boiling point has approximately the same value of 21 cal. deg.”^ 
moie'“h Thus, if AHv is the molar heat of vaporization at the normal boiling 
point Tfi, i.e., at 1 atm. pressure, then 



21 cal. deg.*”^ mole~^, 


which is a statement of the generalization known as Trouton’s rule (F. Trouton, 
1884). This rule holds for many familiar compounds with molecular weights in 
the region of 100, provided they are not associated in the liquid state. Various 
attempts have been made to modify the Trouton rule, so as to make it more widely 
applicable. According to J. H. Hildebrand (1915) the entropy of vaporization 
is more nearly constant if it is measured at the same concentration of the vapor 
in each case, instead of at the same pressure of the vapor, as in Trouton’s rule. 

Although these empirical rules, strictly speaking, lie outside the realm of 
thermodynamics, they have been mentioned because of their practical value in 
certain cases. At the normal boiling point the vapor pressure of a liquid is equal 
to 1 atm.; hence, equation (27.16) can be written as 


log 1 - 


AH, 

4.576T& 


+ C, 


As seen above, however, AH,/Tb may be taken as equal to 21 for many non- 
associated substances; hence, for such substances C should have a constant 
value, viz., 

^ 21.0 A CTA 


The expression for the vapor pressure p. in atm., of any substance to which 
Trouton's law is applicable thus becomes 

log p(atm.) = - + 4.59. (27.28) 

As a first approximation, the molar heat of vaporization at the boiling point may 
be used for AH,; an expression for the variation of the vapor pressure with tem- 
perature is thus obtained from the one datum. Alternatively, if the vapor pres- 

1 Ramsay and Young, Phil Mag,, 20, 515 (1885); 21, 33 (1886); 22, 32, 37 (1887); 
Duhring, Ann. Physik, 11, 163 (1880); Leslie and Carr, Ind. Eng. Ckem., 17, 810 (1925): 
Perry and Smith, ibid., 25, 195 (1933); Carr and Murphy, J. Am. Chem. Soc., 51, 116 (1929); 
Lamb and Roper, ibid., 62, 806 (1940). 
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sure is known at one temperature, Alh may be evaluated from equation (27,28) 
and the result may then be assumed to apply at other temperatures. Another 
possibility, which is equivalent to the use of Trouton's law, is to choose the knovrn 
vapor pressure as 1 atm. at the boiling point in order to determine AHv; this value 
can then be inserted in equation (27.28). ^ 

Problem: The normal boiling point, of benzene is 80.1 C; estimate its vapor 
pressure at '40® C. ■ 

Since T& is 80.1 + 273.2 = 353.3® K, thenby Trouton’slaw, Aif„is21 X 353.3 
= 7419 cal. moie~^; hence by equation (27.28), 

log p(atm.) + 4.59. 

At 40“ C, the value of T is 40.0 + 273.2 = 313.2“ K, so that 

7419 

log P(atm.) = - ^;5^ x 313.2 + 

p = 0.259 atm. 

= 0.259 X 76,0 = 19.6 cm. 

(The experimental value is 18.1 cm. The agreement is not too good, but the 
calculation may be used to give an approximate indication of the vapor pressure 
when experimental data are lacking.) 

It is of interest to note that equation (27.28) is essentially equivalent to the 
Ramsay-Young rule. In the first place, it is based on equation (27.16), and in 
the second place, it supposes that the constant C has the same value for all liquids; 
if this were the case, Ca — Cb in equation (27.24) and hence Ci in equation (27.25) 
would have to be zero. Hence, (27.28) would lead directly to the Ramsay- 
Young equation. 

27k. Solid-Vapor (Sublimation) Equilibria. — An equation of exactly the 
same form as (27.10) is applicable to solid-vapor equilibria; thus, 


dp _ AH 3 

It ~ T(y 7- v;) ' 


(27.29) 


where AHs is the molar (or specific) heat of sublimation, and F„ and Fa are 
the molar (or specific) volumes of vapor and solid, respectively, at the equi- 
librium temperature and pressure. This equation gives the variation of the 
vapor (sublimation) pressure of the solid. The Clausius modification in 
which Vs is neglected and F„ is taken as equal to RT/p^ as for an ideal gas, 
is permissible, and hence an equation similar to (27.12) can be used for the 
vapor pressure of the solid. By means of this equation, or by the integrated 
form (27.14), the various calculations referred to in connection with liquid- 
vapor systems can be made. Since the procedure is obvious it is not 
necessary to enter into details, 

- For estimation of heats of vaporization, see Watson, Ind, Eng, Chem.j 23, 360 (1931 ) ; 
Meissner, ibid.y 33, 1440 (1941); Othmer, ibid,, 34, 1072 (1942). For vapor pressure charts, 
see Germann and Knight, ibid., 26, 1226 (1934); Cox, ibid,, 28, 613 (1936); Killefer, ibid,, 
30, 477, 565 (193§); Davis, ibid., 32, 226 (1940); 33, 401 (1941). 
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It is well known that the vapor pressure curves of the solid and liquid 
phases of a given substance meet at the triple point; thus, in Fig. 16 the 
curve AO represents solid-vapor equilibria, 05 is for liquid-vapor, and OC 
for solid-liquid equilibria. The three curves meet at the triple point 0 
where solid, liquid and vapor can coexist in equilibrium. It will be observed 
that near the triple point, at least, the slope of the curve AO on the pressure- 
temperature diagram is greater than that of 05; in other words, near the 

point 0, the value of dp/dT is greater 
along AO than along 05. That this 
must be the case can be readily showm 
by means of the Clausius-Clapeyron 
equation. For the solid-vapor system, 
tids can be written in the form 

^ = -a Mil 
dT ^’RT^’ 

whereas, for the liquid-vapor system, 

dpi _ AHv 

If ~ 

At the triple point and pz, the vapor 
pressures of solid and liquid, respec- 
tively, are equal, and so also are the 
temperatures T; the relative values of 
the slopes dp^/dT and dpi/dT are thus 
determined by the heats of sublima- 
tion (AJ?,) and of vaporization 
respectively. By the first law of 
thermodynamics, the change of heat content in the transition solid vapor, 
at a given temperature, must be the same whpther it is carried out directly 
or through the intermediate form of liquid. Hence, Aif* must be equal to 
AHp + AH/, at the same temperature, so that AH, is greater than AH^; 
the slope dp^/dT of the curve AO is thus greater than dpi/dT of the curve 
OH, in the vicinity of the triple point. 

271. Variation of Equilibrium Latent Heat with Temperature. — If a given sub- 
stance can occur in two phases, A and H, one of which changes into the other as 
the temperature is raised, then the value of the accompanying latent heat and its 
variation with temperature depend on whether the pressure is maintained con- 
stant, e.g., 1 atm., or whether it is the equilibrium value. In the former case the 
Kirchhoff equation (12.7) will apply, as stated in § 12], but if equilibrium condi- 
tions are postulated allowance must be made for the change of pressure with 
temperature. 

For any process, the change of AH with temperature and pressure can be 
represented by the general equation 



Temperature 

Fig. 16. Pressure-temperature 
equilibrium diagram 
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and hence. 


d(AH) 

dT 


pCAg) ] ra(AH)] ( 

L L 9P Ir'i 

=ACp+r^l 

^ L Jrdr 


(27.30) 


It can be seen from equation (20.20) that 


r ] r aCAF) 1 

[ ap Jr I dT Jp’ 


and according to the Clapeyron equation (27.4), dP/dT = AH/TAV for a phase 
change; insertion of these results into equation (27.30) then leads to 


d(AH) 

dT 


A , A/f f , 
AC'p + -^Jl 


' d(Ay) ] 1 

. ST JpJ 


(27.31) 


for the variation of the equilibrium latent heat AH with temperature. In this 
expression ACp is equal to (Cp)b — (Cp)Af where the constant pressure is the 
equilibrium pressure of the system at the temperature T. 

For the liquid-vapor change the value of d(AHv)/dT is not greatly different 
from ACp, as may be seen from the following considerations. As shown in § 27f, 
AV may be taken as equal to the volume of the liquid being neglected in com- 
parison with that of the vapor, and this may be replaced by RT/p, the vapor being 
assumed to behave as an ideal gas. In this event, 

ra(AF)l B AV 


and hence the quantity in the braces in equation (27.31) is equal to zero. It 
follows, therefore, that provided the temperature is not too near the critical point, 
and the foregoing approximations may be made with some justification, equation 
(27.31) becomes 

« ACp = (Cp). - (Cp),, (27.32) 

where iCp)v and iCp)i are the heat capacities of vapor and liquid, respectively, 
at constant pressure equal to the vapor pressure at the given temperature. 

In connection with the variation of the equilibrium heat of fusion with tem- 
perature, this simplification is not permissible. However, £d (AV)/d TJp is usually 
small for the solid-liquid phase change, and so equation (27.81) reduces to 


d(AHf) 

dT 


ACp + 


(Cp)i — {Cp)s + ' 


(27.33) 


27in. Dependence of Vapor Pressure on Total Pressure. — When a liquid 
or a solid vaporizes into a vacuum and a state of equilibrium is reached, 
the same pressure, i.e., the vapor pressure, is exerted on the two phases in 
equilibrium. If by some means, e.g., by introducing an insoluble, inert 
gas in the free space above it, the pressure on the liquid (or solid) is changed, 
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the pressure of the vapor will be affected. The problem is treated below 
in a general manner, without restriction as to the nature of the two phases 
or the method of applying the pressure. 

Consider any two phases ^ and S of a given substance in equilibrium 
at a specified temperature; the pressures on the respective phases are then 
Pa and Pb- Since the phases are in equilibrium, the molar free energies 
must be the same in each phase (§ 27a) ; hence, if a small change were made 
in the system in such a manner that the equilibrium was not disturbed, the 
free energy increase dPA of one phase would be equal to the increase df ^ of 
the other phase. Suppose the pressure on the phase is altered by an 
arbitrary amount let the accompan 3 dng change in the pressure on P, 
which is required to maintain equilibrium, be dPj?. The molar free energy 
changes of the two phases are given by equation (25.24) as 

dFA = T^xdP^ and dFs ^ VsdpB^ 

where Fa and Vb are the molar volumes of the phases A and P, respectively, 
under the equilibrium conditions. As seen above, dFA must be equal to 
dFs, so that 

VAdPA ^ VBdPsP 


Hence, the criterion of equilibrium, at constant temperature, is given by 

dPA „ fdPA\ __ Vb 
dPn 


= = 
\ dP B )t 


(27.34) 


which is a generalized form of the equation first derived by J. H. Poynting 
(1881). For equilibrium to be retained, the pressure changes on the two 
phases must evidently be inversely proportional to the respective molar 
(or specific) volumes. 

In the special case in which A is a liquid and P a vapor, the Poynting 
equation is 

# ^ Fz 
dP V^i 

where P is the total pressure on the liquid and p is the vapor pressure. As- 
suming the vapor to behave as an ideal gas, F„ is equal to RT/p, so that 


dp _ pV I 

dP ^ PP * 


(27.35) 


The effect of external (total) pressure on the vapor pressure of a liquid is 
small, so that dp/dP may be replaced by Ap/AP, where Ap is the increase 
of vapor pressure resulting from an appreciable increase AP in the total 
pressure exerted on the liquid. Hence, equation (27.35) may be written 
in the form 


p RT 


AP, 


(27.36) 
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from which the effect on the vapor pressure resulting from an increase of 
the external pressure, e,g., by introducing an inert gas, can be readily 
evaluated. " - 

Problem: The true vapor pressure of water is 23.76 mm. at 25"^ C. Calculate 
the vapor pressure when water vaporizes into a space already containing an 
insoluble gas at 1 atm, pressure, assuming ideal behavior. 

In using equation (27.36), it will be seen that Ap and p must be in the same 
units, the exact nature of which is immaterial; further, the units of h? are deter- 
mined by those of Yi and AP. Thus, if Vi is expressed in liters and AP in atm., 
P will be 0.082 liter-atm. deg."”^ mole“^. The specific volume of water may be 
taken, with sufficient accuracy, as 1.0, so that Vi is about 18 ml. or 0.018 liter 
mole”^. ■ 

When the water vaporizes into a vacuum, the vapor pressure p is equal to the 
total pressure, i.e., 23.76 mm. at 25® C or 298® K; the external pressure is increased 
by approximately 1 atm., assuming the vapor pressure not to alter greatly, so 
that AP is 1.0. Hence, by equation (27.36), 


Ap 0.018X1.0 
23.76 0.082 X 298 

0.018 X 23.76 
0.082 X 298 


0.0175 mm. 


The vapor pressure is thus 23.76 + 0.018 ^ 27.78 mm. 


The effect of external pressure on the vapor pressure of a liquid is seen 
to be relatively small; nevertheless, the subject has some significance in 
connection with the theory of osmotic pressure.^ 


28. Systems of More Than One Component 

28a. Conditions of Equilibrium.— If a system of several phases consists of 
more than one component, then the equilibrium condition .of equal molar 
free energies in each phase requires some modification. Because each phase 
may contain two or more components in different proportions, it is necessary 
to introduce partial molar free enerpes, in place of the molar free energies. 
Consider a closed system of P phases, indicated by the letters a, 6, . . . , P, 
containing a total of C components, designated by 1, 2, . . . , C, in equilibrium 
at constant temperature and pressure which are the same for all the phases. 
The chemical potentials, or partial molar free energies (§ 26c), of the various 
components in the P phases may be represented by pua), mia), * • • ? PCia) } 
Mi(6), M 2 (fe), M 2 CP), — , Suppose various small 

amounts dn moles of the components are transferred from one phase to 
another, the temperature and pressure remaining constant; the whole closed 
system is in equilibrium, and so according to equation (26.16) the sum of all 

» See, for example, S. Glasstone, ^‘Textbook of Physical Chemistry/" 2nd ed., 1946, 
Chap. IX. 


„ i **‘*45^ 
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the pdn terms for all the phases will be isero. It follows, therefore, that 

lJ>iia)dniia) + Mi(6)dni<5) + • • * + Mi(P)<i^i(P) 

+ mia)dn2ia) + fA2mdn2{b) + \\\ + fJ^wBydnzcp) 


+ m(a)dnc(a) + m(h)dnc(b) 4- • • * + ficmdnop?) — 0. (28.1) 

At equilibrium, the total mass of each component will be constant, since 
the whole system is a closed one; hence, 

d^l(a) + d?^l(6) + V* • dni(P) == 0 

dn2ia) + d^^2(6) + — dn-2(P) = 0 


duc^a) 4* dficib) 4“ * * * d?^c(P) ~ 0. (28.2) 

If the expression in equation (28.1) is to remain zero for all possible var- 
iations dn in the numbers of moles of the components, subject only to the re- 
strictions represented by the equations (28.2), it is essential that 

MKo) = Ml(6) = • • • = ili(P) 

M2(a) = M2(6) = • • * = M2(P) 


MC(a) = MC(I!>) — • • • = /iC(P)* (28.3) 

It is seen, therefore, that when a system consisting of a number of phases 
containing several components is in complete equilibrium, at a definite tem- 
perature and pressure which are uniform throughout, the chemical potential 
of each component is the same in all the phases. It may be noted that in the 
special case of a single component, the partial molar free energy (or chemical 
potential) is equal to the molar free energy (see footnote, § 26b), and the 
equations (28.3) become identical with (27.2). 

If the phases of a system are not in equilibrium, the chemical potentials 
of the components will not be the same in each phase. There will then be 
a tendency for each component, for which such a difference exists, to pass 
spontaneously from the phase in which its chemical potential is higher to 
that in which it is lower, until the values become identical in the two phases. 
In other words, matter tends to flow spontaneously from a region of higher 
to one of lower chemical potential. There is thus seen to be an analogy 
between chemical potential and other forms of potential, e.g., electrical 
potential, energy potential, etc. 

28b. The Phase Rule. — ^By means of the conclusioii reached in the pre- 
ceding section, it is possible to derive the familiar phase rale which gives 
the relationship between the number of components and phases in equi- 
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librium in a system, and the number of variables, i.e,, the degrees of freedom, 
which must be specified in order to define the system completely. The 
composition of a phase containing 0 components is given by C 1 concen- 
tration terms, for if the concentrations of all but one of the components are 
known, that of the last component must be equal to the remainder. Hence, 
for the compositions of P phases to be defined it is necessary to state P(C — 1) 
concentration terms. The total number of concentration variables of the 
system is thus P(C — 1). In addition to the composition, the uniform 
temperature and pressure of the system must be specified, and assuming that 
no other factors, such as surface or electrical effects, influence the equi- 
librium, it follows that 

Total number of variables = P(C — 1) + 2. 

The fact of the closed system being in equilibrium, at a given temperature 
and pressure, leads to the result represented in the equations (28.3) ; this is 
equivalent to a set of C(P — 1) independent equations which automatically 
fix C(P — 1) of the possible variables. The number of variables remaining 
undetermined is then [P(C — 1) + 2] — C(P — 1) = C — P + 2. In 
order to define the system completely, therefore, this number of variables 
must be arbitrarily fixed, and hence must be equal to the number of degrees 
of freedom (F), or variance, of the system; hence, 

F=^C~-P + 2, (28.4) 

which is the phase rule derived by J. W. Gibbs (1875). 

It may be noted that if a particular component is absent from any phase, 
the number of composition variables is reduced correspondingly. At the 
same time there will be a similar decrease in the number of independent 
equations determined by the equality of the chenucai potentials, i.e., equa- 
tions (28.3). The net effect will thus be to leave unchanged the number of 
degrees of freedom, as given by equation (28.4). The phase rule in its 
familiar form will then hold for the system even if all the components are 
not present in every phase 

28c. Univariant System of Several Components. — It was indicated in § 27b 
that an equation of the form of (27.4) is applicable to any uni variant system, 
although its derivation was restricted to a system of one component. It is of 
interest to show, by a more detailed procedure, that the same result can be ob- 
tained if the univariant system consists of several components. However, to 
avoid too great a complication of symbols, etc., the discussion will be restricted 
to a system of two components. According to the phase rule, if such a system is 
to be univariant, i.e., F = 1, with C ~ 2, the value of P will be 3, so that there 
must be three phases in equilibrium. 

A simple example of such a system would be a saturated solution of a non- 
volatile solid in equilibrium with vapor of the solvent; the three phases would 
then be (i) the solid component 1, e.g., a salt, (ii) a saturated solution of this 
substance in the liquid component 2, e.g., water, and (iii) the vapor of the latter. 
Suppose a smalfchange is made in the system, which is maintained in equilibrium, 
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involving changes of temperature dT and pressure dP and transfer of dui moles 
of component 1 from the solid to the solution. The accompanying change in the 
partial molar free energy (chemical potential) of the substance in the solution is 
then given by 



whereas the corresponding change in the chemical potential of the pure solid j 
which is equivalent to the change in its molar free energy, is 

( 28 . 6 ) 

the primes being used to indicate the solid phase. Since the molar free energy 
of the solid is independent of the amount, there is no term involving dni in equa- 
tion (28.6). By utilizing equations (26.23) and (26.26), Lb., (dfXi/dT)p,m = — 
and (d/ii/dP)ar,N = Fi, equation (28.5) can be written as 

dm = - SidT + fidP + / ) dm. 

\oni/ZP 

Similarly, by means of equations (25.20) and (25.21), i.e,, (dF/dT)p 
(dF/dP)T = y, equation (28.6) can be .transformed into 

dfji[ =- + yjdP. (28.8) 

Since the system has remained in equilibrium, the chemical potential of the given 
component must be the same in both phases, i.e., solid and solution; hence, the 
change of chemical potential in one phase must be equal to the accompanying 
change in the other phase. In other words, dfii and d}i[j as given by equations 
(28.7) and (28.8), must be identical; it follows, therefore, by subtraction, that 

- (Si - Sl)dT + (Fi - V'JdP + (P^) dm = 0. (28.9) 

\oni/T,p 

Suppose that when the drii moles of solid (solute) are transferred from the solid 
phase to the solution, as described above, it is necessary to transfer dng moles of 
the component 2 (solvent) from the vapor to the solution in order to maintain the 
equilibrium. By proceeding in a manner precisely similar to that used in deriving 
equation (28.9), it is found that 

- {S, - S'i)dT + (Fs - Yl)dP + f \ dm = 0, (28.10) 

\dn%lT,p 

where Si and Yl refer to the molar entropy and volume of component 2 in the 
(pure) vapor phase. 

If equation (28,9) is multiplied by ^i, the number of moles of constituent 1 
in the solution, and (28.10) is multiplied by ^ 2 , the number of moles of the sub- 
stance 2, and the results added, it is possible to eliminate the last term in each 
equation. The reason is that 



* As in § 26a, the subscript n is used to represent constant composition. 


(28.7) 
= — S, and 
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is equivalent to nidni + riidfii iov the solution at constant temperature and pres- 
sure, and by the Gibbs-Duhem equation (26.15) this is zero. Hence, it follows that 

- (niSi - niS[ 4- n »§2 - ntS")dT + (niFi - niY[ + nifi-niV")dP = 0. (28.11) 

The expression in the first parentheses, which may be rearranged to take the form 
+ n 2 S 2 ) -- {niS[ + ^ 2 ^ 20 , equal to the increase of entropy accompanying 
the formation of a saturated solution from ni moles of solid 1 and moles of 
vapor 2, since niSi + nSi represents the entropy of the solution [cf. equation 
(26.6)3, WiSJ is that of ni moles of the pure solid 1, and that of the ^2 moles of 
pure vapor 2. This quantity may be represented by A^S, and the quantity in the 
second parentheses may similarly be replaced by AF, the corresponding increase 
of V lume. It follows, therefore, that equation (28.11) may be written as 

- i^SdT + AVdP = 0, 

^ ^ A^ 
dT AF ’ 

and since AS may be replaced by Ai7/r, this becomes 


dP ^ AH 
dT TAV ’ 


(28.12) 


which is identical in form with equation (27.4). 


It is thus seen that an equation analogous to that of Clapeyron has been 
derived for a univariant system of two components, and a similar result 
could be secured for any number of components. As obtained above, equa- 
tion (28.12) gives the variation with temperature of the vapor pressure of a 
saturated solution; AH is the change of heat content accompanying the 
formation of the given solution from the solid solute and the vapor of the 
solvent, and AF is the corresponding volume change. The same equation, 
when inverted, will give the influence of pressure on the eutectic temperature 
at which two pure solids 1 and 2 are in equilibrium with saturated solution. 
In this case AH and AF are the heat content and volume changes, respec- 
tively, for the formation of the equilibrium solution from the appropriate 
amounts of the two constituents in the solid state. 

28d. Properties of the Surface Phase. — In the thermodynamic treatment 
of systems in equilibrium it has been postulated, up to the present, that the 
only force acting upon the system is that due to the external pressure. The 
work done is then only work of expansion, represented by PdV. It is 
possible, ho%vever, that other forces may have to be taken into consideration. 
For example, thermodynamic systems are invariably subject to gravita- 
tional and surface forces, but in most instances their influence is so small as 
to be negligible. Electrical and magnetic forces may also be operative in 
special circumstances. Of particular physicochemical interest are surface 
forces, the effect of which becomes apparent when the quantity of matter 
contained in the surface is relatively large in comparison with that of the 
system as a whole. 
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Consider a heterogeneous system, of one or more components, consisting 
of two phases; there will then. be a surface of separation between the phases. 
The transition from one phase to the other,: across the bounding surface, is 
probably a gradual one, so that the surface of separation is not to be regarded 
as sharp, but as a region of more or' less definite thickness. For the present 
purpose, the exact thickness of the region is immaterial, provided it contains 
all the parts of the system which are within the influence of the surface 
forces. Thus the two bulk phases, ' e.g., two liquids or' a liquid and' v 
may be thought of as being separated by a surface phase. It may be 
remarked that the so-called: surface phase is not a true phase in the usual 
physical sense, but the description is convenient. 

In order to derive the thermodynamic properties of the surface phase, 
consider a hypothetical state involving an exact geometrical surface placed 
between the two bulk phases. A suitable position for this imaginary surface 
will be proposed later. The surface excess, which may be positive or nega- 
tive, of any constituent of the system is then defined as the excess of that con- 
stituent in the actual surface phase over the amount there would have been if both 
bulk phases remained, homogeneous rigid up to the geometrical surface. Thus 
if Ui is the total number of moles of the constituent i in the system, and cf 
are the numbers of moles per unit volume, i.e., the concentrations, in the 
interior of the two bulk phases, and F' and F^' are the respective volumes 
of these phases right up to the imaginary geometrical surface, then the 
number of moles nl of surface excess of the constituent i is given by 

n, = 4F' + 4F" + nl (28.13) 

The actual values n®, nl . . . , for the surface excesses of the various com- 
ponents of the system depend on the location postulated for the hypothetical 
surface. For the general treatment- which fdlows, its exact position need 
not be specified, but subsequently'- this ■ will be defined in a particularly 
convenient manner. 

'The surface free energy F® may be expressed by a relationship similar to 
equation (28.13), viz., 

P :::= P^ ^ ,p^r ^ (28.14) 

where F is the total free energy of the system, consisting of the two bulk 
phases and the surface phase; and F" are the free energies of the bulk 
phases calculated on the assumption that they both remain homogeneous 
right up to the hypothetical, geometrical surface. The free energy F® may 
thus be regarded as the contribution' to.: the system made by the ^^surface 
excess^^ amounts of the various constituents or, in other words, of the surface 
phase. Other thermodynamic properties of the surface phase are defined in 
a manner exactly analogous to equation (28.14), but the surface chemical 
potential (partial molar free energy) /i®, and the surface entropy 8^ only will 
be employed here. 

2Be* Eqailibiitim of Surface Phase.— Consider a small change in the 
system described above. The free energy change dF is then equal to 
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dF^ + dF" + dF*. The first two terms, which refer to the homogeneous 
bulk phases, are given by eqmtion (26T3) 

dF' - ^ S'dT + F'dP' + M + M + “ - (28.15) 

and^"', •• 

dF" = --- S"dT + V"dP" + M M + • . . . (28.16) 

In evaluating dF® for the surface phase, "it is necessary to take into account 
the free energy change accompanying a change in the surface area. The 
work required to increase the area of the surface by an infinitesimal amount 
dSj at constant temperature, pressure and composition, is equal to jdsy 
where T is the quantity usually' ref erred, to as the surface tension. The 
latter is a measure of the reversible work which must be done for unit in- 
crease in the surface area under the given conditions. Since the surface 
work does not involve work of expansion against the external pressure, it 
may be identified with the net work and hence with the free energy change 
(§ 25b). The expression for dF® for a small change in the system should 
thus include the term yds. On the other hand, since the surface contribu- 
tion to the volume may be ignored, the quantity corresponding to VdP may 
be omitted. It follows, therefore, that 

dF^ = — S^dT d" yds iJ-idui *4- (28.17) 

where Ml, mI, . • are the surface chemical potentials of the various con- 
stituents of the system. It is consequently seen from equations (28.15), 
(28.16) and (28.17), that dF, obtained by summing dF', dF" and dF% is 

dF = - ;Sdr + F'dP' + F"dP" + yds 

+ (28.18) 

where is the total entropy of the system, i.e., /S' + S" + S\ 

For a system in which the only force acting is that due to the external 
pressure, the condition of equilibrium is given by equation (25.39) as 
dFy, p = 0. When surface forces are significant, however, it is not difficult to 
show that this result must be modified by stipulating constant surface area, 
in addition to constant temperature and pressure, so that for equilibrium 

dFr^p.s - 0. (28.19) 

Upon applying this conclusion to equation (28.18), it is seen that 

+ 'EM + EM = 0 (28.20) 

at equilibrium. If there is no restriction concerning the passage of matter 
between the two bulk phases and the surface phase, the variations d?^^, drifi 
and dnl are independent, provided the sum for each component is equal to 
2 ;ero, since no matter passes in or out of the system as a whole. It follows, 
therefore, from equation (28.20) that for each constituent 

t It * 

= Hi = Ho 


( 28 . 21 ) 
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This result is an extension of equation (28.3); the surf ace chemical 'potential 
of any constituent of a system is thus equal to its chemical potential in the bulk 
phases at equilibritm, 

28f, The Gibbs Adsorption Equation. — The surface free energy F* is the 
sum of the contributions of the various constituents, i.e., nlju! + nl/il + * * *, 
[cf. equation (26.6)], and of a quantity depending upon the area of the 
surface. The latter is equal to 7$, where s is the total surface area; hence, 

F^ =s ys + nlixi H- tiImI 4* * * * , (28.22) 

where nf, nl, . . are as defined by equation (28.13). Since F® is a definite 
property of the surface, depending only upon the thermodynamic state of 
the system, dF\ is a complete differential, and hence differentiation of equa- 
tion (28.22) gives 

dF« - yds + sdy + nldfil + nld/il + * • * + yldnl + ddni + • ‘ • 

= yds sdy + ^nldpi 4* ^Midnj. (28.23) 

Upon comparison with equation (28.17), it is seen that 

S^dT + s&Y + 

and at constant temperature this becomes [cf. equation (26.15)] 

sdy + ZnWi^O, (28.24) 

thus providing a relationship between the change in surface tension and the 
corresponding changes in the surface chemical potentials. Dividing through 
by Sj the surface area, the result is 

dy 4" dpi + — dpi 4- • * • == 0, 

. s s 

or, replacing nf/s by Fi, ni/s by r2, and so on, 

dy + ridju! 4* rsdpi + • • • = 0, (28.25) 

where Ti, r2, are the excess surface ^^concentrations^^ of the various 
constituents of the system; these ^^concentrations^' are really the excess 
amounts per unit area of surface. For a system of two components, e.g., 
a solution of a single solute, equation (28.25) becomes 

dy + Tidpl 4* T2dpl - 0. (28.26) 

at constant temperature. 

If the system is in equilibrium, at constant temperature, pressure and 
surface area, the surface chemical potential of any constituent must always 
be equal to its chemical potential in the bulk phase, i.e., the solution, by 
equation (28.21). It is thus permissible to write equation (28.26) in the 
form 


dy 4" Fidpi 4* = 0, 


(28-27) 
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where Ml and m 2 refer to the chemical potentials in the solution. It will be 
recalled (§ 28d) that nf and n|, and hence Ti and Tz, depend upon the arbi- 
trary position chosen for the geometrical surface. In connection -with the 
study of dilute solutions it is convenient to choose the surface so as to 
make Ti zero; that is to say, the surface excess of constituent 1, the solvent, 
is made equal to zero. In these circumstances equation (28.27) becomes 


dy Vid/ii — 0 

r, = -( 




(28.28) 


It will be seen later [equation (31.2)] that the chemical potential /X 2 of 
any constituent of a solution, e.g., the solute, may be represented by 
+ ET In 02 , where is a constant for the substance at constant tempera- 
ture, and 02 is called the '^activity’' of the solute, the activity being an 
idealized concentration for free energy changes. Upon making the substitu- 
tion for /X 2 , equation (28.28) becomes 


r ^ f \ 

" RTKelna^Jj 


02 / dy \ 
RT \ ddt ) T 


(28.29) 


For dilute solutions, 02 may be replaced by c, the concentration of the solute, 

SO:, that ' 

— (28-30) 
RT\dc)T 




The equations (28.28), (28.29) and (28.30) are forms of the Gibbs 
adsorption equation, first derived by J. Willard Gibbs (1878); it relates the 
surface excess of the solute to the variation of the surface tension of the 
solution with the concentration (or activity). If an increase in the concen- 
tration of the solute causes the surface tension of the solution to decrease, 
i.e., {dy/dc)T, is negative, r 2 will be positive, by equation (28.30), so that 
there is an actual excess of solute in the surface; in other words, adsorption 
of the solute occurs under these conditions. If (dy/dc)T is positive, r 2 is 
negative and there is a deficiency of the solute in the surface; this phenom- 
enon is referred to as negative adsorption. 


28g, Vapor Pressure and Solubility of Small Particles. — ^Another efiect of 
surface forces relates to the change in certain physical properties, e.g., vapor 
pressure and solubility, resulting from the difference in size of the particles of a 
solid or drops of a liquid. Consider, on the one hand, a spherical drop or particle 
of a pure substance, of radius r, in equilibrium with vapor at a pressure p. On 
the other hand, consider a flat surface of the same substance, the vapor pressure 
Pa differing from that of the small particles. The free energy change dF for the 
transfer of dn moles of substance from the flat surface to the spheres is equivalent 
to the transfer of this quantity from pressure po to pressure p, at constant tern- 
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perature. If the vapor behaves as an ideal gas, then by equation (25.25) 

dF = dnETlD.^- ^8.31) 

Vq 

The increase of free energy for the process under consideration is to be attributed 
to the fact that the addition of material to the small drops causes an apprecmble 
increase in the surface area, whereas for the flat surface the accompanying decrease 
is negligible. The increase of free energy for a change da in the surface area Is 
equal to yds, where y is the surface tension; hence it is possible to write equation 
(28.31) as 

dnRTln^ = '^ds. (28.32) 

Po 

If F is the molar volume of the substance under consideration, and the spher- 
ical drop of radius r contains n moles, then 

nV = 

and upon differentiation it is found that 

dn^^df, (28.33) 

The surface area s of the drop is equal to 4rr®, and hence 

ds == Sirrdr. (28.34) 

Consequently, by combining equations (28.32), (28.33) and (28.34), it is seen that 

j?rin£ = ?2±. (28.35) 

Po r 

The vapor pressure of the spherical drops or particles is thus greater than that of the 
flat surface, the proportion increasing as the radius of the particles decreases. 
The higher vapor pressure of small drops or particles accounts for their tendency 
to disappear by '^distillation’^ on to larger particles. Large drops or particles 
thus tend to grow at the expense of smaller ones. If the vapor does not behave 
ideally, equation (28.35) is not exact; as will be evident from the next chapter, the 
correct form is obtained by using the ^'fugacity” in place of the vapor pressure. 

Problem: The vapor pressure of a large (flat) body of water is 23.7§ mm. at 
25° C. Calculate the vapor pressure of drops of 10“^ cm. radius. The surface 
tension of water may be taken as 72.0 dynes cm.“^ and its molar volume is 18.0 
cc. mole"h 

If y is in dynes V in cc. mole”^ and r in cm., the right-hand side of 

equation (28.35) would be in ergs mole”"^; hence, it is convenient to express 
E as 8.314 X 10*^ ergs deg.“^ moie^^. Consequently, at 298.2° K, 

8.314 X 10’ X 2.303 X 298.2 log =■ ^ ^ 

p = 24.01 mm. 

For particles in equilibrium with a saturated solution, the free energy of 
transfer from a flat surface, also in contact with its saturated solution, can be 
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expressed in terms of the concentrations of the solutions, at least for dilute solu- 
tions (cf. Chapter XV). In this case, equation (28.35) takes the form 

In - = HlZ , ( 28 . 36 ) 

Co ■ T 

where c and Co represent the concentrations of saturated solutions in contact with 
small particles and a fiat surface, e.g., large crystals, respectively. In this case 
7 is the tension at the interface between the solid (or liquid) solute and the solu- 
tion. It is evident that fine particles can have an appreciably larger solubility 
than large crystals of the same substance. Strictly speaking, the activity of the 
solute should be used instead of the concentration in equation (28.36), but this 
refinement may be ignored for the present. 

EXEBCISES 

1. The vapor pressures of carbon tetrachloride at several temperatures are 
as follows: 

f 25^ 35^ 45*^ 55^ C 

p 113.8 174.4 258.9 373.6 mm. 

Plot log p against l/T and from the slope evaluate the mean heat of vaporization 
of carbon tetrachloride in the given range. 

2. From the results of the preceding exercise determine (approximately) the 
constant C in equation (27.16), and see how close the result is to that expected 
from Trouton's law. Using the values of AHv snid C just obtained estimate the 
normal boiling point of carbon tetrachloride, (The actual value is 76.8° C.) 

3. At its normal boiling point (77.15° C) the orthobaric densities of ethyl 
acetate are 0.828 (liquid) and 0.00323 (vapor) g. cc.~h The rate of change of 
vapor pressure with temperature in the vicinity of the boiling point is 23.0 mm. 
deg.”h Calculate the heat of vaporization by (i) the Clapeyron equation, (ii) the 
Clapeyron-Clausius equation. 

4. Below its boiling point the variation of the vapor pressure of benzene with 

temperature is given by 

, , ^ ^ 0^0. 1402.46 51387.5 

log p(mm.) = 7.2621 - — ^ 

[Mathews, /. Am. Chem, Soc,^ 48, 562 (1926)1! from which the boiling point is 
found to be 80.20° C. The specific volume of benzene vapor at its boiling point at 
1 atm. is 356 cc. g.”"^ and that of the liquid is 1.2 cc. grK Calculate the heat of 
vaporization of benzene at this temperature and estimate the boiling point at 
:■ 77.0 cm.. pressure. , 

5. Use the equation for log p as a function of temperature in the preceding 
exercise to derive an expression for the variation of the heat of vaporization of 
benzene with temperature. (The vapor may be supposed to behave ideally.) 

6. Show that if Ta and Tb are the temperatures at which two liquids have the 
same vapor pressure, then by the Eamsay-Young rule, log Ta = log Tb + const,; 
the plot of log Ta against log Tb should thus be linear. 

The vapor pressures of mesitylene at various temperatures are as follows: 

f 60° 80° 100° 120° C 

p S7.35 160.8 247.25 381.1 mm. 
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By means of these data and those given for carbon tetrachloride in Exercise ,1. 
determine how closely the Eamsay-Young rule is obeyed.^ (Plot the vapor pres- 
sure as a function of temperature in each case, and determine the temperatures at 
which the two liquids have the vapor pressures 120, 240 and 360 mm., and then 
plot log against log ^TbO 

7. At 110° C, dp/dT for water is 36.14 mm. deg.”^; the orthobaric specific 
volumes are 1209 (vapor) and 1.05 (liquid) cc. g.'”h Calculate the heat of vapor- 
ization of water in cal. g.”^ at 110° G. 

8. The mean heat capacity of water vapor in the range from 100° to 120° C 
is 0.479 cai. g."\ and for liquid water it is 1.009 cal. g.^h Taking the heat of 
vaporization of water as 539 cal. g.”^ at 100° C, determine the approximate value 
at 110°C, and compare the result with that obtained in the preceding exercise. 

9. The melting point of benzene is found to increase from 5.50° to 5.78° C 
when the external pressure is increased by 100 atm. The heat of fusion of benzene 
is 30,48 cal. g.'^h What is the change of volume per gram accompanying the 
fusion of benzene? 

10. A liquid (mercury) normally boils at 357° C and its heat of vaporization is 
68 cal. g.'^h It is required to distil the liquid at 100° C; estimate the approximate 
pressure that would be used. 

11. The variation of the vapor pressure of solid iodine is given by 

OK10 OO 

log p(atm.) = - 2.013 log T + 13.374 

[Giauque, J. Am. Chem. Soc.y S3, 507 (1931)]. The heat of sublimation at 25° C 
is 58.6 cal. gr\ and the specific volume of the solid is 0.22 cc. g~h Estimate the 
molar volume of the vapor at its equilibrium pressure at 25° C, and compare with 
the ideal gas value. 

12. The heat of vaporization of chlorobenzene at its boiling point (132.0° C) 
is 73.4 cal. g.^h Estimate the (approximate) pressure in cm. of mercury under 
which the liquid will boil at 130° C. Eecalculate the result, taking Vg — Fr as 
277.5 cc. g.""^ at the normal boiling point. 

13. The true vapor pressure of ethyl acetate at 35° C is 59.0 mm. and its 
density is 0.788 g. cc.~^. Determine the change of vapor pressure resulting from 
the introduction of an inert gas at 2 atm. pressure, 

14. A hydrocarbon (w-heptane) is known to have a vapor pressure of 92 mm. 
at 40° C. Estimate its normal boiling point. (The experimental value is 98.5° C.) 

15. The normal boiling point of n-hexane is 69,0° C. Estimate its vapor 
pressure at 30° C. (The experimental value is 185 mm.) 

16. Diihring’s rule has been found to apply to unsaturated solutions of a given 
solute, pure water being the reference liquid. An unsaturated solution of calcium 
chloride (30 g. per 100 g. solution) has a vapor pressure of 240 mm. at 75.7° C; 
pure water has this vapor pressure at 70.6° C, At what temperature will the 
given solution boil at 1 atm. pressure? 

17. Eamsay and Young (1886) found that in the vicinity of the boiling point 
the quantity T (dp/dT) is approximately constant for many liquids. Show that 
this is a consequence of the Eamsay-Young rule, and that it leads to the relation- 
ship AT = cTAPj where AT is the increase of boiling point for an increase AP in 
the external pressure; for liquids obeying Trouton’s rule, c should be approxi- 
mately constant and equal to 1.2 X 10“^ if AP is in mm. (Craft^s rule). Estimate 
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the boilmg point of benzene at 77.0 cm. and compare the result with that obtained 
in. Exercise. 4. , 

18. The vapor pressures of (a) solid, (b) liquid, hydrogen cyanide are given by 
[Perry and Porter, J. Am, Ckem, Soc,j 48, 299 (1926)]: 

(a) log p(mm.) = 9.33902 - 1864,8/T (from 243.7® to 258® K) 

(5) log p(mm.) = 7.74460 - 1453.06/ T (from 265® to 300.4® K). 

Calculate (i) the heat of sublimation, (ii) the heat of vaporization, (ill) the heat 
of fusion, (iv) the triple point temperature and pressure, (v) the normal boiling 
point. (Note that the latent heats are approximately constant in the given 
temperature ranges.) 

19. Calculate the difference in slope, in mm. deg."h between the vapor pressure 
curves of solid and liquid hydrogen cyanide at the triple point, using the data in 
the preceding exercise. 

20. Show that if the vapor behaves ideally, 



where and pi are the vapor pressures of solid and supercooled liquid, respec- 
tively, at the same temperature T; AH/ is the (mean) molar heat of fusion and 
Tm is the melting point of the solid. Use the data in Exercise 10, Chapter X to 
calculate the mean heat of fusion of ice in the range from 0° to — 10® C. 

21. Give the complete derivation of equation (28.10). 

22. Give in full the derivation of an expression for the variation of a binary 
eutectic temperature, i.e., for a two-component system, with pressure. 

23. Prove the condition of equilibrium given by equation (28.19) which is 
used when surface forces must be tai-en into consideration. 

24. At appreciable concentrations, the variation of the surface tension y with 
concentration c of aqueous solutions of the lower fatty acids is given by 
7 = A + B log c, where A is a constant for each acid and B is approximately the 
same for all the acids. Show that the extent of adsorption of a fatty acid at the 
surface of its aqueous solution is then roughly independent of the concentration 
of the solution and of the nature of the acid. Suggest a physical interpretation 
of this result. 
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FUGACITY AND ACTIVITY 
29. Ftjgacity of a Single Gas 

29a* Definition of Fugacity.— By utilizing the free energy fii nction, G. N. 
Lewis (1901) introduced the concept of “fugacity/^ which has proved of 
great value for representing the actual behavior of real gases, as distinct 
from the postulated behavior of ideal gases. It has been applied especially, 
as will be seen in § 32c, in the study of chemical equilibria involving gases 
at high pressures. The fugacity is chiefly employed in connection with gas 
mixtures, but the introductory treatment will be restricted to pure gases; 
at a later stage (§ 30b) it will be extended to systems consisting of more than 
one component.^ 

According to equation (25.24), for an infinitesimal, reversible stage of an 
isothermal change involving work of expansion only, 

dF^VdP. (29.1 j 

If the system consists of 1 mole of an ideal gas, V may be replaced by RT/P, 
so that 

dF RTd In P, ( 29 . 2 ) 

where P is the pressure of the gas. For a gas which does not behave ideally, 
equation (29.2) will not hold, but a function /, known as the fugacity, may 
be (partially) defined in such a manner that the relationship 

dF RTdUf (29.3) 

is always satisfied, irrespective of whether the gas is ideal or not. Integra- 
tion of (29.3) at constant temperature gives 

P = P!rin/ + C, (29,4) 

where F is the molar free energy of the gas and / is its fugacity; the integra- 
tion constant C is dependent upon the temperature and the nature of the gas. 

Actually, equation (29.4) defines the ratio of the fugacities at two differ- 
ent pressures, i.e., the relative fugacity, at a given temperature. This may 
be seen by considering the definite integral of equation (29.3), viz., 

Fa - F, = (29.5) 

^ Lewis, Froc. Am. Acad. 41^5 37, 49 (1901); phys. Chem., 38, 205 (1901); G. N. 

lewis and M. Randall, ^Thermodynamics and the Free Energy of Chemical Substances/^ 
1923, Chap. XVII. 
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where Fx and are the molar free energies of the gas in two states, i.e., 
pressures, at the same temperature, and /t and /a are the corresponding 
fugacities. The experimentally determinable quantity is the free energy 
difference Fo. — Fi (or AF), and this is seen by equation (29.5) to give the 
ratio of the fugacities / 2 // 1 . In order to express the fugacity in any state, 
it is necessary therefore to assign it a specific value in a particular reference 
state. 

For an ideal gas the difference of molar free energy in two states at the 
same temperature is given by equation (25.25), which may be written as 

F2- Fx = RTln^^ , 

, , r'l 

and comparison of this result with equation (29.5) shows that for an ideal 
gas the fugacity is proportional to the pressure. It is convenient to take 
the proportionality constant as unity, so that for an ideal gas//P == 1, and 
the fugacity is always equal to the pressure. For a real gas, the fugacity 
and pressure are, in general, not proportional to one another, and f/P is not 
constant. As the pressure of the gas is decreased, however, the behavior 
approaches that for an ideal gas, and so the gas at very low pressure is chosen 
as the reference state and it is postulated that the ratio f/P of the fugacity 
to the pressure then approaches unity; thus, 


lim ^ - I 
P-*Q P 


or 


/ 

P 


as 


It will be seen shortly that this postulate, which makes the fugacity of a real 
gas equal to its pressure at very low pressure, j>eTmits the evaluation of actual 
fugacities at various pressures. It may be mentioned that since gas pres- 
sures are usually expressed in atm., fugacities are recorded in the same units. 

29b, Determination of Fugacity: Graphical Method. — For an ideal gas 
the fugacity is equal to the pressure at all pressures, but for a real gas this 
is only the case at very low” pressures when it behaves ideally. To determine 
the fugacity of a gas at any pressure where it deviates from ideal behavior, 
the following procedure has been used. By combining equations (29.1) 
and (29.3), both of w-hich apply to any gas, it foliow^s that at constant 
temperature 

RTdlnf ^ VdP (29.6) 

or/'. 



'where V is the actual molar volume of the gas at the temperature T and 
pressure P. For an ideal gas the volume of 1 mole is RT/P, and for a real 
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gas the quantity a, wMch is a function of the temperature and pressure, 
may be defined by 

« = F. (29.8) 

Hence from equation (29.6), ' 

dP 

RTdlnf ^ RT~- adP, 


If this result is integrated between a low, virtually zero, pressure and a given 
■ '' pressure P, at constant temperature, the 

^ 1 result is 


since, as postulated above, f/P becomes 
equal to unity, and hence In (/ /P) be- 
comes zero, at zero pressure.^ To calcu- 
late the fugacity, therefore, it is necessary 
to plot from experimentally 

determined molar volumes of the gas at 
various pressures, against the pressure; 
the area under the curve between the pressures of zero and P gives the value 
of the integral in equation (29 9). 

Problem; Utilize the following data to calculate the fugacities of nitrogen gas 
at the various pressures at 0® C. 

P 50 100 200 400 800 1,000 atm. 

PV/RT 0.9846 0.9846 1.0365 1.2557 1.7959 2.0641 

It can be readily seen from equation (29.8), which defines a, that 


Fig. 17. Determination of fugacity 
of nitrogen gas 


Since the PV/BT values for various P's are given above, it is possible to derive 

2 Tunell, /. Phys, Chem.j 35, 2885 (1931), has suggested that it would be preferable to 
define the fugacity by means of equation (29.9); the conditions f/P 1 and/-^ 0 as P 0 
then follow automatically. 
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t!ie corresponding a/RT values; these may be plotted against P (Fig. 17),* and 
hence the integral of a/RT between zero and any pressure P may be evaluated 
graphically. By equation (29.9) this is equal to — In (f/P), and hence f/P and / 
can be determined; the results are given below. 


",/;v P,, 

a/RT 

Integral 

f/P 

/ 

' 50 atm; 

3.08 X 10“'* atm.“i 

0.0206 

0.979 

48.95 

100 

1.54 

0.0320 

0.967 

96.7 

200 

- 1.82 

0.0288 

0.971 

194.2 

400 

- 6.39 

- 0.0596 

1.061 

424.4 

800 

~ 9.95 

- 0.3980 

1.489 

1191 

1,000 

- 10.64 

- 0.6060 

1.834 

1834 


29c. Determination of Fugacity from Equation of State. — If / is the 
fugacity of a gas at pressure P, and /* is the value at a low pressure P*, then 
integration of equation (29.6) or (29.7) gives 

The variable of the integrand in equation (29.10) is now changed by inte- 
grating by parts; thus, 

/»P "IF 

I VdP ^ PV\ - PdV 

*/p* f/y# 

= PF - P*F* - r PdV, 

where F* is the molar volume corresponding to the low pressure jP*. Since 
the gas then behaves almost ideally, it is permissible to replace P*F^ by RT, 
and upon substituting the result in equation (29.10), it is seen that 

Utilizing the postulate that//P approaches unity at low pressure, i.e., jf^/P’^ 
is virtually unity, it follows that In (///*) may be replaced by In (f/P^), 
that is, by In/ — In P*; hence, 

In/ = In P* + ^ ^PF -RT - y Pdv'^ . (29.11) 

By means of an equation of state, it is possible to express P as a function of 
F, at constant temperature, and hence the integral in (29.11) can be 
evaluated analytically. 

* The shape of the curve at low pressures has been adjusted to the fact that a then 
tends to an approximately constant value (cf. § 29d). 
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The procedure may be illustrated by reference to a der Wads gas^ for 
which the equation of state is 

where a and b may be regarded as constants, independent of the pressure, that 
have been derived from experimental P-F data at the given temperature. By 
equation (29.12), 

PdV = 


and hence 


y - 6 

RT 


y- 


rpdy = r^dy- r 

Jy* J y'^ * ^ Jy* 


.(iV 


ETln 


V 


V* 


b a 

~5 ' ^ 


a 


Since F* is very large, F* — h may be replaced by F*, which is equal to RT/P"^, 
and a/F* can be neglected; thus, 

b 


J '*v y 

PdV = PP In 


+ £ 

F* F 


= BT\n^-^ + RTlnP* + 

HI V 


(29.13) 


It can be readily shown from the van der Waals equation (29.12) that 

RTb a 
F -b^V' 


PV - RT 


and combination of this result with equations (29.11) and (29.13) gives 

ET . b 2a 


In/ - In. 


' + 


V-b RTV 


(29.14) 


Consequently, the fugacity of a van der Waals gas at any pressure can be calcu- 
lated from the volume at that pressure, at the specified constant temperature, 
provided the van der Waals constants for the given gas are known. The values 
of a and h to be used here are those which have been derived from actual P-F 
measurements at the required temperature. Because of the incomplete quanti- 
tative nature of the van der Waals equation (cf. Chapter II), these will differ 
from one temperature to another; in any event they will not be identical with the 
tabulated a and h values, for the latter are usually based on the critical data (§ 5d). 
It is only when other information is lacking that these may be used to obtain an 
approximate indication of the fugacity • 

The fugacities of oxygen at a number of pressures at 0® C have been 
calculated by G. N. Lewis and M. KandalP using equation (29.14); a wsls 
taken as 1.009 literi atm. mole"'^ and b as 2.64 X 10”'^ liter mole^C* The 

3 Lewis and Randall, ref. 1, p. 196. 

* The conventional values of a and for oxygen, derived from critical data, are 1.32 
and 3.12 X 10"^, respectively (see Table I). 
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results are recorded in Table XX - the figures given under the heading Pu, 
are the pressures which an ideal gas would exert if it occupied the same 
volume as the actual gas at the given temperature. 



TABLE , XX. 

FUGACITY OF OXYGEN 

AT 0® C 



' ' f '■ ' 

Pid. 

IIP 

P/Pul. 

50 atm. 

48.0 

52.0 

0.960 

0.961 

100 

92.5 

108 

0.925 

0.929 

200 

174 

220 

0.87 

0.91 

400 

338 

381 

0.85 

1.05 

600 

540 

465 

0.90 

1.29 


Even though a and b are derived from actual P-V-T data, the fugacitics 
obtained from equation (29.14) may not be too reliable over a range of 
pressures because of the approximate nature of the van der Waals equation. 
By using a more exact equation of state, such as the Beattie-Bridgeman 
equation, better values for the fugacities can be obtained, but since this 
equation involves five empirical constants, in addition to R, the treatment 
is somew’^hat more complicated than that given above.^ 

29d. Approximate Calculation of Fugacity. — It is an experimental fact, 
with which the van der Waals equation is in agreement (cf. Chapter II, 
Exercise 7), that at not too high pressures the value of PV for any gas is a 
linear function of its pressure at constant temperature; thus, 

PV ^ RT - AP, 

w’here A may be taken as constant at a given temperature. From this 
equation it is seen that a, defined by equation (29.8), is given by 



so that a is (approximately) constant over a range of pressures, provided 
they are not too high. Utilizing this result, equation (29,9) becomes 


In/ - InP - 


aP 

RT 


or 



aP 

RT 


(29.15) 


At moderate pressures //P is not very different from unity (cf. Table XX), 
and so it is possible to make use of the fact that In x is approximately equal 
to ic 1 when x approaches unity; hence, equation (29.15) becomes 

^ Maron and Turnbull, Ind. Eng. Chem.^ 33, 69, 246 (1941); see also, Brown, ibid., 33, 
1536 (1941); Moron and TurnbuU, /. Am, Chem, Soc.j 64, 44 (1942), 
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Upon introducing the definition of a, it is seen that 

. __ PW 
^ RT ^ " 


29e 

(29.16) 


so that the approximate fugacity of the gas can be determined directly from 
its pressure and molar volume. This result may be put into another form 
of interest by introducing Pid., referred to above; this is equal to RT/V, 
and hence, 


p Pid. 


(29.17) 


It can be seen from Table XX that this relationship is approximately true 
for oxygen at C up to pressures of about 100 atm., and so equation (29.16) 
may be utilized to give reasonable values of the fugacity at moderate pres- 
sures. For gases which depart from ideal behavior to a greater extent than 
does oxygen, however, equation (29.17), and hence (29.16), does not hold 
up to such high pressures, except at higher temperatures. 

It may be mentioned hero that although the fugacities in Table XX are 
always less than the corresponding pressures, this is not always the case 
(cf. problem in § 29b). For hydrogen and helium, for example, even at 
moderate pressures, at ordinary temperatures, PF is greater than RT, and 
hence it is evident from equation (29.16) that the fugacity will then be 
greater than the pressure. The results obtained for hydrogen at 25° C are 
recorded in Table XXI.^ 


TABLE XXI. FUGACITY OF HYOROGEN AT 25® C 

Pressure 25 50 100 200 500 1,000 atm. 

Fugacity 25.4 51.5 106.1 225.8 685 1,809 atm. 


29e. Generalized Method for Determining Fugacities.— The definition 
of a given by equation (29.8) may be written in an alternative form, viz., 



The factor PV/RT is the compressibility factor k, considered in earlier 
sections (§§ 5i, 20e), so that 



RT 


(1 - k) . 


If this is inserted in equation (29.9), it follows that 

In/ = In P + (29-18) 

* Denring and Shupe, Phys. Rev., 40, 848 (1932); see also, idem., Rnd., 37, 638 (1931): 
38, 2245 (1931); 56, 108 (1939). 
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Fig. 18. Generalized fugaoity curves 
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or, replacing the P terms in the integral by the corresponding reduced 
pressure t, 

ln/= riLZldT, ^29.19) 

P Jo 

T being equal to P /Pc, where Pc is the critical pressure of the gas. 

It was seen in § 5i that at a given reduced temperature and pressure the 
compressibility factors k of all gases are approximately equal; hence equa- 
tion (29.19) is a generalized expression w^hich may be plotted graphically on 
a chart so as to give the value of In (//P), or of f/P itself, for any gas in 
terms of the reduced temperature and pressure. In constructing the chart 
the values of k are derived from Fig. 4, and the integral in equation (29.19) 
is evaluated graphically.® An example of such a chart is given in Fig. 18 
in which //P is plotted as ordinate with the reduced pressure ir as the 
abscissa and the reduced temperature ^ as the parameter. For reasons 
which wiU be understood later (§ 30b), the ratio of the fugacity of the gas 
to its pressure, i.e., //P, is called the activity coefficient of the gas at the 
given pressure. 

Problem: Utilize Fig. 18 to estimate the fugacity of nitrogen gas at 0® C and 
pressures of 50, 100, 200 and 400 atm. 

Since Tc for nitrogen is 126° K, it follows that 6 is 273/126 = 2.17; Pc is 33.5 
atm., and the respective values of tt are given below. By utilizing these results, 
the following data for f/P are obtained from Fig. 18, and hence the fs can be 
calculated. 


p 

T 

f/P 

/ 

50 atm. 

1.5 

0.98 

49 atm. 

100 

3.0 

0.97 

97 

200 

6.0 

0.98 

196 

400 

12 

1.07 

428 


(The results are seen to be in very good agreement with those obtained by the 
accurate procedure based on P-F data in the problem in § 29b.) 


29f. Variation of Fugacity with Temperature and Pressure. — For two 
states of a gas in which the molar free energies are F and P*, and the corre- 
sponding fugacities are / and /*, equation (29.5) becomes 



RTlnl, 


(29.20) 


where P* and/* refer to a very low pressure when the gas behaves almost 
ideally. Upon dividing through equation (29.20) by T, and rearranging, 


® Newton, Ind, Eng, Chem., 27, 302 (I035)i see also, Seiheimer, Bonders, Smith and 
Brown, ihid,j 24, 615 (1932); Lewis and Luke, iUd.j 25, 725 (1933); Lewis, 28, 257 
(1936); for a nomograph applicable below the critical point, see Thomson, ihid,j 35, 895 
(1943). 
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the result is 

r T T 

(29.21) j 

By equation (25.28), 

racF/r)! H 



L dT Jp T^r 


and so it is readily found by differentiation of equation 
to temperature, at constant pressure, that 

(29.21) with respect 


pln/y _H* - H 

(29.22) 


\ dT )p RT^ ' 


since /* is equal to the gas pressure at very low pressures and hence is inde- 
pendent of temperature. In this expression H is the molar heat content of 
the gas at the given pressure P, and H* is the value at a very low, i.e., zero, 
pressure; hence, H is the increase of heat content accompanying the 

expansion of the gas to zero pressure from the pressure P, at constant tem- 
perature. This is, in fact, the quantity discussed in § 20e, so that the results 
in Fig. 14 may be utilized to calculate the change in the fugacity of a gas 
with temperature, at constant pressure. In a sense, Fig, 18 already includes 
the variation of fugacity with temperature, but more reliable values may 
be obtained from Fig. 14 if the fugacity is known accurately at one tempera- 
ture. However, because of the variation of — H itself with temperature, 
the direct use of equation (29.22), in conjunction with Fig. 14, is not simple. 


The temperature dependence of fugacity may be related to the Joule-Thomson 
coefficient mj.t. of the gas. Since (BH/dP)T is equal to — mj.t.Cp [equa- 
tion (11.5)3, 




MJ.T.CpdP, 


(29.23) 


the low pressure, for which H'* applies, being taken as zero, and combination of 
this result with equation (29.22) gives 




Mj.T.C^pdP. 


(29.24) 


s 



As a first approximation, Cp may be treated as independent of the pressure, and 
if MJ.T. is expressed as a function of the pressure, it is possible to carry out the 
integration in equation (29.24); alternatively, the integral may be evaluated 
graphically. It is thus possible to determine the variation of the fugacity with 
temperature. 


The influence of pressure on the fugacity of a gas at constant temperature 
is given by equation (29,7) which has been used in connection with the 
determination of fugacities. It is consequently unnecessary to discuss this 
expression further. 
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29g. Fugacity of Solids and Liquids. Every solid or liquid may be re- 
garded as having a definite vapor pressure at a given temperature ; although 
this vapor pressure may be extremely small for so-called nonvolatile sub- 
stances, there is, nevertheless, always a definite pressure at which a solid 
or liquid is in equilibrium with its vapor, at constant temperature. Since 
the system is in equilibrium, the molar free energy of the liquid (or solid) 
must be the same as that of the vapor (§ 27a). It follows, therefore, from 
equation (29,4), that the fugacity of the liquid (or solid) will be equal to 
that of the vapor with which it is in equilibrium provided, of course, that 
the reference state is taken to be the same in each case. If the pressure of 
the vapor is not too high, its fugacity will be equal to the vapor pressure; 
hence the fugacity of a liquid {or solid) is measured, approximately, by its vapor 
pressure. This rule is frequently employed, although it is not exact. If the 
vapor pressure is high enough for departure from ideal behavior to be con- 
siderable, the fugacity may be derived by means of equation (29.16). 


Problem: The vapor pressure of liquid chlorine is 3.66 atm. at 0® C, and the 
molar volume of the vapor under these conditions is 6.01 liters mole*”^. Calculate 
the fugacity of liquid chlorine at 0® C. 

The fugacity of the liquid is equal to that of the vapor at 0® C and 3.66 atm., 
with y equal to 6.01 liters inole““^; hence, by equation (29.16), with T equal to 
273® K and R as 0.0820 liter-atm. deg."^ mole“^, it follows that 


(3.66)^ X 6.01 
^ 0.082 X 273 


3.59 atm. 


The fugacity of liquid chlorine is thus 3.59 atm. at 0® C, which is somewhat less 
than its vapor pressure. 

The variation of the fugacity of a solid or liquid with pressure or tem- 
perature is expressed by equations similar to those applicable to gases. 
Since equations (29.1) and (29.3), the latter partially defining the fugacity, 
will hold for solid, liquid or gaseous substances, the result obtained by 
combining them, viz., equation (29.7), gives the effect of pressure on the 
fugacity at constant temperature in each case. It should be noted, however, 
that F refers to the molar volume oi the particular phase under consideration, 
since this is its significance in equation (29.1). 

By following the procedure given in § 29f, with / representing the 
fugacity of pure liquid or solid, an equation exactly analogous to (29.22) is 
obtained for the variation of the fugacity with temperature at constant 
pressure. As before, J?* is the molar heat content of the gas, i.e., vapor, at 
low pressure, but H is now the molar heat content of the pure liquid or solid 
at the pressure P. The difference ^ H has been called the Meal heat 
of vaporization, for it is the heat absorbed, per mole, when a very small 
quantity of liquid or solid vaporizes into a vacuum. The pressure of the 
vapor is not the equilibrium value, but rather an extremely small pressure 
where it behaves as an ideal gas. 
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30. Mixtures op Gases 

30a. Mixture of Ideal Gases. — In the thermodynamic study of mixtures 
of gases it is necessary to utilize the partial molar free energy, i.e., the 
chemical potential, in place of the free energy. The treatment may be 
introduced by considering, first, a system consisting of a mixture of ideal 
gases. According to equation (26.28), the variation with total pressure P 
of the chemical potential in of any constituent i in a mixture of ideal gases, 
can be expressed in the form 

dP 

dm = RT-^ = RTdln P (30.1) 

at constant temperature and composition. Since and n are constant, 
it follows from equation (5.6) that d In p.- = d In P; hence, in a given mix- 
ture of ideal gases at Constant temperature, 

dm = RTd In p,-. (30.2) 

Upon integration this gives 

tii = li* + RT hi Pi, (30.3) 

where m* is the integration constant, the value of which depends on the 
nature of the gas, and also on the temperature. It will be seen from equation 
(30.3) that IX* is the chemical potential of the gas i, at the given temperature, 
when its partial pressure pi is unity. According to equation (30.3), the 
chemical potential of any constituent of a mixture of ideal gases is deter- 
mined by its partial pressure -in the mixture. 

The partial pressure pi of an ideal gas is related to its concentration d 
in the mixture by pf = RTci (§ 5b), and if this is introduced into equation 
(30.3) the result is 

m = (m* + RT In RT) -h RT In c.- 

= pf H-Princ.-, (30.4) 

where pf for the given gas is also dependent on the temperature. 

Another possibility is to express pi as NiP, where N£ is the mole fraction 
of the gas i in the mixture and P is the total pressure [equation (5.8) 
Insertion of NiP for pi in equation (30.3) then gives 

Pi = (p* + RT In P) + RT In Ni 

= pS + PrinNi, (30.5) 

where the quantity pn now depends on both temperaiure and the total pressure. 

30b. Mixtures of Real Gases. — ^For a mixture of real gases, the fore- 
going results are no longer applicable, but the introduction of the fugacity 
concept rectifies the situation. By comparison of equation (29.3) with 
(30.2), it is possible to write for a constituent i of a mixture of nonideal gases, 
at constant temperature, 

dm = R'Tdhxfi, (30.6) 
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where/t is the fugacity of the gasi in the givei) mixture. Upon integration, 
the result, analogous to equation (29.4) for a single gas, is 

^ fx* + RT In U (30.7) 

where the integration constant ju* depends on the nature of the gas and the 
temperature of the system. The equation (30.7) partially defines the 
fugacity in a mixture, and in order to complete the definition it is necessary 
to specify the reference state. Gomparison of equations (30.3) and (30,7) 
shoAvs that, as for a single gas (§ 29a), the fugacity of an ideal gas in a mixture 
is proportional to its partial pressure, and, as before, the proportionality 
constant is chosen as unity, so that fi/pi is equat to unity, i.e., the fugacity 
and partial pressure are taken to be identical, at all pressures. For a real 
gas, the reference state is taken as the system at a very low total pressure^ and 
it is postulated that fi/pi approaches unity as the total pressure of the mixture 
approaches zero. On the basis of this postulate, the constant in equation 

(30.7) becomes equivalent to that in (30.3), and it may be regarded either 
as the chemical potential of a real gas when its fugacity in the mixture is 
unity [equation (30.7)], or as the chemical potential of the same gas if it 
behaved ideally at unit (1 atm.) partial pressure [equation (30.3)], at the 
same temperature. 

For certain purposes, it is useful to employ a different procedure to 
express the chemical potential of a real gas in a mixture; thus, equation 
(30.3), for an ideal gas, is modified so as to take the form 

fjii - M' + iZTlnui, (30.8) 

where ai is called the activity of the given gas in the mixture, and is an 
arbitrary constant. This equation may be taken as partially defining the 
activity of any constituent of a mixture, the complete definition requiring 
specification of the condition which determines 

Since ^‘Bd \jP are both constants for a given substance at a specified 
temperature, it is evident from equations (30.7) and (30.8) that the activity 
is proportional to the fugacity, the actual value depending on the arbitrary 
choice of the proportionality constant. This conclusion is of general ap- 
plicability, as will be seen later. 

According to equation (30.8), ju® is the chemical potential of the gas i 
when its activity ai is unity, but as the value of gP can be chosen aTbitrarily, 
the condition of unit activity is also arbitrary. The state of unit activity is 
called the standard state, and there is some freedom in its choice (§37a); 
however, in practice there are certain states that are more convenient than 
others in this connection. For a gaseous system it is advantageous to choose 
tlie standard state of unit activity as that in which the fugacity of the gas is unity, 
at the given temperature. In other words, the standard state is that of the 
gas behaving ideally at unit (1 atm.) pressure, i.e., the gas at unit fugacity. 
This particular choice makes in equation (30.8) identical Avith /x* in 

(30.7) , for the latter gives the chemical potential of the gas under consider- 
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atioii ill ttie state ot unit fugacity. It is tlien possible to write equation 

(30.8) in the form 

== + RTliia^^iy, (30.9) 

where the activity of the constituent i on the basis of tlie proposed 

standard state. ' 

Since the actual chemical potential }Xi must have a definite valuCj irre- 
spective of any choice of standard state, it follows that equations (30.7) and 

(30.9) must be identical. As already seen, the constants are made equal by 
the particular standard state chosen, and so the activity a^a) of the given gas 
in the mixture must be equal to its ftigacity f i in that systejn. It should be 
clearly understood, however, that this coincidence of fugacity and activity 
is a consequence of the particular standard state defined above. It makes 
the arbitrary proportionality constant, which relates the activity to the 
fugacity, equal to unity. The two quantities are then expressed in terms of 
the same units, e.g., atm. 

In an ideal gas mixture, should be equal to the partial pressure pt, 
since the latter is then identical with the fugacity; the ratio a^co/pt, or the 
equivalent quantity /,yp£, may be taken as a measure of the approach to 
ideality. This dimensionless ratio, which tends to unity as the gas ap- 
proaches ideal behavior, i.e., at very low total pressure, is called the activity 
coefficient, and is represented by the symbol jp. Thus, omitting the sub- 
script i to avoid the multiplicity of symbols, equation (30.9), for any con- 
stituent of a mixture of gases, may be written as 

M - n* + RT In JpP, . (30T0) 

where p is the partial pressure of the given constituent. For the present 
purpose the partial pressure may be defined, as indicated in § 5i, by equation 
(5.8), i.e., Pi == NtP, where Nt is the mole fraction of the gas and P is the 
total pressure of the mixture. 

The standard state chosen in the foregoing is a hypothetical one, viz,, 
an actual gas behaving ideally at 1 atm. pressure, which may be difficult to 
comprehend. Its use may be avoided, however, by means of a reference 
state which leads to exactly the same results. The reference state chosen 
is identical with that employed in connection with fugacity, namely, the gas 
at very low total pressure of the mixture. It is then postulated that the 
ratio of the activity of any gas to its partial pressure becomes unity in the refer- 
ence state j i.e., ap(i)/pi approaches unity as the total pressure becomes very 
small. It will be evident that this postulate makes the activity of a gas in 
a mixture identical with its fugacity, just as does the standard state pro- 
posed above. 

In some cases the standard state is chosen as the ideal gas at unit molar 
concentration, and the chemical potential is expressed as 
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where ju? is the chemical potential the gas i would have if it behaved ideally 
at unit concentration. This is equivalent to postulating that lAc ratio 
of the actimty to the molar concentration becomes unity in the ref erence 
state of low total pressure, f With this choice of standard state, pt of equation 
(30.4) is identical with pi of equation (30.11), and hence 

so that equation (30.11) becomes 

Pi - + RThxRT + iJTlnUeco. (30.12) 

Comparison of this result with equation (30,9) shows that 

RT In RT + RT In UcH) = RT In a^n) == RT In/f, 
and so, omitting the subscripts i for simplicity, 


RT RT 


(30.13) 


It is seen that the proportionality constant which relates the activity to the 
fugacity of a given gas is now equal to 1/RT, 

The activity coefficient je in the present case is defined by ac/c; this also 
approaches unity as the gas approximates to ideal behavior, i.e., at very low 
total pressure, but it is not equal to jp. By equation (30.13) 


and, as seen above, 



/ 

RTc 



(30.14) 

(30.15) 


but p for a nonideal gas is not equal to RTc, and so the two activity coeffi- 
cients will not be identical, although they will approach one another, and 
unity, as the gas pressure is diminished. 

30c. Variation of Fugacity with Pressure. — The expressions for the varia- 
tion with pressure and temperature of the fugacity of a gas in a mixture are 
similar to those previously obtained for a pure gas [cf. equations (29.7) and 
(29.22)]. Since of a gas depends only on the temperature, differentiation 
of equation (30.7) with respect to the total pressure, at constant temperature 
and composition of the gas mixture,! gives 



(30.16) 


^ t It will be observed that whereas the standard state is that in which the dehned 
activity is unity, the corresponding reference state is that in which the defined activity 
coefficient is unity. 

t As in § 26a, the subscript n is used to imply constant composition. 
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Hence, by equation (26.26), i.e., (aMi/aP)i.,N = Fi, where ft is the partial 
molar volume of the gas i in the given mixture, it follows that 

C-^0..K - If- 

When the standard state is chosen so as to make the activity of a gas equal 
to its fugacity, as explained Bhove, this expression also gives the variation of 
the activity with the total pressure. 

To determine the dependence of the activity coefficient jp of a gas in a 
mixture on the pressure, equation (30.16) is written in the logarithmic form, 

In 73, = In/t — In pi 

— In/i — In P — In Nt, 

the defined partial pressure pi being replaced by the product of the mole 
fraction n* and the total pressure P. Upon differentiating with respect to P 
it is seen that, at constant temperature and composition, 


the mole fraction Nt- being independent of the pressure, 
equation (30.17), it follows from (30.18) that 

Y a ln yp \ _ ?i 1 _ 

\ ^P /y.N RT P RT 


Upon introducing 


(30.19) 


where F* , equal to P P/P, is the molar volume of the pure gas i at the total 
pressure P of the mixture on the supposition that it behaves ideally. 

For an ideal gas the activity coefficient jp is unity at ah pressures, and 
hence, by equation (30.19), Fi •— F? is always jsero, so that Fas equal to Ff. 
Further, F* is now identical with the actual molar volume Ft of the gas, 
since the latter is supposed to be ideal. It follows, therefore, that the par- 
tial molar volume Vi of a gas in a mixture of ideal gases is equal to its molar 
volume Vi in the pure state, at the same temperature and (total) pressure. 
The total volume F of a mixture of gases, at constant temperature, 
pressure and composition, is given by equation (26.6) as 

Y == mVi + n^V2+--+niVi 

where ni, 712 , . . . , , are the numbers of moles of the various gases 

whose partial molar volumes in the given mixture are Fi, F 2 , . . Ft, . . ., 
respectively. As seen above, if all the gases are ideal, the partial molar 
volume of each is equal to its molar volume at the same temperature and 
pressure, so that 

F = niVi + W 2 F 2 d — •+ UiVi + • • 

where Fi, F 2 , • • •$ Fi, . . are the molar volumes of the constituent gases 
in the pure state. The right-hand side of this expression is, incidentally, 
also equal to the sum of the volumes of the individual gases before mixing. 
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ii 


It is seen, therefore, that there would be.jio volume change upon mixing a 
number of ideal gases. For real gases, T* is, in general, not equal to Ft, 
and hence the total volume of the mixture will usually differ from the sum 
of volumes of the separate gases, and mixing mil be accompanied by a 
change of volume (cf,, however, § 5k). 

30d. Variation of Fugacity with Temperature,— If equation (30>7) is 
divided through by r and rearranged, the result is 


Rlnfi = 




Making use of equation (26.25), it is found upon differentiation with respect 
to temperature, at constant pressure and composition, that 


(dlnfiV _m-H, 
\ dT 7p,n RT^ 


(30.20) 


where Hi is the partial molar heat content of the constituent i in the mixture, 
at the given temperature and pressure. As stated in § 30b, ju* is equivalent 
to the chemic^ potential of the gas if it behaved ideally at a pressure of 
1 atm. ; hence Hf refers to the partial molar heat content under these condi- 
tions. It will be shown below that for an ideal gas in a mixture the partial 
molar heat content is equal to the molar heat content of the pure gas at the 
same temperature. It is consequently permissible to replace Hf in equation 
(30,20) by Hff where the latter is the molar heat content of the pure gas i 
at very low pressures when it behaves ideally, i.e., in the reference state; 
hence the equation for the variation of fugacity with temperature may be 
written 



(30.21) 


This equation also gives the dependence of the activity Up on the temperature, 
since this activity is equal to the fugacity. Further, since % is equal to 
7 pP, where yp is the activity coefficient, same equation represents the 
variation of the activity coefficient with temperature, p being constant. 

Since equation (30.20), like (30.21), also represents the variation with 
temperature of the activity coefficient of a gas in a mixture, it follows that 
for an ideal gas Sf -- Hi is constant, and consequently Hi is equal to Hf 
at all pressures. By utilizing exactly similar arguments to those employed 
in § 30c when considering the volume of a jnixture of ideal gases, it can be 
shown tnat the partial molar heat content Hi of any gas in a mixture of ideal 
gases is equal to its molar heat content Hi in the pure state at the same 
temperature. It is unnecessary to specify the pressure because the molar 
heat content of an ideal gas is independent of the pressure (§ 9e). Since Hi 
for an ideal gas is identical with Hi, it follows that the total heat content of 
a mixture of ideal gases is equal to the sum of the heat contents of the indi- 
vidual gases, and there is consequently no heat change upon mixing, at 
constant temperature. 
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; : aoe, DetermiB Mbamm: Tlie Lewls-Raadal! Eiiie.— 

'^[ho principle involved in the determination of the fugacity of a gas in. a mixture 
is analogous to that developed in § 29b for a pure gas. According to equation 
(30.17), at constant temperature and composition, 

RTdlnfi-fidPj 

and if a quantity which is a function of the temperature, total pressure and 
composition of the mixture, is defined for the gas i by 

RT 

ai == -y- - Vi, (30,22) 

where F is the total pressure, it is readily found that 

dlnfi = dlnP --—dP. 

Upon integration, at constant temperature and composition, between the limits 
of the very low total pressure P* and the appreciable pressure P, it is seen that 

= adP. (30.23) 

The partial pressure pf of the gas is equal to NiP*, where n*- is the mole fraction 
of the gas in the given mixture; hence, equation (30.23) becomes 

or , ■ 

In/i = In N« + In P + In ^ ^ f adP. 

% tj p* 

If the low pressure P* may be taken as virtually zero, ff/pf is then unity, as 
postulated in § 30b, and hence In (ff/pf) is zero, so that 

Infi = In N.- + In P - ^ adP. (30.24) 

If P-F data are available for the gas mixture, it is possible to determine the 
partial molar volume Vi of any constituent (see Chapter XVIII), and hence ai 
at various total pressures may be calculated from equation (30.22). The integral 
in equation (30.24) can thus be evaluated graphically, and hence the fugacity fi 
of the gas whose mole fraction is n< in the given mixture, at the total pressure P, 
can be determined.^ 

There is an interesting modification of equation (30.24) possible in the 
special case in which there is no volume change when the gases are mixed at 
constant_temperature, at all pressures. In this event, the partial molar 
volume Ft of each gas in the mixture must be equal to its molar volume. 

7 Gibson and Sosnick, J. Am, Ckem, Soc., 49, 2172 (1927); see also, GiHespie, 47, 
305, 3106 (1925); 48, 28 (1926); Lurie and Gillespie, ibid,, 49, 1146 (1927); Gillespie, Chem, 
Rev,, 18, 359 (1936). 
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The last two terms in equation (30.24) are then equivalent to the fugacity 
of the pure gas i at the total pressure F of the mixture [cf. equation (29.9)]. 
It followSi therefore, that 

III fi ^ In Ni + In fi 

or , ■ ■ 

' ^). 25 ) 

The fugacity of a gas in a mixture would then be equal to the product of its mole 
fraction in the mixtivre and its fugacity in the pure state at the total pressure of 
the mixture. This rule was proposed from general considerations by G. N. 
Lewis and M. Randall (1923). It follows from the arguments presented 
above that it can apply only to a mixture of gases which is formed without 
a volume change, sometimes called an ^Ideal mixture,'^ not necessarily con- 
sisting of ideal gases. Although the formation of gas mixtures is often 
accompanied by a volume change, the rule represented by equation (30.25) 
is frequently used, on account of its simplicity, to give an approximate indi- 
cation of the fugacity of a gas in a mixture (cf. § 32c). Actual determina- 
tions of fugacities have shown that the Levvis-Randall rule holds with a fair 
degree of accuracy at pressures up to about 100 atm. for a number of 
common gases. ^ 

31. Liquid Mixtures 

31a. Fugacity in Liquid Mixtures. — The fugacity of a constituent of a 
liquid mixture may be expressed in terms of the fugacity of the vapor of that 
constituent in equilibrium wdth the mixture, just as was seen to be the case 
for a pure liquid or solid (§ 29g). Since the chemical potential of a given 
substance must be the same in all phases at equilibrium, at constant tem- 
perature, it follows that the fugacities must be equal, provided the same 
reference state, namely the vapor at very low pressures, is used in each case. 
If the vapor pressures are not tod high, the vapor may be regarded as be- 
having ideally, and so the fugacity of any constituent of a mixture is ap- 
proximately equal to its partial vapor pressure in equilibrium with the 
mixture; this approximation is frequently employed, especially for vapor 
pressures of the order of 1 atm. or less. 

The equations derived in §§ 3Gc, 30d thus also give the variation with 
pressure and -temperature of the fugacity of a constituent of a liquid (or 
solid) solution. In equation (30.17), Fi is now the partial jnolar volume 
of the particular constituent in the solution^ m.d in (30.21), Hi is the corre- 
sponding partial molar heat content. The numerator Hf — Hi thus repre- 
sents the change in heat content, per mole, when the constituent is vaporized 
from the solution into a vacuum (cf. § 29g), and so it is the ^ddeaF^ heat of 
vaporization of the constituent i from the given solution, at the specified 
temperature and total pressure. 

® G. N. Lewis and M. Randall, ref. 1, pp. 225-227; see also, papers mentioned in ref. 7, 
and Merz and Whittaker, J, Am. Chem, Soc,^ 50, 1522 (1928); Krichevsky, tbid,j 59, 2733 
(1937). 
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Sib./ Activities and Activity'' Coefficients in Liquid Solutions. — Since the 
chemical potential of any constituent of a liquid solution must be equal to 
that of the vapor in equilibrium with it, it follows from equation (30.7) that 

fi^ + RTlnfi (31.1) 

is the general expression for the chemical potentiaiof any constituent of a 
solution. Alternatively, this quantity may be stated in terms of the activity 
by means of the equation 

Mi = + RT In ai, (31.2) 

where Ui is the activity in the given solution, and ju® is the chemical potential 
when the activity of i is unity. Comparison of equations (31.1) and (31.2) 
shows, in agreement with the statement made in § 30b, that the activity of 
the constituent i of the given solution is proportional to its fugacity in that 
solution. The actual value of the activity, and of the proportionality con- 
stant relating it to the fugacity, depends upon the choice of the standard 
state of unit activity. 

For dilute solutions the best choice of standard state for the solute is 
different from that adopted here (see § 37b, III), but for the solvent in 
dilute solutions and for all constituents of solutions of completely miscible, 
or almost completely miscible, liquids, the standard state of unit activity 
is usually selected as that of the pure liquid at the same temperature and 1 atm, 
pressure. The activity scale is chosen, therefore, so as to make the activity 
of any constituent of a mixture equal to unity for that substance in the pure 
liquid state at 1 atm. pressure. According to the postulated standard state, 
the value of for a given liquid depends only on the temperature and is 
independent of the pressure. 

The standard state described above is equivalent to choosing the pure 
liquid form of any constituent at 1 atm. as the reference state in which the 
activity is equal to its mole fraction, i.e., unity. Thus, at 1 atm. pressure, 
the ratio of the activity Ui to the mole fraction Ni, i.e., Ui/Ni, tends to unity 
as the pure liquid state is approached. Except for an ideal solution (cf, 
§ 34a) at atmospheric pressure, the ratio ai/Nij which defines the activity 
coefficient 7n of i in the given solution, varies with the composition and may 
differ from unity. In general, the activity ai may be stated as the product 
of the activity coefficient and the mole fraction of the particular constituent, 
i.e., y^Ni, 

The chemical potential of a pure liquid at a given temperature and 1 atm. 
pressure, i.e., be expressed by means of equation (31.1) as 

+ (31.3) 

where /i is the fugacity of the pure liquid in its standard state at the specified 
temperature. If this result is inserted into equation (31.2), it is seen that 

fxi ^ }i* + RTlnf? + RT In a,*, (31.4) 
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and comparison with equation (31.1) yields 


-L 

~n 


31c 

(31.6) 


which may be taken as an alternative definition of the activity. It is seen 
that the proportionality constant relating the activity to the fugacity of a 
constituent of a liquid mixture is 1//?, Where /? is numerically equal to the 
fugacity of the pure liquid at 1 atm. pressure, at the temperature of the 
mixture. 

31c. Variation of Activity in Liquid Mixtures with Temperature and 
Pressure. — If equation (31.2) is divided through by T, it is found upon 
rearrangement that 

if In — — — — , 


and hence, upon differentiation with respect to temperature, at constant 
pressure and composition, utilizing equation (26.25), the result is 

where Hi is the partial molar heat content of the constituent i in the given 
solution, and i??, written in place of 5? to which it is equivalent, is its molar 
heat content in the pure state at 1 atm. pressure, since is the chemical 
potential of the pure liquid i at this pressure. It will be seen later that 
for an ideal solution the partial molar heat content is equal to the molar heat 
content (cf. also § 30d), so that Hi and if? are identical. In these circum- 
stances, the activity at constant composition and pressure, is independent 
of the temperature. 

It should be noted that equation (31.6) also gives the variation of the 
activity coefficient Tn with temperature. This follows from the definition of 
7 n as aifi^i] since Ni, the mole fraction of the given constituent, is constant, 
the variation of the activity coefficient with temperature will be exactly the 
same as that of the activity at constant composition and pressure. 

Upon differentiating equation (31.2) with respect to pressure, at con- 
stant temperature and composition, and utilizing equation (26.6), i.e., 
{diii/dP)T,N = Ft, it follows that 


/ 6 In Oj \ _ Vi 

\ dP ) T,N RTxdP/T.N RT 


(3L7)t 


where Ft is the partial molar volume of the constituent i in the solution. It 
should be noted that since a pressure of 1 atm. was specified in the definition 
of the standard state, iP is independent of pressure, as indicated earlier, 
and hence (dix^/dP)^ is zero. In accordance with the remarks made above, 

* The same result can be obtained directly from equations (30.21) and (31.3). 
t This result can also be obtained from equations (30,17) and (31.5), 
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eciuation (31.7) also gives tiie variation of the activity coefficiml Tn with 

pressure. 

Further reference ; to activities and activity 'coefficients in connection 
with the properties of. various solutions .will be made in later sections. 
Sufficient, however, has been given here for the present purpose, which is 
the application of the concept of activity to the study of chemical equi- 
librium to be taken up in the next chapter. 

EXEECISES 

1. Utilize the following data for 0° C to calculate the fugacity of carbon 
monoxide at 50, 100, 400 and 1,000 atm. by graphical integration based on 
equation (29.9): 

P 25 50 100 200 400 800 1000 atm. 

PV/Rf 0.9890 0.9792 0.9741 1.0196 1.2482 1.8057 2.0819 

[Bartlett, J, Am. Chem. Soc., 52, 1374 (1932)], Compare the results with those 
given by the approximate rule applicable at low pressures. 

2. Using the PV/RT values for 50 atm. and 400 atm. given in Exercise 1, 
calculate the van der Waals a and h for carbon monoxide. From these determine 
the fugacities at the various pressures and compare the results with those obtained 
in the preceding exercise. 

3. Show that at moderate and low pressures (and moderate temperatures) 
f/P of a pure gas is approximately equal to its compressibility factor (x). Verify 
this for 'jr equal to 2 and values of d of 1.20 or more by means of Figs. 4 and 18. 

4. The compressibility of a gas may be represented by 

PV/RT = A + BP + (7P2 + BP^ 

where A, B, C, I) are functions of the temperature; hence, derive an expression 
for the fugacity as a function of the pressure at a given temperature. For nitrogen 
at 0^ C, A is 1 .000, B is - 5.314 X 10-^ C is 4.276 X lO*-® and Z) is - 3.292 X lO”® 
with P in atm. up to 400 atm. [Bartlett, J. Am. Chem. Boc., 49, 687 (1927)]. 
Evaluate the fugacity of the gas at 300 atm. pressure. 

5. At 25® C, the vapor pressure of water is 23.76 mm. and the specific volume 
of the vapor under these conditions is 43,400 cc. g."'^ Calculate the free energy 
change for the transfer of 1 mole of water from liquid at 25® C to vapor at unit 
fugacity. What error is involved in treating the vapor as an ideal gas (cf. 
Exercise 9, Chapter X)? 

6. By utilizing the form of the van der Waals equation applicable at low 
pressures, show that the function a, defined by equation (29.8), is usually not zero 
at zero pressure. 

7. Use the generalized fugacity diagram (Fig. 18) to determine the fugacity 
of (i) hydrogen at 25® C and 200 atm., (ii) oxygen at 0® C and 200 atm., (iii) 
carbon dioxide at 100® C and 250 atm. 

8. Utilize the relationship between the free energy change and the fugacities 
in the final and initial states to show how the generalized fugacity diagram can be 
used to determine the free energy change for an isothermal expansion or compres- 
sion of any gaa. Calculate the free energy change in cal. for the compression of 
nitrogen gas from 1 to 200 atm. at 25® C. 
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0. Calculate the fugacity of liquid water at 100® C, at which temperature and 
1 atm. pressure the specific volume of the vapor is 1675 cc. relative to the 
usual reference state of the gas at low pressure. What is the free energy change 
corresponding to the transfer of 1 mole of water vapor from 1 atm. at 100® C to 
unit fugacity at the same temperature? Is the value significant in magnitude? 

10. The following data were obtained for the molar volumes Ft and F 2 in mi. 
for pure hydrogen and nitrogen, respectively, at various pressures F and 0® C. 
On the other hand, Fi and F 2 are the partial molar volumes in a mixture containing 
0.6 mole hydrogen to 0.4 mole nitrogen, where P is now the total pressure. 


p 

Fi 

F 2 

Fi 

F 2 

50 atm. 

464.1 

441.1 ml. 

466.4 

447.5 ml. 

100 

239.4 

220.6 

241.3 

226.7 

200 

127.8 

116.4 

129.1 

120.3 

300 

90.5 

85.0 

91.1 

86.9 

400 

72.0 

70.5 

72.5 

' 71.8 , . 


Determine by the graphical method the fugacity of nitrogen in the mixture at 
the various total pressures, and compare the results with those obtained for the 
pure gases; hence, test the Lewis-Randall rule for the fugacity of a gas in a mixture 
[cf. Merz and Whittaker, /. Am, Chem, Soc,, 50, 1522 (1928)]. 

11. Use the Lewis-Randall rule and Mg. 18 to calculate the fugacities of carbon 
monoxide, oxygen and carbon dioxide in a mixture containing 23, 34 and 43 mole 
%, respectively, of these gases at 400® C and a total pressure of 250 atm. 

12. Give the alternative derivations of equations (31.6) and (31.7). 

13. Combine equation (29.11) with the Berthelot equation to derive an ex- 
pression for the fugacity of a Berthelot gas. Calculate the fugacities of carbon 
monoxide at various pressures at 0® C, and compare the results with those obtained 
in Exercises 1 and 2. 

14. By considering the influence of temperature and pressure on the fugacities, 
which must remain the same in both phases, derive a form of the Clapeyron 
equation (27.4) for the equilibrium between two phases of a single substance* 

15. The following values of PF/BT were obtained for nitrogen at high pres- 
sures at 0® C: 

P 1500 2000 2500 3000 atm. 

PV/RT 2.720 3.327 3.920 4.947 

Extend the results of the problem in § 29b and Fig. 17 to determine the fugacity 
of nitrogen gas at 3000 atm. pressure. (Note the high value of //P.) 

16. Show that in its standard state the chemical potential of a gas is 
independent of the pressure. 
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FREE ENERGY AND CHEMICAL REACTIONS 
32. The Equilibrium: Constant 

32a. Chemical Equilibrium. — When a particular chemical reaction can 
proceed simultaneously in both directions, a state of equilibrium will be 
reached when the system appears stationary at a given temperature and 
pressure. As is well known, it is highly probable that the apparently sta- 
tionary state is one of dynamic equilibrium in which the reactions are pro- 
ceeding in opposite directions at the same rate. When the state of equi- 
librium is attained, a condition which may take a considerable time if the 
reactions are relatively slow, the system still contains certain amounts of 
the reactants, as well as of the products. Many chemical reactions, on the 
other hand, appear to proceed to virtual completion, so that undetectable 
quantities of the reactants remain when the reaction is complete. However, 
even in such cases it is probable that the reverse reaction takes place, al- 
though to a very small extent, and a state of equilibrium is attained. By 
the use of the free energy concept, thermodynamics has been employed to 
throw light on the problems of chemical equilibrium. It is possible, for 
example, to define the conditions of equilibrium, and to show how they may 
vary with temperature and pressure. Further, by the use of heat content 
and entropy data, the actual state of chemical equilibrium can be determined. 

32b, The Equilibrium Constant, — Consider a closed system in which the 
perfectly general reaction represented by 

aA + 6B + ‘ ZL + mM + • • • 

has been allowed to reach a state of equilibrium at a given temperature and 
external (total) pressure. Suppose an infinitesimal change is made to occur 
in this system, from left to right; thus driA. moles of A, dn^ moles of B, etc., 
are consumed, while dni, moles of L, duM. moles of M, etc., are formed. The 
free energy change accompanying this process is given by [cf. equation 
(26.14)] 

dFjr.p = (pLhdUh + (iudnu +••*)"“ (fJ^AdriA + + * * •)? (32.1) 

where the m's are the chemical potentials (partial molar free energies) of 
the indicated species. Since the closed system is in equilibrium, this free 
energy change dFr, p must be equal to zero [^equation (25.39) ], so that 

{fihdnj, + ixudriM +•**)*“ {p^Adnx + imdnn + • • ■) =0. (32.2) 
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The various quantities drix, dn^y dni^j dn^y taking part in the 
chemical reaction indicated above must be in the respective proportions of 
a, 6, . . . , w, . . . , so that equation (32.2) for the equilibrium condition may 
be written as 

(ijuL + 'mfjLM + * ’ •) ~ (^ma + bfXB + ' •;) “ 0* (32.3) 

By equation (26.29) the left-hand side of (32.3) is equivalent to AF, the free 
energy change accompanying the complete reaction under equilibrium con- 
ditions; hence, 

AF> 0 (32.4) 

at equilibrium [cf. equation (25.40)3. The equations (32.3) and (32.4) 
represent the fundamental condition for chemical {and physical) equilibria of 
all types. 

The chemical potential y of any constituent of a mixture, gaseous or 
liquid, may be represented by an equation of the form [cf. equations (30.8) 
and (31.2)3 

jjL^ + RTln ay (32.5) 

where is the chemical potential of the given substance in the chosen 
standard state of unit activity, and a is its activity in the mixture under 
consideration. If the values of the chemical potential given by equation 
(32.5) are introduced into (32.3), the equilibrium condition becomes 

Kml 4" RT In Ul) + m(jLt5i + RT In au) + * * * 

-- a(ul + RTlnaA) - 6 (mb + RTlnaB) + • • • - 0 , 

so that 

RT In ^ . . .) _ ^ 

==- AF«, (32.6) 

using equation (26.29). At constant temperature the right-hand side of 
equation (32.6) is constant; * since RT is also constant, it follows that 

% ' = constant, i.e., K, (32.7) 

where the constant K is called the equilibrium constant of the reaction. 
The expression is sometimes known as the law of equilibrium, for it provides 
a simple relationship between the activities of the reactants and products 
when equilibrium is attained in a chemical reaction at a given temperature. 
In the form given in equation (32.7) the law holds for any equilibrium irre- 
spective of whether it involves one or more phases; the results are applicable, 
however, to the whole (closed) system, and not to each phase separately. 
The special forms to be taken by the expression for the equilibrium constant 
in a number of reactions of different t3rpes will now be considered. 

* Since standard states are commonly defined in terms of unit fugacity for gases 
and 1 atm. pressure for liquids, solids and solutions, the /x® values, and hence AF% are 
independent of pressure (cf. § 31b md Chapter XII, Exercise 16). 
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32c. Equilibrium in Homogeneous Gaseous Systems.— If the reaction is 
one involving gases only, it will be homogeneous, taking place in a single 
phase. If the standard state of unit activity is taken as the state of unit 
fugacity, i.e., ideal gas at 1 atm. pressure, the activity of each reacting 
substance may then be replaced by its fugacity (cf . § 30b) in the equilibrium 
system, so that the equation (32.7) for the equilibrium constant becomes 


Kf 


■ /l X 
flxfnX 


(32.8) 


where the f s are the respective fugacities. It will be noted that the equi- 
librium constant is now represented by Kf, the subscript / being used to 
indicate that the activities are expressed by the fugacities. 

Since the ratio of the fugacity /. to the partial pressure p,- of any gas in 
a mixture is equal to the activity coefficient y,- (§ 30b), it is possible to replace 
each fugacity factor by the product p X y- If this substitution is made, 
equation (32.8) becomes 


K, = 


PL X pS X 
X p^ X 


ylXyZX 

yl X X 


(32.9) 


The data necessary for the evaluation of the activity coefficients (or 
fugacities) of the individual gases in a mixture (§ 30e) are not usually avail- 
able, and an alternative treatment for allowing for departure from ideal 
behavior is frequently adopted. 

According to the approximate rule referred to in § 30e, the fugacity /i of 
any gas in a mixture, in which its mole fraction is n,, is given by equation 
(30.26), viz., 

(32.10) 

where /j is the fugacity of the pure gas i at the total pressure of the mixture. 
Making this substitution in equation (32.8), it is possible to write 


K'f 


N j X N^ X 
Nl X Nt X 


Sa X fi X 


(32.11) 


the symbol K'f being used, in place of Kf, to show that the expression in 
equation (32.11) is based on an approximation [equation (32,10)] and hence 
K'f cannot be exactly constant. If each of the f terms is divided by P, the 
total pressure, the result, i.e., f'i/P, is the corresponding activity coefficient 
y'i of the particular gas in the pure state when its pressure is equal to P; hence 
equation (32.11) may be written as 


K'f 


nL X X 
X Nb X 


X y'^ X 
X y'^ X 


pAn, 


(32.12) 


where An, the change in the number of molecules in the gas reaction, is equal 
to(!.-l-m + •■■) — (a + b + •••)• The first and third factors in equation 
(32.12) can be' obtained by experiment, and so these may be combined to 
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give Kp] thus, 

K'p 

and hence, equation (32.12) may be written in the form 

K'r^K^XJy, 

where the function Jy * of the activity coeflScients is defined by 

r .. y'lXyTx • • • 

7aX7bX--- 


_ N'h X Nm X ■ • • _ p^„ 
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(32.13) 

,(32.i4) 

(32.15) 


It may be noted that if the gases taking part in the reaction were ideal, 
the activity coefficient factor in equation (32.9) would be unity - further, the 
partial pressure pi of each gas would be equal to n^P, by equation (5.8). In 
this event, the result would be identical with the expression in (32.13), so 
that the quantity defined hj Kp would represent the true equilibrium con- 
stant. When the departure of the reacting gases from ideal behavior is not 
large, e.g., when the total pressures are of the order of 1 atm. or less, a very 
satisfactory approximation to the equilibrium constant Kf can be obtained 
from equation (32.13). At high pressures, however, the values of Kp deviate 
considerably from constancy, as will be seen below, but a great improvement 
is possible by the introduction of the activity coefficient factor, as in equa- 
tion (32.14). 


Although it is not commonly used in the study of gaseous equilibria, mention 
may be made of the form taken by the equilibrium constant when the activities 
ac are expressed on the basis of the standard state of unit activity as equal to 
that of an ideal gas at unit molar concentration (§ 30b) ; thus, equation (32.7) 
may be written 


iac)i X (qc)M X • ‘ V 
(ac)l X Mi x -- 


(32.16) 


According to equation (30.13), Uc is equal to f/RT^ where/ is the fiigacity, so that 


A. - 


fl X f^ X 
fixfi X 


(RTy 


-An 


:(32.17); 


The first term on the right-hand side is obviously equal to A/, as defined by equa- 
tion (32.8), and hence 

A/ - Ac X (PT)^^ (32.18) 


For a gas reaction in which there is no change in the number of molecules, An is zero, 
and Kf and Kc are identical; the equilibrium constant is then independent of the 
chosen standard state. 

An alternative form of equation (32,16) is obtained by replacing each activity 
factor by the product of the concentration and the appropriate activity coefficient, 


* The symbol J will be used for a function having the same form as the equilibrium 
constant, the nature of the variable being indicated by the subscript. 
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cL X ci;^ X 
cl X 4 X 


(t.)L X (yc)tt X 
('yc)i x (to)b X 


(32.19) 


The concentration function may be represented by K' and the activity coefficient 
function by so that 

Kc = Kx Jy^. (32.20) 

This equation is exact, but for many approximate purposes Jy^ is taken as unity, 
and then the law of equilibrium is expressed in the form 


cL X oa X 
X 4 X 


(32.21) 


where IT' is not precisely constant. 


32d. The Ammonia Equilibrium. — homogeneous gaseous equilibrium 
which has been studied in some detail, over a considerable range of pressure 
and temperature, is the reaction 

tNa + fHs NH3 

employed in the Haber process for the production of ammonia. For the 
equilibrium, 

= ( 32 - 22 ) 

and a proper application of this equation requires a knowledge of the fugacity 
of each gas in the particular equilibrium mixture. Since the data are not 
available, it is more convenient for practical purposes to employ the some- 
what less exact equation (32.12) or (32.14) ; in the present case this takes 
the form 


” y'Axyr 


(32.23) 


where the experimental quantity Kp is given by 




(32.24) 


In the investigation of the equilibrium, mixtures containing nitrogen and 
hydrogen in the molar ratio of 1 to 3 were allowed to come to equilibrium 
at various temperatures and pressures; the proportion of ammonia in the 
resulting mixture was then determined by analysis. From this the mole 
fractions Nnhs, Nns and Nhs at equilibrium could be readily calculated, and 
hence Kp could be evaluated by equation (32.24). A selection of the results 
obtained in this manner by A. T. Larson and R. L. Dodge (1923-24) is given 
in Table XXII for a temperature of 450® C.^ 


1 Larson and Dodge, Am. Chem. Soc., 45, 2918 (1923): Larson, ibid., 46, 367 (1924). 
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TABLE XXIX. 

THE Na -f- |H2;=iNH3 

EQUILIBRIUM 

AT 450** C 

Pressure 

k;,. . 

Jr 

K} 

10 atm. 

6.59 X 10^» 

0.988 

6.51 X 

30 

6.76 

0.969 

6,55 

50 

6.90 

0.963 

, 6.57 •• 

100 

7.25 

0.905 

6.56 

300 

8.84 

0.750 

6.63 

600 

12.94 

0.573 

7.42 

1000 

23.28 

0.443 

. 10.32 


An examination of the values of if p shows that they are fairly constant 
up to a pressure of about 50 atm.; below this pressure the deviations of the 
gases from ideal behavior at 450° C are evidently not very large. At higher 
pressures, however, the deviations are considerable, and the value of Kp is 
seen to increase rapidly with increasing pressure. By using the method 
described in § 29e, based on Fig. 18 which gives the activity coefficient //P 
at any (reduced) pressure directly, the function has been calculated for 
various values of the total pressure. The. results, together with the corre- 
sponding values of that is, of Kp X Jy^t are recorded in Table XXII. 
It is seen that If / is remarkably constant up to 300 atm., and fairly constant 
up to 600 atm. total pressure. At 1000 atm. there is appreciable deviation 
from constancy, and this is undoubtedly due to the failure at high pres- 
sures of the fugacity rule for mixtures, as given by equation (32.10).^ 

32e. Homogeneous Reactions in Liquid Solution.^ — For a reaction taking 
place in a homogeneous liquid system, the standard state of unit activity 
for each substance is taken as the pure liquid at the temperature of the 
reaction and 1 atm. pressure, as described in § 31b. The activity of each 
species may then be set equal to the product of its mole fraction and the 
appropriate activity coefficient in the equilibrium mixture, i.e., a = ntn, so 
that equation (32.7) gives the expression for the equilibrium constant as 


X N^t X * * ‘ ^ (Tn)!, X (7n)m X * * * 
n1 X X • • • ' (7n)1 X (Tn)b X • • • * 


(32.25) 


The approximately constant equilibrium function 

X X * • * 

^ n1x4x*-* 


(32.26) 


is often employed, but this should be multiplied by the activity coefficient 
function Jy^, represented by the second factor in equation (32.25), to give 
the true equilibrium constant. Unfortunately, no liquid phase reaction has 
been studied in sufficient detail to enable equation (32.25) to be verified 
completely, but the equilibrium mole fraction function has been deter- 
mined for some esterification processes. The approximate constancy ob» 

^Newton, Ind. Eng, CJwm.y 27, 302 (1935); Newton and Dodge, tbid.^ 27, 577 (1935); 
see also, Gillespie, Chem, Rev,, 18, 359 (1930); R. N. Pease, ^‘Equilibrium and Kinetics of 
Gas Reactions,’* 1942, pp. 13 ei seq. 
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tained in these cases is mainly due to the' parnal cancellation of the activity 
coefficients on both sides of the reaction, so that is not very different 
from unity..;;":' 

32f« Homogeneous Reactions in' Dilute Solution. — Most' equilibrium re- 
actions that have been studied in dilute' solution involve ^ electrolytes, and 
for these substances a special standard state is used .(§" 37b', IV). However, 
it is possible to derive a modification of equation (32.25) which is applicable 
to ail reactions in sufficiently dilute solution. If a solution contains ua moles 
of A, ub moles of B, . . m moles of L, uu moles of M, etc., dissolved in 
no moles of an inert solvent, the mole fraction of any constituent, A for 
instance, is given by 


Na 




no + ua + fiB + • • * -f- nL + nu + • 


nA 


(32.27) 


The concentration (molarity) ca, in moles per liter, of the same constituent 
is obtained by dividing ua by the volume of the solution in liters; the latter 
can be derived from the total mass of the constituents of the solution and 
its density p. Thus, if Mo is the molecular weight of the solvent, and 
Ma, Mb, . . . , Ml, Mm, etc., are the molecular weights of the substances tak- 
ing part in the reaction, the mass of the solution is given by 

Mass of Solution == noMo + tiaMa + ^eMb H 

+ tzeMl "t* ^mMm = E^Af. (32.28) 

The volume of the solution in liters is then obtained upon dividing the mass 
in grams by p to obtain the volume in ml., and then by 1000 to convert into 
liters; thus, 


Volume of solution — liters, 

lOuOp 

and consequently, the concentration of A is given by 

lOOOpnA 


Ca 


nA 


VoL of solution J^nM 
If this expression is compared with equation (32.27) it is seen that 

Ca T,nM 


Na == 


lOOOp 


(32.29) 


(32.30) 


(32.31) 


a result which is of completely general applicability for the relationship be- 
tween the mole fraction of a given constituent of a solution and its molarity, 
i.e., its concentration in moles per liter. 

If the solution is dilute, the number of moles of solvent is greatly in 
excess of the total number of moles of the reacting substances, so that 


^ noMo and no, 


i', 
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and hence equation (32.31) reduces to 

Mo 


Na 


lOOOp 


Ca. 


32t 


(32.32) 


For a dilute solution, also, p is not greatly different from the density po of 
the pure solvent, and since this and its molecular weight Mo are constant, 
it follows from equation (32.32) that ihe concentration {molarity) of any solute 
in a dilute solution is approximately proportional to its mole fraction. It is 
possible, therefore, to modify equation (32.25) in the following manner. In 
the first place, if the solution is dilute, and particularly if it contains no 
electrol 3 rtes, the activity coefficient factor may be taken as unity, so that 
equation (32.25) reduces to (32.26). If the mole fractions are replaced by 
the corresponding molarities, utilizing equation (32.32), it is found that 


jv' = X Cm X * • * / M 0 

cix 4 x \iooopo; ' 


(32.33) 


where An, as before, is equal to (I + m -f -• • ) — (a + 5 H ). Since the 

final factor in the expression is constant, it follows that 


^ (^ 2 . 34 ) 

where Jfc is approximately constant at equilibrium, provided the solution 
is dilute. 

The use of equation (32.34) may be justified by means of the results 
obtained by J. T. Cundall (1891) for the dissociation of nitrogen tetroxide 
* in dilute chloroform solution. The equilibrium is represented by 

■■ ■ N204^2N02,. 

and the concentration equilibrium function K'c is given by 

If' = 

%204 

The data over a range of concentrations, for a temperature of 8.2® C, are 
given in Table XXIII.® The relative constancy of the values of Kc in the 

TABLE XXin 

^Ni04 ^NOz Xe 

0.129 mole liter“i 1.17 X 10~® mole literal 1.07 X IQ-s 

0.227 1.61 1.14 

0.324 1.85 1.05 

0.405 2.13 1.13 

0.778 2.84 1.04 

last column shows that the solutions are sufficiently dilute for the activity 
coeffi-cient factor to be close to unity. 

3 Cundall, J, Chem, Soc., 59, 1076 (1891); 67, 794 (1895). 


32g 


THE EQUILIBRIUM CONSTANT 


281 


Another form of representation of the equilibrium in dilute solutions is 
based on the expression of concentrations in terms of molality, that is, the 
number of moles of solute to 1000 grams of sobent. The mass of the solvent 
corresponding to jia moles of solute A is noMo; hence the molality m/, is 
given by 

and consequently, 


(32.36) 


If this result is introduced into equation (32.27), the mole fraction is 

„ ~ mx noMo 


(32.37) 


If the solution is dilute, may be taken as approximately equal to no, 
as seen above; equation (32.37) then reduces to 


(32.38) 


so that the molality of any solute in a dilute solution is approximately propor- 
tional to its mole fraction in that solution. It is thus possible to derive from 
equation (32.25) a molality equilibrium function, viz., 



X X - - 
ml X mB X ‘ * 


(32.39) 


32g. Chemical Equilibria in Heterogeneous Systems. — The most com- 
mon heterogeneous chemical equilibria involve gases and solids, or liquid 
solutions and solids. In all cases the general equation (32.7) is applicable, 
but the situation is considerably simplified by the universally adopted con- 
vention that the activity of every pure solid or pure liquid is to he taken as unity 
at atmospheric pressure. This is, of course, in accord with the usual choice 
of the standard state of unit activity of a liquid as the pure liquid at the 
same temperature and 1 atm. pressure; an analogous standard state, viz., 
pure solid at 1 atm. pressure, is chosen for substances present in the solid 
form. It should be understood that if the solid or liquid involved in a 
heterogeneous system is not present in the pure state, but as solid or liquid 
solution, its activity is no longer unity; as a first approximation, it may then 
be taken as equal to the mole fraction. 

The result of taking the activity of a pure solid or pure liquid as unity 
is that the corresponding factor may be omitted from the expression for the 
equilibrium constant. Strictly speaking, this is only true if the total pres- 
sure on the system is 1 atm., in accordance with the defined standard states. 
At other pressures, the activities of solid and liquid phases are constant, 
but their values are not unity. If the corresponding factors are then 
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omitted from the expression for the equilibrium constant, the result is a 
quantity which varies with pressure, as well as with temperature* This 
quantity is not the true equilibrium constant, and it should not be used in 
equations such as (33.6), etc., to be considered shortly, to determine standard 
free energy changes. Since the effect of pressure on the activity of a liquid 
or solid is usually small [cf. equation (31.7)], and there is frequently a par- 
tial cancellation of terms for reactants and products, the constants obtained 
at pressures other than atmospheric, on the assumption that the activities of 
pure solids and liquids are unity, do not differ appreciably from the true 
equilibrium constants. In practice, therefore, the variation of the constant 
with pressure is frequently neglected. 

A simple illustration of a heterogeneous reaction, in which, incidentally, 
the effect of pressure is likely to be small, is 

Fe(5) + H20(^) - FeO(s) +11M. 

the Fe and FeO being present as pure solids.^ Consequently, strictly at a 
total pressure of 1 atm., and with a good degree of approximation at all 
moderate pressures, 





and hence, 

Kf = ^ Nh, ^ 

/HsO PHjO NiiaO 

Numerous instances of reactions of this type are to be found in the literature 
of physical chemistry, and need not be considered here. It is of interest to 
mention, however, that vaporization (cf. § 33g), freezing, solubility, and 
other heterogeneous physical equilibria can be treated in the same manner, 
"although other methods are often preferable (see Chapter XIV). 

33. Free Energy Change in Chemical Reactions 
33a, The Reaction Isotherm. — Consider, once again, the general reaction 
uA “f" 5B ■"b • • • ^ IJj -f- fiiNL + • • * . 

The free energy of any mixture of a moles of A, b moles of B, etc., is given 
in terms of the chemical potentials, i.e., the partial molar free energies, by 
means of equation (26.6), as 

F (reactants) == ajuA + ■+*'*, 

and the free energy of a mixture of i moles of L, m moles of M, etc., is 
F(products) == m -f . * 

at constant temperature, pressure and composition, in each case. These 
expressions are applicable to the systems of reactants and products at any 

^ For review, see Austin and Day, Ind, Eng^ Chevi,, 33, 23 (1941). 
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arbitrary concentrations, not necessarily the equilibrium values. The free 
energy increase AF accompanying the reaction depicted above, at constant 
temperature and pressure, is thus given by 

AFt.p = F (products) — F(reactants) 

= (Zml + rnuM + • • -) — {anA. + (33.1) 

Utilizing the general equation (32.5), i.e., m = + FT In a, for the chemical 

potential of any substance, being the value in the standard state, it 
follows from equations (33.1) and (26.29) that 

AFr.P = AF°t + F7'ln4%^|-§-^, (33.2)* 

alXafiX-** 

where the activities are any arbitra7^ values. 

It is evident from a comparison of equation (32.6) and (32.7) that 

AF% RT ln K. (33.3) 

The same result can be derived from equation (33.2), for if the arbitrary 
activities were the equilibrium values, the last term would be identical with 
RT in K, while AFt,p would then be zero, thus leading to the expression in 
equation (33.3). If this is substituted in (33.2), it is found that, in general, 

AFt.p = - RT In K + RT\n- ^ - ^^—~ (33.4) 

X CIb X • * * 

= ierinif + i 2 rin/a, ( 33 . 5 ) 

where, as indicated in the footnote in § 32c, Ja is a function of the same form 
as the equilibrium constant involving, in this case, the arbitrary values of 
the activities of reactants and products. The important equations (33.4) 
and (33.5) are forms of the reaction isotherm first derived by J. H. vanT 
Hoif (1886). It gives the increase of free energy accompanying the transfer of 
reactants at any arbitrary concentrations (activities) to products at arbitrary 
concentrations (activities) . As seen above, if the arbitrary concentrations are 
chosen so as to correspond to the equilibrium state, the two terms on the 
right-hand side become identical, and hence AFr.p is then zero. 

33b. Standard Free Energy of Reaction.— The standard free energy in- 
crease AFr, often referred to as the standard free energy, of the reaction 
at a specified temperature T, is given by equation (33.3) which, because of 
its importance, will be repeated here; thus, 

AF% ^-RThiK. (33,6) 

It gives the increase of free energy when the reactants, all in their standard 
states of unit activity, are converted into, the products, in their standard 
states. The relationship (33.6) is extremely useful, as wiU be seen shortly, 

* As stated earlier, AF® is independent of pressnm, if the usual definitions of standard 
states are employed; hence, the symbol AF5» is sufficient. 
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for it provides a convenient method for tabulating the equilibrium constants 
of reactions, especially for processes which appear to go to virtual completion. 

Substitution of the value for Afy, given by equation (33.6), into (33.5), 
leads to 

AFt. p == AF% + RT In (33.7) 

and the reaction isotherm is frequently encountered in this form. In gen- 
eral, the subscripts T and P are omitted, it being understood that constant 
temperature and pressure are implied. 

As seen earlier, the actual values of the activities and of the equilibrium 
constant depend on the choice of the standard state; this must also be the 
case, therefore, for the standard free energy changes, as defined above. It is 
consequently necessary to specify clearly the standard state employed in every 
case. For gas reactions, the standard state is usually that of unit fugacity, 
i.e., ideal gas at 1 atm. pressure; the form of equation (33.7) is then 

AF = AF? + RTln J/, (33.8) 

where 

AF? In JC/. (33.9) 

If the gases behave ideally, or approximately ideally, the fugacities may 
be replaced by the corresponding partial pressures, so that equation (33.8) 
becomes 

AF « AF? + RT In Jp, (33.10) 

in which form the reaction isotherm is sometimes employed for gas reactions. 

If the standard state is chosen as the ideal gas at unit concentration, the 
corresponding equation is 

AF - AF® + RT in (33.1 1) 

where 

AF? ijrinKc, (33.12) 

the definition of Kc being given by equation (32.19). 

For reactions in solution, the reaction isotherm may take the form 

AF = AF% + RT In (33.13) 

where 

AF^ == -RT In (33.14) 

the equilibrium constant being defined by equation (32.25). In connec- 
tion with these expressions, the standard state of each substance is chosen 
so that the activity is equal to the mole fraction in the reference state. 

33c. The Direction of Chemical Change. — From the chemical point of 
view the great significance of the reaction isotherm lies in the fact that it 
provides a means of determining whether a particular reaction is possible or 
not under a given set of conditions. It was seen in § 25f that for a process, 
at constant pressure and temperature, to be spontaneous it must be ac- 
companied by a decrease of free energy; that is to say, for a spontaneous 
reaction, AFt,p must be negative. If the value of AF under a given set of 
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conditions is positive, the reaction cannot possibly take place under those 
conditions, although it may do so if the conditions are altered. 

An examination of the general equation (33.6) shows that the sign of 
AF depends on the relative values of the quanities K and if the reaction 
is to be spontaneous, the latter must be less than the former, for then AF 
will be negative. If the conditions are such that Ja is greater than AT, 
the reaction will not be possible under those conditions, but there are two 
ways in which the situation can be changed. First, the arbitrary activities, 
i.e., pressures or concentrations, of the substances concerned in the reaction 
may be changed so as to decrease the value of Ja below that of K; this 
means that the activities of the products must be decreased or those of the 
reactants increased, or both. Second, the temperature may be changed in 
such a manner as to increase K; in this way, without altering the arbitrary 
activity function /«, the latter may become less than if, so that AF is 
negative and the reaction is possible. The foregoing arguments are applica- 
ble to processes of all types; for heterogeneous reactions, the activity of each 
pure solid is taken as unity, as mentioned earlier. This is equivalent to its 
omission from In Ja, since the logarithm of unity is zero. 

An analogous significance to that just described can be given to the 
standard free energy AF® of a reaction. If AF® is negative, the reaction ^dth 
all the reactants and the products in their respective chosen standard states 
can take place spontaneously. On the other hand, if AF® is positive, the 
reaction cannot occur under those conditions. 

It can now be seen that thermodynamics provides a simple solution of 
the problem, concerning the conditions determining the direction of chem- 
ical change, which had puzzled investigators for many years until J. H. 
van^t Hoff (1883) indicated the importance of the free energy change. Inci- 
dentally, it may be mentioned that the same idea was undoubtedly in the 
minds of J. W. Gibbs (1876) and of H. von Helmholtz (1882), although it 
was not stated explicitly. 

Problem: It is required to pass carbon monoxide at 10 atm. and water vapor 
at 6 atm. pressure into a reaction chamber at 700® C and to withdraw carbon 
dioxide and hydrogen at partial pressures of 1.5 atm. Is this possible theoreti- 
cally? The equilibrium constant for the reaction is known to be 0.71. 

The reaction is 

CO(^) + H20(^) - 00,(9) + H2(^), 

and since there is no change in the number of molecules, the equilibrium constant 
is independent of the standard state. However, since the arbitrary concentra- 
tions (activities) of the reactants and products are stated in terms of pressures, 
it will be assumed that the equilibrium constant is K/ or Kp. For the present 
purpose, it is sufficient to assume ideal behavior, so that the free energy change is 
given by equation (33.10); this takes the form 
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where the ph are the arbitrary values given in the problem. All that it is required 
to know is the relative values of Kp md Jp\ but it is instructive to calculate the 
actual free energy change. This is usually expressed in calories, so that R is taken 
as 1.987 cal. deg,”^ mole”^; the temperature T is 700® C or 973® K, and Kp is 
0.71 as given above. Hence, converting the logarithms, 

Af = _ 4.576 X 973 log 0.71 + 4.676 X 973 log 

= - 4.576 X 973 (log 0.71 - log 0.045) 

= - 5,340 cal. 

Since AF is negative, the process is theoretically possible. 

The reaction isotherm is of particular value in the study of chemical 
processes, but it has also been used in connection with physical changes, 
to which it is equally applicable. The general criterion of a decrease of free 
energy for a process to be spontaneous is applicable, of course, to all proc- 
esses, physical or chemical. 

Although any reaction accompanied by a free energy decrease is theo- 
retically possible, it is important to note that this is no indication that the 
process will occur with a measurable speed. In a series of analogous reac- 
tions the rates at which the processes occur are often roughly in the order 
of the free energy decreases, but in general, for different reactions, there is 
no connection between the magnitude of the decrease of free energy and the 
rate of the reaction. For example, at ordinary temperature and pressure 
the free energy change for the combination of hydrogen and oxygen has a 
very large negative value, yet the reaction is so slow that no detectable 
amount of water would be formed in years. The passage of an electric spark 
or the presence of a suitable catalyst, however, facilitates in this case the 
occurrence of a reaction which the free energy change shows to be theo- 
retically possible. 

33d. Variation of Equilibrium Constant with Pressure. — The extent to 
which the equilibrium constant of a reaction is affected by pressure can be 
determined by utilizing equation (33.6), in the form 

]nK (33.15) 

Differentiation with respect to the total pressure P, at constant tempera- 
ture, gives 

/dingy ^ ^ 

V dP Jt RTl dP 

Since standard states have been defined so as to be independent of the 
pressure of the system, the standard free energy change AF®, and conse- 
quently the equilibrium constant g, will not vary with the external pressure. 

♦The latter is 1.5 X 1.5/10 X 5, i.e., 0.045, and siuce this is less than gp, i.e., 0.71, 
the reaction is obviously possible. 
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It should be noted that although if, and hence if/, is independent of the 
pressure, the equilibrium functions if/ and Kp for a homogeneous gas reac- 
tion should vary with .the, pressure,- as is actually found to be the case (see 
Table XXII). This is, of course, due to- the dependence of the activity 
coefficients: on the pressure at constant temperature, as indicated in § 32d. 
Since a change of pressure is usually accompanied by a change in the com- 
position of the system it is not possible to use equation (30.19) to determine 
the effect of pressure on the activity coefficient factor. The calculation can 
be made by thermodynamic methods, along lines which will be described 
in Chapter XIV in connection with physical equilibria, but the results 
have no direct practical application without introducing a number of 
approximations. 

Similar considerations apply to the influence of pressure on other equi- 
librium functions, such as if etc,, for reactions in solution. In general, 
however, the changes due to increase of pressure can be neglected at all 
moderate pressures. 

It is opportune to recall here the remarks made in § 32g in connection 
with heterogeneous reactions. If the activities of pure solids and liquids 
taking part in the process are taken as unity, then the true equilibrium 
constant is obtained only if the total pressure of the system is 1 atm. Unless 
allowance is made for the effect of pressure on the activities, the constants 
obtained at other pressures vary with pressure in a manner dependent on 
the volume change of the solid and liquid phases involved in the reaction 
[cf. equation (31.7)]. 

33e. Effect of Pressure on Position of Equilibrium. — Although the true 
equilibrium constant of a gas reaction is not affected by the pressure, the 
actual position of equilibrium will be altered if the reaction is one involving 
a change in the number of molecules. The subject is dealt with adequately 
in physical chemistry texts, in connection with the Le Chatelier principle of 
mobile equilibrium. As is well known, increase of pressure will favor the 
reaction which is accompanied by a decrease in the number of molecules. 
Such a change is necessary in order that the equilibrium constant may remain 
unaltered. However, there is another aspect of this matter that merits 
attention here. Because of the effect of pressure on Xp, there will be an 
additional change in the equilibrium composition. The increase of Kp with 
pressure in the ammonia equilibrium, for example, means that there is a 
larger proportion of ammonia present when equilibrium is attained at high 
pressures than would have been the case if the system had consisted of ideal 
gases. This factor, therefore, operates to the advantage of the yield of am- 
monia in the Haber process. The effect of pressure on Kp due to departure 
from ideal behavior vnll alter the position of equilibrium even when there is 
no change in the number of molecules. 

Problem: Estimate qualitatively the effect of a pressure of 500 atm. on the 
gaseous equilibrium CO -f H^O CO^ + at 600*^ C, 
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If the four gases behaved ideally, pressure would have no effect on the position 
of equilibrium, since there is no change in the number of molecules accompanying 
the homogeneous reaction. However, because of deviations from ideal behavior, 
a shift in the composition is possible when the pressure is changed. The equi- 
librium constant may be written as 

^ X PHg Ycob X 7 H 2 

^ pco X PH20 7co X 7H2O * 

and it is desired to iind the value of the activity coefficient factor Jy at 600® C, 
i.e., 873® K, and 500 atm. At 1 atm. pressure, the value may be taken as virtually 
unity. At the higher pressure use may be made of the fugacity chart in Fig. 18, 
and for this purpose the reduced temperature (6) and pressure (tt) of each gas 
are required. 

For CO2: Tc is 304® K, $ - 873/304 = 2.871 _ . 

Fc is 72.9 atm., tt = 500/72.9 = 6.85/^^^^ 

For H.,: Ta is 33.2® K, 6 = 873/(33.2 + 8) = 21. 2\ _ - .. 

Pc is 12.8 atm., x = 500/(12.8 + 8) = 24.0/'’'**’“ “ 

For CO: Tc is 134° K, 0 = 873/134 = 6.5ll _ , 

Pc is 34.6 atm., x = 500/.34.6 = 14.4/'^°° ~ 

For HaO: Tc is 647° K, 0 = 873/647 = 1.35\ _ „ 

Pc is 218 atm., x = 500/218 = 2.29/'’'®*® “ 

The values of y given at the right are those based on the approximation that 
the activity coefficient of a gaseous constituent of a mixture is equal to the value 
for the pure gas at the total pressure of the mixture. In this case, 


1.09 X 1.10 
1.23 X 0.77 


- 1.27. 


Since Jy has increased when the pressure is increased to 500 atm., it follows that 
the product pco 2 X Phs must decrease, or pco X Pk^o increase, in order to retain 
Kf constant. Thus, increase of pressure to 500 atm. causes the equilibrium to 
shift to the left, because of deviations from ideal behavior. 


331 Variation of Equilibrium Constant with Temperature. — The effect of 
temperature on the equilibrium constant may be determined by differentia- 
tion of equation (33,15) with respect to temperature. Since K is independ- 
ent of the external pressure, the constant pressure condition and the ac- 
companying partial differential notation can be omitted, so that 

dluK __ 1 d(AF^/T) 

dT R dT 

and hence, by equation (25.33), it follows that 


dluK _ AJ?« 
dT RT^ ' 


(33.16) 


Affo = ml + mill, + °) - {aHl + + ° - •) 


f 


where 
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or, in general, . " 

state) state). 


The equation (33.16) is the rigorous form of a relationship originally derived 
by J. H. van^t Hoff; it is consequently sometimes referred to as the vanH 
Hoff equation. It is to be understood, of course, that the particular stand- 
ard states chosen for the activities of the reactants and products in the ex- 
pression for K, i.e., in equation (32.7), must also apply to AH^y as defined 
above. 

For a homogeneous gas reaction the equilibrium constant is Kf and equa- 
tion (33.16) takes the form 


din Kf _ Am 
dT RT^ ' 


(33.17) 


where is the heat of reaction adjusted to a low value of the total pres- 
sure, when the gases behave ideally. It was seen in § 20e that at moderate 
pressures the heat content of a real gas does not differ appreciably from the 
ideal gas value, and for most purposes it is possible to replace AH^ in equa- 
tion (33.17) by AH, the ordinary heat of reaction in the vicinity of atmos- 
pheric pressure. 

If the standard state is that of an ideal gas at unit molar concentration, 
the equilibrium constant Kc is related to if/ by equation (32.18), viz., 

Kf^KcXiRT)^^, 

so that, taking logarithms, 


In Kf = In ife + An In jB + An In T, 


and hence, upon differentiation with respect to temperature, and utilizing 
equation (33.16), 

dlnK/ _ dlnKc An _ Am 

dT dT T RT^‘ 


It follows, therefore, that 


dlnKc 

dT 


Am - An(RT) 
MT^ 


(33.18) 


Since AH° is the heat of reaction at constant pressure, adjusted 
behavior, it follows that AH^ = AE^ + PAF = AE^ + An{RT), 
equation (33.18) becomes 

d\nKc __ AE^ 
dT RT^' 


to ideal 
so that 

(33.19) 


The variation of the functions if/ and Kp with temperature is not quite 
the same as that given above for if/, because of the change in the activity 
coefficient factor with temperature. Since the composition of the system 
does not remain constant when the temperature is changed, equation (30.21) 
cannot be em'ployed, but a method similar to that described in §§ 34f, 34i 


33f 


290 FREE ENERGY AND CHEMICAL REACTIOHS 


could be used. However, without introducing approximations, the results 
are of no practical value. Provided the pressures are not too high, it is 
therefore the common practice to employ equation (33.17) in the approxi- 
mate form 


dlnK'^ _ AH 
dT ** RT^ ’ 


(33.20) 


where AH is taken as the ordinary heat of reaction at constant pressure, 
usually 1 atm. The variation of K'p with pressure is ignored. 

For a homogeneous reaction in a liquid system the equilibrium constant 
is conveniently expressed in the form of equation (32.25), the standard state 
of each substance being the pure liquid at the equilibrium temperature and 
1 atm. pressure. Differentiation with respect to temperature then gives 
[cf. equation (33.16)] 

dlnKn_AH’> /-jqoin 

dT R'P’ ^ 


where AH® is the heat of reaction starting with pure liquid reactants and 
ending with pure liquid products, at 1 atm. pressure and temperature T. 
It will be noted that, as before, the constant pressure condition has been 
omitted from equation (33.21), since the equilibrium constant on the basis 
of the chosen standard states is independent of th‘e pressure. For many 
purposes it is sufficiently accurate to replace Hn by the equilibrium function 
Hj, involving mole fractions; at the same time AH, the ordinary heat of 
reaction is substituted for AH®, giving the approximate result 


dln^N AH 
dT ^ R’P' 


(33.22) 


For reactions in dilute solution, it is convenient to use the concentration 
equilibrium function K'c, defined by equation (32.34). Upon taking log- 
arithms, it follows from equations (32.33) and (32.34) that 


In K'^ = In K', + An In ^ ) • (33.23) 


Provided the temperature range is not too great, the variation of the density 
po of the solvent will not be large, and the last term in equation (33.23) may 
be taken as approximately independent of temperature. The difference 
between d In K^^/dT and d In K'c/dT may thus be neglected, and it is possible 
to write 


dlnlC AH 
dT RT^ 


:(33J4) 


It is important that this result, for a reaction in dilute solution, should not 
be confused with equation (33.19), which gives the variation of Kc for a 
homogeneous gaseous equilibrium; the latter involves AE^, and not AH, 


33g' 
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: In, the foregoing 'discussion various forms of the van't Hoff equation, 
some exact and others approximate, have been derived for equilibria of 
different types.. . It. is necessary to bear in mind, however, that in the form 
of equation (33.16) the relationship is applicable precisely to any equilibrium, 
chemical or physical. ■ 

.33g.: Heterogeneoti.s Reactions: Influence of Temperature. — The equa- 
tions derived above for homogeneous reactions applj^ equally to heterogene- 
ous equilibria. The various AiJ values refer to the complete reaction, in- 
cluding the solid phases, although, as mentioned in § 32g, the activity is 
unity for every pure solid taking part in the reaction; the corresponding 
factor may thus be omitted from the expression for the equilibrium constant. 
Because they present certain features of interest, brief reference vill be 
made here to some heterogeneous equilibria, and others will be considered 
later. 

In reactions involving one or more solids and one gas, as, for example, 

CaCOsCs) - CaO(s) + COsC^) 
iCuS 04 . 6 H 20 (s) = |CuS 04.3H20(5) + HeOCp), 

the true equilibrium constant, e.g., Jf/, is equal to the fugacity of the gas in 
equilibrium with the solid at a total 'pressure of 1 atm. (cf. § 32g). The varia- 
tion of In/ with the temperature is then given by equation (33.16), with 
AJS° equal to the heat of reaction adjusted to the value for the gas at low 
pressure. In studying these equilibria, the experimentally determined 
quantity is the partial pressure p, which is equivalent to ifp, and as a general 
rule no attempt is made to keep the total pressure at 1 atm., or even con- 
stant, although the dissociation pressure should vary to some extent with 
the total pressure. The dependence of the pressure p on temperature is 
thus usually expressed by the approximate equation (33.20) in the form 


dlnp _ AH 


(33.25) 


where AH is the ordinary heat of reaction at the temperature T. 

Heterogeneous physical equilibria, e.g., between a pure solid and its vapor or 
a pure liquid and its vapor, can be treated in a manner similar to that just de- 
scribed. If the total pressure of the system is 1 atm,, the fugacity of the vapor 
is here also equivalent to the equilibrium constant. The variation of In/ with 
temperature is again given by equation (33.16), where AH® is now the ideal molar 
heat of vaporization of the liquid (or of sublimation of the solid) at the temperature 
T and a pressure of 1 atm. If the total pressure is not 1 atm., but is maintained 
constant at some other value, the dependence of the fugacity on the temperature 
can be expressed by equation (29.22), since the solid or liquid is in the pure 
' state; '/thus,:;^.' 



where, according to the remarks in § 29g, the numerator on the right-hand side 
is equal to the ideal molar heat of vaporijsation (<^ sublimation) at temperature 
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T and pressure P. It should be noted that equation (33.26) is the exact form of 
the Clausius-Clapeyron equation (27.12). If the vapor is assumed to be leal, 
so that the fugacity may be replaced by the vapor pressure, and the total pressiuc 
is taken as equal to the equilibrium pressure, the two equations become identical. 
In this simplification the assumption is made that the activity of the liquid or 
solid does not vary with pressure; this is exactly equivalent to the approximation 
used in deriving the Clausius-Clapeyron equation, that the volume of the liquid 
or solid is negligible. 

33h. Integration of the van’t Hoff Equation. — If the change of heat con- 
tent were independent of temperature, general integration of the van’t 
Hoff equation would give [cf. equation (27.15)] 

In JC = — -h constant, 
lil 


4.576T 


(33.27) 


so that the plot of log if against 1/T should be a straight line of slope 
-• AH°/4.57& with AJ?® in calories. Integration between the temperature 
limits of Ti and Tj, the corresponding values of the equilibrium constant 
being Ki and ifs, gives 

,„if2 AHofT,-T,\ 


or, converting the logarithms and expressing R in cal. deg.“^ mole“‘, 


(2 ^ AH® / 
(i 4.576 V 




(33.28) 


This equation, or (33.27), may be used to evaluate the heat of reaction if the 
equilibrium constant is known at two temperatures; alternatively, if AH® 
is available, the equilibrium constant at any temperature can be determined 
provided it is known at one particular temperature. 

The results obtained in this manner are approximate only, for heats of 
reaction are known to vary with the temperature,’ as seen in §§ 12j, 12k.® 
The standard change of heat content can be expressed as a function of tem- 
perature in accordance with equation (12.16), so that 


AH°o + AaT + |A/3r® -f-iATT® + • • •, 


(33.29) 


where Aa, A/3, Ay, etc., are derived from the heat capacities of the reactants 
and products and their variation with temperature. If this expression is 

® For a more exact significance of AH° in equation (33.28), even when the heat content 
varies with temperature, see Douglas and Crockford, J. Am. Chem, Soc., 57, 97 (1935); 
Walde, J. Phys. Chem., 45, 431 (1939). 
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substituted into (33.16), the result, is 
din if 
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dT 


+ ^ 4 . ^ A. A. . 

RT^ RT 2R ZR. 


and upon integration it is found that 
InK = 


Q 4 - ^ In r 4. ^ y 4. ^ 7^2 ( . 

B.T ^ R ^ 2R ^ iSR ^ 


' + r, (33.30) 


where K is either Kf or Kn, for reactions in the gas or liquid phase,- respec- 
tively, and r is the integration constant. 

If and Aa, A/5, etc., are available from thermal measurements, it is 
possible to derive AHq by utilizing the procedure described in § 12k; if K is 
known at any one temperature, it is possible to evaluate the integration 
constant J', and the variation of In K (or log K) with temperature can then 
be expressed in the form of equation (33.30). The accuracy of the resulting 
expression is limited largely by the thermal data, for these are often not 
known with great certainty. Care should be taken to ensure that the 
standard states used in connection with the heat of reaction AlP are also 
those employed for the equilibrium constant. Actually, the standard states 
chosen in §§ 30b, 31b correspond with those almost invariably employed in 
both equilibrium studies and heat of reaction measurements. 

Problem: Taking the equilibrium constant (K/) for the JN2 + fH2^ NHs 
equilibrium to be 0.00655 at 450® C (Table XXII), and utilizing the heat of 
reaction and heat capacity data in § 12k, derive a general expression for the varia- 
tion of the equilibrium constant with temperature. Determine the value of X/ 
at 327® C. 

According to the result obtained in the problem in § 12k, which is supposed 
to refer to the standard states, it follows that 

AH^ 9.13 - 7.46 X IQ-^T + 3.69 X - 0.47 X lO-^T^ kcal. 

= - 9,130 - 7.46T 4- 3.69 X lO-^^T^ - 0.47 X cal., 

and hence, 

AHl = - 9,130; Ao: - - 7.46; iAfi = 3.69 X 10”^; I-A7 = - 0.47 X 10”6 cai 
Upon insertion of these values into equation (33.30), it is seen that 


InKf 


9,130 7.46, , 3.69 X 10”3 0.47 X 

-Tjr--r‘"’^ + — I — ^ 2R — 


At 450® C, i.e., 723® K, the value of X/ is 0.00655, and utilizing these data it is 
found that F is 12.07, so that, taking R as 1.987 cal. deg,'~^ moler*h the expression 
for Kf becomes 

In K/ = 2.303 log Kf = - 8.64 log T 

+ 1.86 X lO-’T - 0.12 X + 12,07. 
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At 327° C, i.e., 600° K, in Z/ is thus found to be — 3.19, and hence Kf is 0.041. 
(The experimental value is about 0,040.) 

It can be seen that if Aa, Aft etc., are known, the right-hand side of 
equation (33.30) still contains two unknowns, viz., Ai?o and If the 
equilibrium constant K has been determined at two or more temperatures, 
therefore, equation (33.30) can be solved for the unknowns, and hence 
In Z can be expressed as a function of the temperature. If the value of K 
is known at several temperatures, a simple graphical procedure is possible 
which permits the use of all the avadable data. By writing equation 
(33.30) in the for^^ 

- Z In Z + Aa In T + .|A/5r + + . . . = J'Z, ( 33 . 31 ) 

it is seen that the plot of the left-hand side against l/T should yield a 
straight line of slope equal to AZq. With AZq known, the integration 
constant F can be readily evaluated.^ 

Attention may be called to the fact that the procedure just described 
provides a useful m%thod for determining heats of reaction from equilibrium 
constant data. Since AZq has been derived above, and Aa, Aft etc,, are 
available, it is possible to express AZ® as a function of the temperature by 
means of equation (33.29). The standard heat of reaction can then be 
determined at any temperature in the range in which Aa, A/3, etc., are 
applicable. 

Problem: Utilize the following values of Z/ for the ammonia equilibrium to 
derive ah expression for AZ° as a function of the temperature. Determine the 
standard heat of reaction, i.e., heat of formation of ammonia, at 25° C. 

Temp. 350° 400° 450° 500° C 

Kf 2.62 X lO-^ 1.27 X IO -2 6,55 X lO^^ 3.78 X lO^^^ 

Inserting the values for Aa, Aj3 and Ay given in the preceding problem, equa- 
tion (33.31) becomes 

A//® 

- 4.576 log Z - 7.46 In T + 3.69 X lO^-r - | x 0.47 X IQ-^T^ = ^ - FE, 

The values of the left-hand side (L. H. S.), obtained from the equilibrium constants 
given above, and the corresponding 1 /T^s are then found to be as follows: 

L. H. S. - 38.56 - 37.53 - 36.58 - 35.82 

l/T 1.605 X 1.486 X 10”" 1.383 X 10~s 1.294 X 10“'^ 

These results are plotted in Fig. 19; the points are seen to fall almost exactly on a 
straight line, the slope of which is — 8,810 cal. This is consequently the value 
h A/fg, so that by equation (33.29), 

MP - - 8,810 -- 7.46T + 3.69 X - 0.47 X lO-^T^ cal. 

® Randall, ei aL, J, Chem, Ed,, 8 , 1062 (1931); Ind, Eng. Chem., 23, 388 (1931). 
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At 25® G, Le.; 298®; Ky it is.foiind tliat' 

« - 8,810 - 2,22a +;328 ■-12 =—10,717 caL 

(It will be noted that AHl obtained here differs by about 320 cal. from that adopted 
in the ' preceding problem; The discrepancy may be' due partly to an error in the 
thermal Aif® value upon, which AHl the previous problem is; based, and partly 
to ' uncertainties in Aa, Ad, etc., which give the variation of heat capacities with 
■ temperature. ■, It is also possible that the Kf values are not exact.) . 



Fig. 19. Determination of AjffS from equilibrium constants 

33i. Variation of Standard Free Energy with Temperature. — If equation 
(33.30) is multiplied through by RT^ the result is iSTln K; by equation 
(33.6) this is equal to — AF^, the standard free energy of the reaction under 
consideration. It follows, therefore, that 

AF« - AHg - AaT In r - ^A^P - lAyT^ + IT, (33.32) 

where the constant I is equal to — I'iS. This highly important equation 
gives the variation of the standard free energy of a reaction with tempera- 
ture, and since — AF^ is equal to jBTln K it is also, in effect, an expression 
for the equilibrium constant as a function of temperature. The value of 
AF® given by equation (33.32) applies to the reaction as written for the 
determination of the equilibrium constant. For example, if the ammonia 
equilibrium is written as 

NH^ 



296 FRKE ENERGY AHD CHEMICAL REACTIONS 33j 

the equilibrium constant Kj is '>< fli 2 f and 

is the standard free energy increase for the formation of 1 mole of ammonia. 
If the reaction were Avritten 

the equilibrium constant would hef%j^ijf^^ X /h 2 j which would be the square 
of the preceding value. Since AF® is equal to — RT In if, the free energy 
change Avould consequently be doubled, as it should be for the formation 
of two moles of ammonia instead of one. 

In order to utilize equation (33.32) it is necessary to know AH% Aa, etc., 
and the integration constant J. It will be assumed, as before, that heat 
capacity data are available, so that Aa, Aft etc., may be regarded as known. 
The procedure for the derivation of AHq and I, the latter being equal to 
— PR, is then similar to that described in § 33h in connection with equation 
(33.30) ; this is based either on a single value of the equilibrium constant 
together with AH^ at any temperature or, alternatively, on the equilibrium 
constants at two or more temperatures. If the constants in equation 
(33.30) have previously been evaluated it is, of course, a simple matter to 
derive the corresponding equation for AF^ 

Problem: Derive an expression for the standard free energy of formation of 
1 mole of ammonia as a function of temperature, and evaluate AF® at 25® C. 

By utilizing the results obtained in the first problem in § 33h, with AH^ equal 
to — 9,130 cal. and I' equal to 12.07, it is readily seen that 

AFo = - 9,130 + 7.46r In T - 3.69 X + 0.235 X lO-®?"^ _ umRT, 

This gives AF® in cal. per mole of ammonia. Setting i2 equal to 1.987, and taking 
T as 25® C, i.e., 298® K, it is found that 

AFg^s - 9,130 + 12,660 -- 328 + 6 - 7,145 = - 3,936 cal. 

It may be noted that if a slightly different value of AiJg were employed, 
e.g., — 8,810 cal. as derived in the second problem in § 33h, I' and hence I would 
be also changed, with the result that AFJgg would not be greatly affected. 

Attention may be drawn to the fact that the constant I in equation 
(33.32) is related to the entropy change AS accompanying the reaction, 
and might be evaluated if AS were known. This may be seen, in a general 
manner, by comparing equation (33.32) with (25.8) for the standard states, 
i.e., AF® — AH^ — TAS°. However, it is more convenient to use entropy 
values in another manner for calculating free energy changes, as will be 
seen shortly. 

33 j. Simultaneous Equilibria: Addition of Free Energies*— In some sys- 
tems there may be two or more equilibria which are established simul- 
taneously. In the ^Svater gas’’ reaction 

(1) CO 2 + H 2 - CO + H 2 O, 

for example, at high temperatures, there will be a partial dissociation of 
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carbon dioxide, viz., 


(2) 

COa = CO + JO 2 

and of water vapor, viz., 


(3) 

H 2 O = H 2 +IO 2 , 


80 that three simultaneous equilibria, at least, will exist. For reaction (1) 
the equilibrium constant i^i is given by 

K Qco X chii^o 
dOOz X 

whereas, for reactions (2) and (3), the constants are 

K,==^S12<A and Ks = ^2i2iA. 

<k)02 tejO 

Since these equilibria occur in the same system, the equilibrium activity of 
any substance involved in Ki, and Kz will be the same; hence, it follows, 
immediately, that 

Ki = (33.33) 

It is thus possible to calculate any one of these equilibrium constants if the 
other two are known. This fact has proved useful in the determination of 
equilibria which cannot be readily studied directly by experiment. 

By taking logarithms of equation (33.33) and multiplying each side by 
— Sr, it is seen that 

-- RT In Ki ^-RT\nK 2 + RTln Kz, 

and consequently, by equation (33.6), 

AF? - AF§ - AFt 

An examination of the chemical equations for the three equilibria given 
above shows that, as written, reaction (1) is equivalent to reaction (2) 
minus reaction (3). Consequently, if standard free energy equations are 
written out in a manner similar to that used for thermochemical (heat , of 
reaction) equations in § 12d, etc., they can be added and subtracted in an 
analogous manner. 

Problem: The standard free energy AFJ for reaction (2) is 61.44 kcal. and 
that for reaction (3) is 54.65 kcal* at 25° C. Calculate Kf for the “water gas^' 
reaction at this temperature. 

The standard free energy is equal to AFJ — AFJ, i.e., 61.44 — 54.65 = 6.79 
kcal., or 6,790 cal. Since AFJ = — RT In Kf, it follows at 25° C, i.e., 298.2° K, 

6,790 = - 4.576 X 298.2 log Kf, 

with Ey like AF®, expressed in calorie units; hence, 

log Kf = -- 4.98, 
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33k Standard Free Energies of Formation. — Because of their additivity 
and their relationship to equilibrium constants, and for other reasons, it is 
useful to tabulate standard free energies, like heats of reaction; the methods 
available for the determination of free energy changes for chemical reactions 
will be reviewed in, the next section. , . The results are conveniently recorded 
in the form of standard free energies of formation of compounds, and these 
are derived from the free energies of reactions in a manner similar to that 
used to obtain standard heats of formation from the heats of reaction in 
§ 12f. There is no method known for the experimental determination of 
absolute free energies, but this is of no consequence, since the solution of 
thermodynamic problems requires a knowledge of free energy chmges. For 
the purpose of evaluating free energies of compounds, the convention 'is' 
adopted of taking the free energies of all elements in their standard states to be 
zero at all temperatures. The standard states of solid and liquid elements 
are their respective pure stable forms at 1 atm.; for gaseous elements the 
standard states are the ideal gases at 1 atm. pressure, i.e., at unit fugacity. 
On the basis of these conventions, the standard free energy of a compound is 
equal to its standard free energy of formation, that is, to the increase of free 
energy accompan 3 dng the formation of 1 mole of the compound from its 
elements, all the substances being in their respective standard states. For 
example, for the reaction between hydrogen and oxygen at 25° C, 

H 2 (g) + iO^ig) - H 2 G(^), AFlss = - 54.65 kcal., 

the standard states being the gases at unit fugacity, so that the standard 
II free energy of formation of water vapor is — 54.65 kcal. rnole^"^ at 25° C. 

This means that the free energy of 1 mole of water vapor in its standard state 
is less by 54.65 kcal. than the sum of the free energies of 1 mole of hydrogen 
gas and | mole of oxygen gas in their respective standard states at 25° C; 
hence, 

AFlas - g) + iF«(02, ^)] = - 54.65 kcal 

If the standard free energies of the elements are set equal to zero, by con- 
vention, the standard free energy of 1 mole of water vapor becomes equal to 
the standard free energy of formation from its elements. 

The standard free energies of formation of a number of compounds at 
25° C are given in Table XXIV J They can be utilized, like heats of forma- 
tion (standard heat contents) in Chapter V, to calculate the standard free 
energies of many reactions, for several of which the values could not be 
obtained in any other way. This is especially the case for reactions, par- 

’Data mainly from W. M. Latimer, ^The Oxidation States of the Elements, 

1938; see also Internationa! Critical Tables, VoL V; G. S. Parks and H. M. Huffman, 

Free Energies of Some Organic Compounds/' 1932; Kelley, U. S. Bur. Mims Bull.j 384 
(1935); 406, 407 (1937); Pitzer, Cto. Bey., 27, 39 (1940); Parlvs, iUd., 27, 75 (1940); 
Thacker, Folkins and Miller, Jnd. EngyCh€m.j 33 , 584 (1941); Wagman, Kilpatrick, Taylor 
Pitzer and Rossini, /. Bur. Startd.^ 34 , 143 (1945); Prosen, Pitzer and Rossim, 

iUd.f 34, 255, 403 (1945); Wagman, Kilpatrick, Pitzer and Rossini, ibid.^ 35, 467 (1945); 
Kilpatrick, PTosen, Pitzer and Rossini, iUd.^ 36 , 559 (1946). 
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ticiilarly those involviiig organic componnds, which proceed to virtual 
completion, and ior which' equilibrium constants could not be determined 
experimentally.,:,' ' ' 

It is sometimes required to know the free 'energy of formation of a sub- 
stance in one physical state when that in another is given. 'For example, 
the free energy of formation of liquid water is recorded in Table XXIV, since 

TABLE XXIV. STAND AKD FBEB \ENEEGIES OP FOBIVtATION 
AT 25 ® C IN KCAL. PER MOLE* 

Inorganie Compounds 


Substance AF® 

Substance 

AF® 

Substance 

AF® 

HF(3) 

- 31.8 

N0(!7) 

20.66 

SbgOsO) 

- 149.0 

HCKs) 

- 22.74 

m(g) 

- 7.87 

AS2O3O) 

- 137.7 

BBvig) 

- 12.54 

SOiCff) 

- 71.7 

BaCOaCs) 

- 271.6 

CO({?) 

- 32.81 

NHsto) 

- 3.94 

BiaOsCs) 

- 116.6 

CO,(g) 

- 94.26 

n^Oiiy 

- 56.70 

CaCOsCs) 

- 270.4 



Organic Compounds 




Substance 


Substance 

AF® 



Methane (^ 7 ) 

- 12.14 

Methyl alcohol (Q 40.0 



Ethane (gf) 

- 7.86 

Ethyl alcohol (Z) 

- 40.2 



Propane (i 7 ) 

- 5.61 

Acetaldehyde (Z) 

- 31.9 



Ethylene(^) 

16.34 

Acetic aeid(Z) 

- 94.5 



Acetylene (^) 

50.7 

Benzene (Z) 

29.06 



* For further data, see Table 5 at end of book. 


this is the standard state at ordinary temperatures, but for certain purposes 
the standard free energy of water vapor, i.e., at unit fugacity, is required. 
For this purpose, it is necessary to determine the standard free energy change 
of the process H20(Z) = 1120 (g). Since the molar free energy of the liquid 
water is equal to the molar free energy of the vapor with which it is in 
equilibrium (§ 27a), the problem is simply to calculate the difference in free 
energy of 1 mole of water vapor at its equilibrium (vapor) pressure, at the 
given temperature, and in the standard state of unit fugacity, i.e., ideal gas 
at 1 atm. For this purpose, use may be made of equation (29.5), viz., 

AF == F2 - Ft = RT In^j , (33.34) 

Jl 

where /2 is unit fugacity, and /i is that corresponding to the vapor pressure. 
For most purposes, except near the critical point, the ratio of the fugacities 
may be replaced by the ratio of the vapor pressures, that is, ideal behavior 
is assumed (cf . Chapter XII, Exercise 5) ; equation (33.34) then becomes 

AF = RTln^, (33.35) 

Pi 

which, incidentally, is identical with the expression in § 25d for the free energy 
change accompanying the expansion of an ideal gas. The vapor pressure 
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of water at 25® C is 23.76 mm., and since equation (33.35) involves a ratio 
of pressures, the units are immaterial. Thus may be set equal to 760 
mm. and pi to 23.76 mm., so that at 298.2° K, with R in cal. deg.“^ mole~*, 

AF = 1.987 X 298.2 X 2.303 log = 2,054 cal. 

The standard free energy of formation of liquid water is ~ 56.70 kcal., and 
hence for water vapor, AF9 is — 56.70 + 2.05, i.e., — 54.65 kcaL, at 25^^ C. 

Problem: The standard free energy change for the reaction CO(^) + 2 H 2 (^/) 
= CHsOH(g) is — 5.88 kcal. at 25° C. Calculate the standard free energy of 
formation of liquid methanol at 25° C, the vapor pressure being 122 mm. at that 
temperature. 

For the process CH30H(^) = CHaOHfO, the standard free energy change at 
298.2° K, assuming ideal behavior of the vapor, is given by 

AF = RT = 4.576 X 298.2 log ^ 
i; Pi 760 

~ — 1,084 cal., 

since p 2 , the vapor pressure of the final state, i.e., liquid, is 122 mm., and pi, for 
the initial state, i.e., vapor at 1 atm,, is 760 mm. Hence, for the reaction 

00{g) + 2H2(^) - CHsOHa), = - 5.88 - 1.08 - - 6.96 kcal, 

(-33.0) (0) {x) 

,, Writing the free energy of formation of each species below its formula, it is seen 

I that for liquid methanol at 25°, AFSgg is given by 

Jib a: - (- 33.0 + 0) =- 6.96, 

a; =s — 40.0 kcal. 

331. Determination of Standard Free Energies.— Three main procedures 
have been used for the evaluation of standard free energies of reactions. 
The first is based on the experimental determination of equilibrium con- 
stants, and their combination in the manner indicated above. By the pro- 
cedure described in § 33i, an expression can then be obtained for AF® as a 
function of temperature, so that the value at any particular temperature 
can be evaluated. 

The second method, which has been largely used for reactions involving 
ionized substances, is based on the measurement of the e.m.f.’s of certain 
galvanic cells. It was seen in § 25b that the decrease of free energy ac- 
companying any process at constant temperature and pressure, i.e., — AFy, jp, 
is equal to the maximum (reversible) work, other than work of expansion, 
obtainable from that process. If the particular reaction can be performed 
in such a manner that, apart from work of expansion, all the work is elec- 
trical in nature, then the free energy change is equal in magnitude to the 
electrical work. Many processes can be carried out reversibly in a suitable 
galvanic cell, and the (maximum) e.m.f. of the cell may be used to derive 
the accompanying free energy change. 
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The subject will be considered more fully in Chapter XIX, but for the 
present it will be sufficient to accept the fact that cells can be devised in 
which particular chemical and physical changes take place. In order that 
the E.M.F. may be employed for free energy" calculations,, it is necessary that 
the cell should function reversibly; the tests of reversibility are as follows. 
When the cell is connected to an external source of e.m.p., which is adjusted 
so as exactly to balance the e.m.f. of the cell, i.e., so that no current flows, 
there should be no chemical change in the cell. If the external e.m.f. is 
decreased by an infinitesiiEally small amount, current will flow from the cell 
and a chemical change, proportional in extent to the quantity of electricity 
passing, should take place. On the other hand, if the external e.m.f. is 
increased by a small amount, the current should pass in the opposite direc- 
tion and the cell reaction should be exactly reversed. To determine the 
maximum, or reversible,' E.M.F. of^ such a' cell,., it is necessary that the cell 
should be operated reversibly, that is, the current drawn should be in- 
finitesimally small so that the system is always virtually in equilibrium. 
Fortunately, the potentiometer method, almost universally employed for 
the accurate determination of e.m.f/s, involves the exact balancing of the 
E.M.F. of the ceil by an external e.m.f. of known value, so that the flow of 
current is zero or infinitesimal. The external e.m.f. applied from the po- 
tentiometer thus gives an accurate measure of the reversible (maximum) 
E.M.F. of the cell. It may be mentioned that if large currents flow through 
the cell when its e.m.f, is measured, concentration gradients arise within the 
cell, because of the slowness of diffusion, etc., and the e.m.f. observed is less 
than the reversible value. 

If the e.m.f, of a voltaic cell is E int. volts, and the process taking place 
within it is accompanied by the passage of N faradays of electricity, i.e., 
NF coulombs, where F represents 96,500 int. coulombs, the work done by 
the cell is NFE int. volt-coulombs, or int. joules (cf. § 3b). If the cell is a 
reversible one, as described above, and E is its reversible, i.e., maximum, 
E.M.F., at a given temperature and pressure, usually atmospheric, it follows 
from the arguments presented earlier that 

- AF = NFE, (33.36) 

where AF is the increase in the free ener^ accompanying the process taking 
place in the cell. The value of AF refers, of course, to a definite temperature 
and pressure, and instead of writing AFr,p this is usually understood. The 
number N of faradays required for the cell reaction can be readily obtained 
by inspection of the chemical equation. In general, this number of faradays 
is equal to the number of equivalents of electricity, or number of unit 
charges, transferred in the cell reaction (cf. § 45b). 

At the present moment, the chief interest is the evaluation of the stand- 
ard free energy AF® of a process. It will be seen in Chapter XIX that this 
can be calculated from AF and the activities of the substances present in the 
cell, by utilizing a form of the reaction isotherm [equation (33,5)]. It can 
be stated, however, that if the substances involved in the cell reaction are 
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all present in theii' respective standard states, the resulting e.m.p. will be 
the standard value E^. The standard free energy change is then given by 
the appropriate form of equation (33.36), viz., 

- AF^ = NFE^ (33.37) 

The measurement of e.m.p.’s, of reversible cells thus provides a simple, and 
accurate, method for evaluating standard free energy changes. Various 
applications of this procedure will be given in later chapters. 

The third method commonly employed for obtaining standard free 
energies depends on the use of entropy values; this will be discussed in some 
detail in the following section, as it provides a highly important practical 
application of the results obtained in the earlier study of entropy. 

33m. Standard Free Energies and Entropy Changes.— It is apparent 
from the general equation 

AF<^ ^ TAS\ (33.38) 


that AF® for any reaction could be calculated if AH^ md AS^ were known. 
In many cases where direct determinations of free energy changes are not 
possible, it is a relatively simple matter to obtain the heat of reaction AH^ 
with reactants and products in their standard states. This is true, for 
instance, for many reactions involving organic compounds. If the corre- 
sponding entropy change were known, the problem of obtaining the 
standard free energy change would be solved. 

If the entropies in their standard states are known for all the substances 
concerned in a reaction, it is possible to evaluate the entropy change AS^ 
for the process at the same temperature. It was seen in Chapter IX that 
the entropies of solids, liquids and gases can be obtained from heat capacity 
measurements, utilizing the third law of thermodynamics. For gases, the 
entropies can frequently be derived from the respective partition functions, 
and these can be converted into the values for the solid and liquid states by 
means of the entropies accompanying the phase changes as obtained from 
the corresponding latent heats. Another procedure which has been found 
useful is to determine the entropy of an element or compound from a 
knowledge of the standard entropy change of the reaction and the entropies 
of all but one of the substances taking part in the reaction. The entropy 
change for the whole reaction can, of course, be evaluated if AiJ*^ and AF® 
are known, by means of equation (33.38). 

If the reaction can be made to take place in a reversible galvanic cell, 
a direct method for the determination of the standard entropy change is 
possible. For a substance in its standard state, equation (25.20) takes 
•the.. form:.' ■ ■■ , , 



the constant pressure condition being omitted as unneceg^^ury; hence, for 
a process involving reactants and products in their r^pBctive standard 
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states, 



d(AF») 

dT 


( 33 . 39 ) 


If the reaction can take place in a reversible cell, whose e.m.f. is JB®, it follows, 
by combining equations ( 33 . 37 ) and ( 33 . 39 ), that ’ 

ASo = NF^- ( 33 . 40 ) 


The standard entropy change of the reaction can thus be determined from 
the temperature coefficient of the of the cell. 


l^oblem: For the ceil Ag(5) | AgCi(s)KCi soln. Hg 2 Ci 2 (s) | Hg®? in which the 
reaction is Ag(s) + |Hg 2 Cl 2 (s) = AgCi(s) + Hg(Z), the temperature coefficient of 
the E.M.F. is 3.38 X 10"*^ volt deg.“-^ at 25^ C. The entropies at this temperature 
of Ag(s), AgCl(s) and Hg(0 are known from heat capacity measurements to be 
10.2, 23.0 and 18.5 e.u, mole‘~^ (or g. atom^O? respectively. Calculate A8^ for 
the reaction, and the standard molar entropy of Hg 2 Ci 2 (s) at 25° C. 

It may be noted that in this particular ceil ail the substances taking part in 
the reaction are in their respective standard states, thus simplifying the problem. 
In this case dE^/dT is equal to dE/dT, which is 3.38 X 10“'^ volt deg.~h Since 
silver is univalent, the ceil process would require the passage of faraday, i.e., 
Nis 1 equiv. Since the entropy is required in cal. deg.“^ mole""^, it is convenient 
to express F as 23,070 cal. volt-^ g. equiv.-^ (Table 1, Appendix), so that 

^ 1 X 23,070 X 3.38 X lO^^ 

= 7.80 cal. deg.~S i.e., e.u. 

For the given reaction, 

= [^^(AgCl) + ~ LS^iAg) + iS^iBg^Chn 

7.80 = (23.0 -f- 18.5) - [10.2 + 

SKBg 2 Cl 2 ) = 47.0 E.u. moie~h 


By definition, the entropy change in a reaction is equal to the heat 
change, when the process is carried out reversibly, divided by the absolute 
temperature. If the amount of heat liberated in a reversible cell when it 
operates could be measured, the entropy change for the reaction could be 
determined. Because of experimental difficulties this method does not 
appear to have been used. 

33ii. Application of Free Energy and Entropy Data.- — With the standard 
entropies for many elements and compounds known (see Tables XV and 
XIX), a highly valuable means is available for the determination of free 
energy changes, and hence of equilibrium constants, for numerous reactions. 
For many of the processes no direct experimental methods for obtaining 
these quantities have yet been developed. An important application of the 
data is to decide whether a particular reaction is possible, or not, at a certain 
temperature before attempting to carry it out experimentally. 
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Problem: Determine the standard free energy change of the reaction CHiC^) 
+ 202(^) = COj(ff) + 2H20(0 at 25° C, using the following standard entropies 
and heats of formation: 

CH4(!?) 0,(g) COaCff) 

SO 44.5 49.00 51.06 16.75 cal. deg.-^ mole"* 

AHo - 17.9 0 - 94.0 - 68.3 kcal. mole-». 

For the reaction as written above, 

AS" = [51.06 + (2 X 16.75)] - [44.5 + (2 X 49.00)] = - 57.9 e.u. 

AHo = [- 94.0 + ( - 2 X 68.3)] - [- 17.9 + (2 X 0)] = - 212.7 kcal. 

At 25° C 

TASo = - 298 X 57.9 = - 17,250 cal. = - 17.3 kcal. 

Hcutc© 

AFo = Aifo - - 212.7 +17.3 

= 195.4 kcal. at 25® C. 

Problem: A mixture of hydrogen and carbon monoxide in the molecular pro- 
portion of 2 to 1 is allowed to come to equilibrium, in the presence of a catalyst, 
at GOO® K and 250 atm. Disregarding side reactions, determine the extent of 
conversion into methanol according to the reaction 2H2 + CO == CHaOHC^), using 
heat capacity, heat content and entropy data, together with the generalized 
fugacity chart.^ ^ 

At 25® C, AH® of formation of CHsOHC^) is — 48.1 kcal., that of CO is — 26.4 
kcal., and that of hydrogen is zero by convention. Hence, for the methanol 
reaction, AH® is — 48.1 — 26.4 + 0) = — 21.7 kcal., or — 21,700 cal. 

The values of Cp in cal. deg.~^ mole~^ are as follows: 

, CpCCHsOH) = 4.394 + 24.274 X - 68.55 X lO^^T^ 

2 X CpiHi) = 13.894 - 0.399 X IQ-^T + 9.62 X lO-^r® 

Cp(CO) - 6.342 + 1,836 X + 2.80 X lO-^T^ 

so that 

ACp = - 15.842 + 22.837 X lO-'T - 80.97 X lO'^f^, 

Hence, 

Ao: = - 15.84, Afi = 22.84 X 10~®, Ay == - 80.97 X lO”^. 

Inserting these results, together with AH® at 298.2® K, into equation (33.29), 

- 21,700 = AH® - 15.84 X 298.2 + 11.42 X 10~® X (298.2)^ 

- 26.99 X 10“^ X (298.2)® 

- AH® - 4,723 + 1,015 - 72, 

AHS =- 17,920 cal. 

The standard entropies are 56.63 for CH30H(^), 2 X 31.21 - 62.42 for 2H2, 
and 47.30 E.u. for CO, so that for the reaction AS^ is — 53.09 cal. deg.“^ Hence, 
at 298.2® K, 

AF® - AH® - TAS^ ^ 

- - 21,700 + 298.2 X 53.09 - - 5,870 cal. 

» Cf. Ewell, Ind. Eng, Chem,, 32, 147 (1940). 
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Using this value of AF^, together with A// Aa, Afi and A7, it is possible to 
determine the integration constant / in equation (33.32); thus, with T equal 
to 298.2'^ K, 

5,870 - - 17,920 + 15.84 X 298.2 X In 298.2 -- 11.42 X lO-^ X (298.2)2 

+ 13.5 X 10~^ X (298.2)2 + 298.2/ 
= - 17,920 + 26,920 - 1,015 + 36 + 298.21, 

46.59. 


At 600® K, the value of AF® is given by 

AFo = - 17,920 + 15.84 X 600 X In 600 - 11.42 X lO-^ X (600)2 

+ 13.5 X 10-7 X (600)2 - 46.59 X 600 
= - 17,920 + 60,820 - 4,111 + 292 - 27,950 
= 11,130 cal. 

Since AF^ — — RT ln Kf^ with fugacities in atm. in this case, it follows that Kf 
at 600® K is equal to 8.9 X 10'"^ 

The data for the determination of the activity coefficient function Jy' at 
600® K at 250 atm. are as follows: 



Tc 

Pc 

d 

TT 

Y 

CH30H 

513.2’ K 

98.7 atm. 

1.17 

2.53 

0.58 

H2 

3.3.2° (+ 8°) 

12.8(+ 8) 

14.56 

12.02 

1.10 

CO 

134.4° 

34.6 

4.65 

7.23 

1.13 



0.58 

= 0.42. 





(1.10)^ X 1.13 




If this may be taken as equal to the true activity function, then as a good 
approximation Kf = Jy* X K^; hence, Kpis 8.9 X 10“V0.42 = 2.1 X 10+. 

If the system initially contains 2 moles of H2 and 1 mole of CO, and x is the 
extent of conversion at equilibrium, the numbers of moles at equilibrium are 
2 — 2a:(H2), 1 — x(CO) and a;(CH30H). Hence, the respective mole fractions 
are (2 — 2x)/{Z — 2x)j (1 — x)/(Z — 2x) and a;/ (3 — 2a;), and so for the reaction 
2H2 + CH30H(V), for which An is — 2, 



NcHaOH p_2 

NHs X Nco 


a;(3 - 2x)2 
(1 - a;)(2 - 2a;)2p2‘ 


Since F' is 2.1 X and P is 250 atm., K/ and F' being based on thefugacity 
of 1 atm. as standard state, solution of the equation by successive approximation 
gives X equal to 0.67. There is consequently 67 per cent conversion of hydrogen 
and carbon monoxide into methanol under the given conditions. 


Attention may be called to the omission of the entropies and heat con- 
tents of ions from the foregoing discussion, so that the data for the calcula- 
tion of the free energies of ionic reactions are not yet available. However, 
the subject will be taken up in Chapter XIX, when the omission will be 
rectified. 

33o. Confirmation of Third Law of Thermodynamics. — It was stated in 
§ 23d that confirmation of the third law is to be found in the agreement with 
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experiment obtained bj using thermal entropies in conjunction with other 
data. Numerous examples of sneh agreement are to be found in the literature 
of thermodynamics, but two simple cases will be considered here. In the 
problem in §33m, the entropy of mercurous chloride was derived from 
E.M.F. measurements and from the third law entropies of mercury^ silver 
and silver chloride. The fact that an almost identical result, viz., 47 cal. 
deg.*’^ moIe^S has been obtained by direct heat capacity measurements on 
solid mercurous chloride, assuming the entropy to be zero at the absolute 
zero, may be regarded as confirmation of this (third law) postulate. Very 
satisfactory agreement has been found in other instances of a similar type. 

Another procedure for testing the third law of thermodynamics is to 
combine heat content with entropy data for a given reaction, and so to 
determine the free energy change, the value of which is known from direct 
measurement. The standard free energy change for the formation of silver 
oxide, i.e., for the reaction 2Ag(s) + IGaC^) == Ag20(s), can be derived from 
the dissociation pressure (cf. Exercise 11); this is found to be — 2.59 kcal. 
at 25® C. The third law entropies of silver oxide, silver and oxygen are 
29.1, 10.2 and 49.0 cal. deg.“V mole"“^, respectively, at 25° C, and hence for 
the reaction in which 1 mole of silver oxide is formed, AS® is 29. 1 — (2 X 10.2 
+ i X 49.0), i.e., — 15.8 cal. or —0.0158 kcal deg.'^'h The standard heat 
of formation of the oxide is known to be — 7.30 kcal mole^*^, and hence 
the free energy of formation, given by AJT® — TAS^, should be — 7.30 
— (298,2 X — 0.0158) = — 2.59 kcal. moie”^, in complete agreement with 
the direct experimental value. Analogous results have been obtained in 
many cases involving both inorganic and organic compounds. 

33p. Free Energy Functions.— In connection with homogeneous gas re- 
actions in particular, an alternative method of presenting what amounts 
essentially to entropy data is to utilize certain free energy functions based 
on the use of partition functions. It was seen in § 25g [equation (25.42)], 
that 

F-Ec^-HTln^, (33.41) 

where F is the molar free energy and Q is the partition function of the given 
species; Eo is the molar energy content when all the molecules are in their 
lowest eneigy state, i.e., at 0° K; N is the Avogadro number. The partition 
functions invariably refer to the ideal gaseous state, and if the pressure of 
the gas is taken as 1 atm., the values apply to the usual standard state. It 
follows, therefore, that equation (33.41) may be written as 


po -ES=-RT la 


N: 


so that 


/?o _ jgo 




( 88 . 42 ) 
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By definition, H = E + PV, and for 1 mole of an ideal gas, this may 
be written as 7f = J? + ET, or H® = E® + RT if the substance is in its 
standard state, i.e., 1 atm. pressure. It follows, therefore, that at 0°K, 
when iZr is zero, 

rjO TTiO 

It is consequently possible to substitute J?o for in equation (33.42), giving 


x>,_ Qr 

— 


(33.43) 


The quantity — (F^ — Et)/T or — (F® — Hl)/T^ that is, the left-hand side 
of equation (33.42) or (33.43), is known as the free energy ftinction of the 
substance; its value for any gaseous substance, at a given temperature, can 
be readily derived from the partition function for that temperature, at 1 
atm. pressure. The data for a number of substances, for temperatures up to 
1500® K, have been determined in this manner and tabulated (Table XXV).® 


TABLE XXV. FREE ENERGY FUNCTIONS IN CAL. I)EG.“'^ MOLE”^ 

~ (FO El)/T 


Substance 

298.16° 

8 

0 

600° 

i 

0 

1000 ° 

1500° K 

Ih 

24.423 

26.422 

29.203 

31.186 

32.738 

35.590 

O 2 

42.061 

44.112 

46.968 

49.044 

50.697 

53.808 

N 2 

38.817 

40.861 

43.688 

45.711 

47.306 

50.284 

Graphite 

0.517 

0.824 

1.477 

2.138 

2.771 

4.181 

CO 

40.350 

42.393 

45.222 

47.254 

48.860 

51.884 

CO 2 

43.555 

45.828 

49.238 

51.895 

54.109 

58.461 

HaOfe) 

37.172 

39.508 

43.688 

45.711 

47.306 

50.622 

Oh 

46.951 

48.148 

51.298 

53.614 

55.453 

•58.876 

HCi 

37.734 

39.771 

42.588 

44.597 

46.171 

49.096 

NO 

42,985 

45.141 

48.100 

50.314 

51.878 

54.979 

H 2 S 

41.174 

43.63 

46.83 

49.27 

51.24 

65.06 

CH 4 

36.46 

38.86 

42.39 

45.21 

47.65 

52.84 

C2He 

45.25 

48.20 

53.06 

57.28 

61.12 

69.49 

C 2 H 4 

44.05 

46.7 

50.8 

54.4 

57.5 

64.2 

C 2 H 2 

40.01 

42.49 

46.38 

49.50 

52.14 

57.43 

NHs 

37.989 

40.380 

43.826 

46.450 

48.634 

53.033 

SO 2 

50.95 

53.49 

57.21 

60.05 

62.39 

66.91 

SOzig) 

51.94 

54.81 

59.31 

62.98 

66.12 



It will be observed that Table XXV contains values for the free energy function 
of graphite; this has not been obtained from equation (33.43), which is applicable 
to gases only. The method for the calculation of ~ (F® — HX)/T for solids is 
based on the use of heat capacities. For a pure solid, since 8q is zero, by the 
third law of thermodynamics, equation (23.1) becomes 

t/0 

®For main sources of data, see references in Wilson, Chem. Eev.^ 27, 17 (1940); also, 
Wagman. d oi., ref. 7, Kilpatrick, et al, ref. 7, Htzer, ref. 7. 



308 FREE ENERGY AND CHEMICAL REACTIONS 33q 

the symbol being employed since the pure solid, at 1 atm. pressure, represents 
the standard state. Further, since Cp is equal to (d///dr)p, it follows upon 
integration that 


Upon combining these two expressions with the relationship for 

the standard state, it follows immediately that 




-Hs- r 

•/o 


CpdT. 


(33.44) 



X 




CpdT. 


Hence, if Cp of the solid is known as a function of the temperature, — (F® //J) / T 

can be obtained by analytical or graphical integration. 


33q. Calculation of Standard Free Energies. — The free energy functions 
can be utilized to calculate equilibrium constants or the standard free energy 
changes of gas reactions in the following manner. The change in the free 
energy function accompanying a particular reaction is “■ A(F^ — J?o)/T, 
and this may be written as 


so that 


__ AF« Ajyg 
\ T } T T 

Apo = TA ^ + AHl 


(33.45) 


The first term on the right-hand side can be derived directly from the table 
of free energy functions, and hence for the determination of the standard free 
energy change AF® it is necessary to know AHq for the given reaction. 
Several methods are available for arriving at the proper values of Affg, but 
these all require a knowledge of heat content changes, that is, of heats of 
reaction. From this fact it will be evident that the feegoing method of 
obtaining AFg is really equivalent to the use of the entropy change. 

As seen earlier (§ 12k), AHq for a reaction may be evaluated from thermal 
measurements, including heat capacities at several temperatures. How- 
ever, instead of using experimental heat capacity data to derive AHg from 
AH^ values, the results may be obtained indirectly from partition functions 
(cf. § 16c). The energy content of an ideal gas is independent of the pres- 
sure, at a given temperature; hence, F? — Fo in equation (16.8) may be re- 
placed by — Fg, so that 




(33.46) 


and since = F° + RT for 1 mole, and Fg and Hl aie identical, it follows 
that 


iyo - flg = +RT. 


(33.47) 
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Values of IP — H%, known as the relative heat content, for a number of 
gases at various temperatures, calculated from partition functions by means 
of equation (33.47), have been recorded (Table XXVI).'® For pure solids, 

TABLE" XXVI, RELATIVE HEAT CONTENTS TN KCAL. PER MOLE * 

H^-Hl 


Substance 

208.16'* 

400® 

600^^ 

800® 

1000 ° 

1500° K 

m 

2.024 

2.731 

4.129 

5.537 

6.966 

10.604 

Oz 

2.070 

2.792 

4,279 

5.854 

7.497 

11.776 

■'N 2 

2.072 

2.782 

4.198 

5.669 

7.203 

11.254 

Graphite 

0.252 

0.503 

1.198 

2.082 

3,075 

5.814 

GO," ■: 

2.073 

2.784 

4.210 

5.700 

7.257 

11,359 

CO 2 

2.238 

3.195 

5.322 

7.689 

10,222 

17.004 

HaOfe) 

2.365 

3.190 

4.873 

6.666 

8.580 

13,876 

Gh 

2.11 


— ■ 

— 

— 

— 

HCI 

2.00 


— , 

— . 

— 

— 

:no , . ■ 

2.206 

2.923 

4.385 

5.834 

7.584 

11,701 

H 2 S 

2.386 

3.22 

4.99 

6.92 

9.01 

14.79 

CH 4 

2,397 

3.323 

5.549 

8.321 

11.560 

21.130 

C 2 H 6 

2.865 

4.27 

8.03 

12.78 

18.37 

34.56 

G 2 H 4 

2.59 

— 


— 

, . 

— 

C 2 H 2 

2.41 

■ 

— 

— 

— , 

— , 

KHs 

2.407 

3.2992 

5.2656 

7.5720 

10.123 

17.460 

SO 2 

2.53 

3.53 

5,75 

8.17 

10.70 

17,29 

BOM 

2.77 

4.10 

7,22 

10.78 

14.63 

— : 


* The entropy at any temperature may be derived from the free energy function and the 
relative heat content by utilizing the relationship — — [(F® — HD/T'} + C(H^ BX)/T']- 


— Hq at any temperature may be derived from heat capacity measure- 
ments by means of equation (33.44). 

If AH^ for the reaction is known at any temperature (Chapter V), it is 
then a simple matter to obtain AHq by means of the relationship 

AHl = AH^ - A(Ho - jffg), (33.48) 

the last term being evaluated from Table XXVI. 

A third method for obtaining AH^ has been employed in certain instances 
by utilizing heats of dissociation derived from spectroscopic measurements. 
These results refer to the substances in their lowest energy state, and hence 
correspond to AHq; the corrections required to convert the results to AjEfo, i*e., 
to the standard states, are usually small, and can be calculated if necessary. 

Problem: For the reaction H 2 (g') + iO^ig) = H20(^), the value of AH^ at 
25® C is — 57.80 kcaL Utilize Tables XXV and XXVI to determine the standard 
free energy change of the reaction. 

From Tables XXV and XXVI the following data are obtained at 25® C, 
298.2® K: 

mg) i02(g) H20(^) 

- - Hl)/T 24.423 21.031 37.172 - AC(F® - “ 8.282 caLdeg.^' 

IP ~ IP, 2.024 1.035 2.365 AilP - IP,) = - 0.694 kcal. 

See ref. 9, 
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Since AH^ is - 57.80 kcaL, AHl is - 57.80 - 0.69) = •» 57.11 kcal. By 

equation (33.45), 298.2 X 8.282 X 10*®) + (- 57.11) - - 54.64 kcaL 

' 33r. Eqisilibritim Constant and Partition Functions. — There is another ap- 
proach to the problem of evaluating free energy changes of gas reactions from 
partition functions which, although formulated somewhat differently, is funda- 
mentally the same as that described above. Since, by equation (33.43), 

BTln^ + Hi 

it follows that for any homogeneous gas reaction, 

AF« ^-ETlnJaw + AHi 


using a notation similar to that in § 32c (see footnote, p. 276). Since AF® is 
equal to — FT In 2^/, in this case, it is seen that 

AFP 

(33.49) 

For the general reaction 

aA + 5B + ’ • ' = ZL + mM + * * • , 
equation (33.49) becomes 


and hence, 


inF |, (W)iX(QViV)^iX->- AHl 

r.f m (Qo/Ar)« X mN)l, X • • * FT ’ 

.. mN)lX(QVN)t,X-^ 


(33.50) 


The method of calculating K/ based on equation (33.50) thus also requires a 
knowledge of AFJ, which can be obtained by iiifejmethods described in § 33q. If 
this and the partition functions of the reactants and products of the process are 
known, the equilibrium constants can be readily calculated. 

For many purposes it is not necessary to know the actual partition functions, 
for they may be derived with sufficient accuracy by means of the equations given 
in Chapter VI. The calculations may be illustrated by reference to the simple 
case of the dissociation of a gaseous molecule into two atoms, viz., 


for which 


:2A, 






(33.51) 


where the subscripts 1 and 2 refer to the atoms and molecules, respectively. 

The partition function of the atomic species consists of the electronic and 
translational contributions only, but for the diatomic molecule A 2 the partition 
function involves the electronic, translational and rotational factors, and also the 
contribution of one vibrational mode. The translational partition function is 
given by equation (16.16) as 



(2irm^T)3/2 

¥ 


(33.52) 
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wliere V is the molar volume. For the^ present purpose the partition fnnetion is 
required for each substance in its standard state. In order to obtain the 
standard state is that of the ideal gas at 1 atm. pressure. It is, therefore, eon-- 
venient to write Qt in a slightly different form,: by replacing F by MT/P^ where F 
is the pressure of the gas; hence, equation' ;(33,52) becomes 


^ &tcmkTyf^ BT 
M * P ’ 


(33.53) 


As seen in § 16b, the partition functions are based on the postulate of ideal be- 
havior of gases; hence if P in equation (33,53) is set equal to 1 atm. the result will 
be the translational contribution to the partition function of the gas in the standard 
state, i.e., 




(33.54) 


with R in cc.-atm. deg.”^ inole""^ This result is applicable to both atoms and 
molecules, using the appropriate value of the mass m of each unit particle, i.e., 
the atom A or the molecule A 2 , respectively. 

The rotational and vibrational factors in the partition function of the diatomic 
molecule A 2 are given by equations (16.24) and (16.30), respectively. These are 
independent of the pressure (or volume) and require no adjustment or correction 
to the standard state. 

Utilizing the foregoing facts, and representing the masses of the atoms and 
molecules by mi and m 2 , respectively, equation (33.51) becomes 


Kf 


(2wmihTpf^ ET']^ 

" J 






where Qei and Qe^ are the respective electronic factors; I is the moment of inertia 
of the molecule A 2 , cr is its symmetry number, i.e., 2, and o) is the vibration fre- 
quency in cm.“"h In addition to AFJ, which is derived in the manner already 
described, the masses mi and m 2 , obtained from the atomic and molecular weights, 
respectively, and the universal constants w, R, N and c, the other information 
required for the evaluation of the equilibrium constant Kf can be obtained from 
spectroscopic data. In some cases, e.g., dissociation of hydrogen, oxygen, nitrogen 
and the halogens, the value of AHl can also be derived from spectroscopic studies, 
and so the equilibrium constant can be calculated without any chemical or thermal 
measurements," 


Problem: Calculate the equilibrium constant for the dissociation of molecu- 
lar iodine into atoms at 1000° C. The electronic state of the molecules may be 
taken as a singlet, and all the atoms may be regarded as being in the state for 
which the resultant quantum number j is f. The value of AHJ is known from 
spectroscopic measurements to be 36,480 cal. The moment of inertia of molecular 
iodine is 743 X 10"“^® g. cm.^ and the vibration frequency is 214 omrK 

For atomic iodine, Qei is 2j + 1, i.e., 4.00; mi is 127/N, where N is the Avo- 
gadro number. For molecular iodine, Qea is 1, m 2 is 254/ N, and the symmetry 
number is 2. Inserting these values in the equation given above, together with 
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/i, c and h in c.g.s. units and 7? in the bracket b in cc.-atin. deg."^ inole"^, it is fourul 
that at 1000° C, i,e., 1273° K, 

Kf (for 1, - 21) - 0.184. 

The example given above provides a simple illustration of the use of moments 
of inertia and vibration frequencies to calculate equilibrium constants. The 
method can, of course, be extended to reactions involving more complex sub- 
stances, For polyatomic, nonlinear molecules the rotational contributions to the 
partition functions v/ould be given by equation (16.34), and there would be an 
appropriate term of the form of (16.30) for each vibrational mode.^^ 

33s. Equilibrium Constants of Metathetic Reactions. — When a reaction in- 
volves a metathesis, or double decomposition, a very simple, if somewhat approxi- 
mate, expression can be derived for the equilibrium constant, particulaily if 
diatomic molecules only take part in the process, as in the case, for example, of 
the gas reaction 

AB + CD == AC + BD. 

■ 1 2 ■ 3 :: 4 ' , 


For such a reaction, in which there is no change in the number of molecules, the 
equilibrium constant is independent of the standard state (§ 32c), so that it is 
possible to write equation (33.50) as 



{QyN),xmNh 


9.L2i^ p-ahI/rt 
Q1XQ2 


(33.55) 


where, for simplicity, the symbols Qr, Qz and Q 4 are used to represent the 
partition functions, in their standard states, of the diatomic molecules AB, CD, 
AC and BD, respectively. For the diatomic molecules the electronic factors may 
be taken as unity; if they are not individually unity, the cancellation of the terms 
in equation (33.55) will lead to a value not very different from unity. The ex- 
pression for the translational partition function [equation (33.54) j may be simpli- 
fied in form; thus, 

Qo = RT = aM^i\ 


where M is the molecular weight of the gas, and a is the same for all gases at 
definite temperature, independent of the nature of the substance. In a similar 
manner, the equation for the rotational partition function for a diatomic molecule 
may be written as 

^ St^RT , I 


where h is also a constant, at a given temperature; I is the moment of inertia of 
the molecule. The four vibrational factors, i.e., (1 — Q-hca>fkT'^-i^ 0 ^ 2 -^ 
different from unity, and, in any event, because of cancellation of terms, the com- 
plete contribution is virtually unity, and so they may be omitted. Making the 
appropriate substitutions, equation (33.55) becomes 


/ M zM 4 Y^hh 
\MiMJ hh 


g-A/fJ/jzr 

<73Cr4 


^^For extensive reviews, see Zeise, Z. Bleh.^ 39, 758, 895 (1933); 40, 662, 885 (1934); 
48,425,476,693 (1942). 
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or 


InK 


AHl , 


MzMa 

MiMl 


4* In 


Idi . .* 

In 

Ill% 0zffA 


(33.1)6) 


The value of the equilibrium constant, may thushe derived from A/fJ for the reac- 
tion, and 'the molecular weights, moments of inertia, and the symmetry numbers 
of the substances taking part. Equations of the type of (33.66) have been em- 
ployed particularly in the study of isotopic exchange reactions, where the error 
due to the cancellation of the vibrational partition functions is very small, espe- 
Glaliy if the temperatures are not too high.^^ 

ProMem: Determine the, equilibrium constant of the homogeneous gaseous 
isotopic exchange reaction between hydrogen and deuterium iodide, viz.. 


Ha + 2DI - 2HI + Da 


at 25® C. From spectroscopic measurements, A/fJ is found to be 83 caL, and 
the moments of inertia are as follows: H2(0.459 X 10"'*®), DI(8.55 X 10"^®), 
HI(4.31 X 10"«), D2(0.920 X 10"4o g. 

The symmetry numbers for Hg and Da are each 2, and for HI and DI they are 
both 1; consequently the symmetry numbers cancel, so that the corresponding 
factor is unity, and its logarithm in equation (33.56) is zero. The molecular 
weights are 2 for Ha, 129 for DI, 128 for HI and 4 for Da, so that by equation 
(33.56), after converting the logarithms, at 298® K, 


log K = - 


K 


AEl 

2 . 30312 ^ 
83.0 

4.576 X 298 
= 0.0876, 

= 1 . 22 . 


+ flog 




X 


^Ha X Im 

JL 3 ,._ (128)^ X4 , (4.31)^ X 0.920 

**" ^ ^ ® 2 X (129)2 + 0.469 X (8.55)2 


EXERCISES * 

1. At 250® C and 170 atm. pressure the value of A' for the methanol equi- 
librium, i.e., CO + 2 H 2 = CH 30 H(^), was found to be 2.1 X 10"2. Apply the 
corrections for deviation from ideal behavior, and hence calculate Kf at 250® C. 

2. The following equilibrium constants K/, with fugacities in atm., were 
obtained at 700® C, the Fe, FeO and C being present as solids: 


Fe + KzOig) - FeO + Ha K/ = 2.35 
Fe + CO 2 = FeO + 00 1.52 

C + H20(^7) - CO + Ha 1.55, 


Utilizing the free energy concept, and disregarding departure from ideal behavior, 
answer the following questions: (i) Will a mixture consisting of equimolecular pro- 
portions of water vapor and hydrogen at 1 atm. total pressure be capable of re- 


Urey and Eittenberg, J, Chem, Phy$,, 1, 137 (1933); Rittenberg, Bieakney and 
Urey, ihid.y 2, 48 (1934); Urey and Greiff, J. Am. Ckem. Soc,) 57, 321 (1935); Libby, J. Chem, 
Phys.y 11, 101 (1943). 

*For heat content, heat capacity, entropy and free energy data, see tables in text or 
at end of book. 
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ducing FeO at 700® C? ■ What is likely to be the effect of mcreasing tlie total 
pressure? (ii) Will a gas mixture consisting of 12 mole % carbon monoxide, 9 
mole % carbon dioxide and 79 mole'%,of an inert gas (e«g., nitrogen) at a total 
pressure of 1 atm., tend to deposit carbon at 700® C? , Above or below what pres- 
sure is this likely to occur? [Cf. Austin and Day, Ind> Eng, Cfem.,,33, 23 (1941).3^^^ 

3. The values of Kp for the ammonia equilibiium at 300® C and various pres- 
sures were found (Larson and Dodge, ref. 1) to be as follows: 

P 50 100 300 600 atm. 

K; 3.88 X 4.02 X 10“* 3.98 X 10""^ 6.51 X jO*"® 

Calculate the fugacity correction (i) by using the generalized fugacity diagram, 
(ii) by means of the van der Waals constants (cf. § 29c) ; hence, determine the true 
equilibrium constant at 500° C. (Cf. Pease, ref. 2.) 

4. Show that in the reaction IN 2 + IH 2 = NHg, assuming idea! behavior of 
the gases, the maximum (equilibrium) conversion of nitrogen and hydrogen into 
ammonia, at any definite temperature and pressure, is obtained when the reacting 
gases are in the proportion of 1 to 3. (Suppose the equilibr^'um system consists of 
Nj and H 2 molecules in the ratio of 1 to r; let x be the mole fraction of NHg formed 
at equilibrium. Hence, set up an expression for Kp in terms of mole fractions and 
total pressure, and find the condition which makes dx/dr equal to zero, i.e., for 
maximum conversion to NHg.) 

5. The following values were obtained for the equilibrium constant of the 
homogeneous gas reaction H 2 + COg « CO + H 2 O: 

f 600® 700® 800® 900® C 

K 0.39 0.64 0.95 1.30 

Use a graphical method, based on heat capacities, etc., to derive AHq for this 
reaction, and hence develop expressions for AF® and AH® as functions of the 
temperature. What are the standard free energy and entropy changes for the 
reaction at 25® C? 

6. Check the results derived for 25° C in the preceding exercise by using 
tabulated free energy and entropy data. Also check the value for A(H® — HJ), 
i.e., AH® — AHJ, obtained. 

7. For the reaction G(s) 4* H20(fif) == CO + H 2 , the equilibrium constant 
Kf is 2.78 X 10~^ at 800® K. Calculate the free energy change in cal. accom- 
panying the reaction of steam at 100 atm. with carbon to form carbon monoxide 
and hydrogen each at 50 atm, (i) assuming ideal behavior of the gases, (ii) allowing 
for departure from ideal behavior. What is the standard free energy change of 
the reaction at 800® K? 

8. Use AF® values at 25® 0, together with heat capacity data, to derive an 
expression for the variation with temperature of the equilibrium constant of the 
reaction SO 2 + IO 2 «= S 03 (g). What would be the value of Kf at 450° C? 

9. A mixture of sulfur dioxide and oxygen, in the molecular proportion of 2 

to 1, is allowed to come to equilibrium at 450® C at (i) 1 atm. (ii) 200 atm., total 
pressure; estimate the composition of the final mixture in each case, allowing for 
deviations from ideal behavior. (Use the value oi Kf obtained in the preceding 
exercise.) ■ ■ ■ ■ 

10. Utilizing heat content, heat capacity and entropy data, together with the 
generalized fugacity diagram, make a thermodynamic study of the reaction 
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C2H4(^) + "EtOig) » CaHsOHCf)* Determine ■ the extent of conversion of an 
equimolar, mixture of ethylene and water vapor into ethanol at 450® C and 200 
atm. [cf. Aston, Ind. Eng, Chem.j 34, 514 (1942)]. 

11. The dissociation pressures of silver oxide at several temperatures were 
found by Benton and Drake [/. Am, Chem, '^oc., 54, 2186 (1932)] to be as follows: 

f ' , 173® 178® 183.1® 188.2® C 

- f, . , 422 ■ 509 : 605,. 717 mm. 

In this temperature range €p for Ag is given by 5.60 + 1.5 X I0~®!r, for Ag20 by 
13,87 + 8.9 X 10-^T, and for O 2 by 6.50 + 1.0 X 10-^T. , Determine AH\ 
and A8® for the reaction AgaO', = 2Ag + JO 2 at 25° C. , . 

12. The E.M.F. of the cell H 2 (^) i KOH a^|HgO(s), Hg(Q, in which the reaction 
for the passage of two faradays is H^ig) + HgO(s) “ H2O(0 + Hg(l), is 0.9264 
volt at 25° C. Use this result together with the known free energy of formation of 
mercuric oxide to calculate the standard free energy of formation of liquid water 
at 25® C. (The fugacity of the hydrogen gas may be taken as 1 atm.) 

13. The temperature coefficient of the standard e.m.f, of the cell PbiPbCU 
sat. soin,|AgCl(s), Agis — 1.86 X 10“^ volt deg.~^; the cell reaction for the passage 
of two faradays is Pb + 2AgCl(5) = PbCl 2 (s) + 2Ag. Determine the standard 
entropy change for the reaction at 25® C. Calculate AS® by using the third law 
entropies in Table XV, and state whether the results tend to confirm the third 
law of thermodynamics. 

14. Using heat content data, determine AH® at 25® C for the reaction con- 

sidered in the preceding exercise; hence calculate AF® for the reaction at 25® C. 
What is the of the cell at this temperature? (The experimental value is 

0.4900 volt.) * 

15. The reaction Ag(s) + iHg 2 Cl 2 (s) = AgCl(s) + Hg(Q takes place in a 
reversible cell whose e.m.f. is 0.0455 volt at 25° C and 1 atm. pressure. Calculate 
the free energy change of the reaction. By using equation (25.21), estimate 
(i) the free energy change of the cell reaction, (ii) the e.m.f. of the cell, at 1000 
atm. and 25® C. (The following densities, which may be taken as the mean values 
over the pressure range, may be used: Ag, 10.50; AgCl, 5.56; Hg, 13.55; HgCl 2 
7.15 g, cc.^h) 

16. Utilize the free energy function and relative heat content tables to deter- 
mine the standard free energy change of the reaction CH 4 + CO 2 — 2CO + 2 H 2 
at 1000® K. (Use heat content data from Table V to obtain AH® at 25® C.) 

17. Suppose nothing were known of the IH 2 + fH 2 = NH 3 reaction except 
the heat of reaction at 25® G. Using the moments of inertia and vibration fre- 
quencies of the molecules given in Chapter VI, calculate the free energy functions 
and relative heat contents, by equations (33.43) and (33.47), and utilize them to 
determine the equilibrium constant of the reaction at 500® C (cf. Exercise 3). 
[See Stephenson and McMahon, /. Am, Chen. Soc.^ 61, 437 (1939).] 

18. By making use of the expression for the variation of Cp for graphite with 
temperature, calculate its free energy function and heat content, relative to the 
value at 0° K, at 1000® K. 

19. Calculate the equilibrium degree of dissociation of molecular hydrogen 
into atoms at 3000® K and 1 atm. pressure. The j value for atomic hydrogen in 
the ground state is | and no higher electronic states need be considered; molecular 
hydrogen exists in a singlet state. The value of AHJ for the reaction H 2 « 2H is 
known from spectroscopic measurements to be 102.8 kcal. 
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of the isotopic' exchange: reaction 
Ha + Ds '** 2HD at 26® C» given that AHJ is 167 'cai» (The experimental value 
is 3.28.) 

21. Estimate the extent of dissociation of water' vapor into hydrogen 'atoms 
and hydroxyl radicals, by calculating the equilibrium constant of the reaction 
Hsd = H + OH, at 2000® K, using the method of partition functions. The 
electronic statistical weights in the normal state are 1 for H 2 O, 2 for H and 4 for 
OH; higher energy states may be neglected. (Utilize the vibration frequencies 
and moments of inertia in Chapter VI, and take AHl as equal to the bond energy 
of the 0 — ^H bond which is broken in the reaction.) 

22. In the reaction Fe(s) + KiOig) — FeO(s) + H 2 (g), the density of the 
iron is greater than that of the oxide. How does the constant /H 2 //H 2 O vary 
with pressure? 

23. Determine the standard free energy change for the process CH30H(^) 
— CH*OH (0 at 25® C on the assumption that the vapor behaves as a Berthelot 
gas. The vapor pressure of liquid CH3OH is 122 mm. at 25® C. (Cf. problem in 
§ 33k, where the vapor is treated as an ideal gas.) 



CHAPTER XIV 


THE PROPERTIES OF SOLUTIONS 


34. Ideal. Solutions 

34a. Properties of Ideal Solutions. — ^An ideal liquid solution is defined 
as om which obeys an idealized form of RaouWs law over the whole range of 
composition at all temperatures and pressures. According to the original 
form of this law, the partial vapor pressure pi of any constituent of a liquid 
solution is equal to the product of its mole fraction Ni and its vapor pressure 
pf in the pure state, i.e., 

Pi == 

For thermodynamic purposes, however, it is preferable to use the idealized 
form 

/.• = N,/?, (34.1) 

where fi is the fugacity of the constituent i, either in the vapor or in the 
solution in equilibrium with it, since they are identical (§ 31a), and/? is the 
fugacity of the pure liquid at the same temperature and pressure. f It will 
be seen below, at least for a solution of two components, that if equation 
(34.1) applies to one constituent over the whole range of composition it 
must also apply to the other. It follows, therefore, that in an ideal solution 
the fugacity of each component is proportional to the mole fraction in the given 
solution at all concentrations; the proportionality constant is equal to the 
fugacity of that component in the pure state at the temperature and pressure 
of the system.^ 

The use of the foregoing definition of an ideal solution implies certain 
properties of such a solution. The variation of the fugacity/? of a pure 
liquid i with temperature, at constant pressure and composition, is given 
by equation (29.22), viz., 


/aln/?\ 

V dT )p RT^ 


(34.2) 


where H? is the molar heat content of the pure liquid at pressure P, and 
Hf is that of the ideal vapor, i.e., at low pressure, so that — H? is the 


t It is the common practice to represent the fugacity of a pure liquid by the symbol/®; 
tins is misleading, since the fugacity in the standard state is thus implied. To avoid the 
possibility of confusion the symbol /° is used here for the pure liquid, and/® is retained for 
the standard state, i.e., pure liquid at 1 aim. presmre. At this preasure /° and /® become 
identical, but in general the quantity /° is dependent on the pressure, whei'eas /® is not. 

1 For a review of the properties of ideal solutions, see J. H. Hildebrand, ^‘Solubility of 
Non-electrolytes,” 2nd ed., 1936, Chapter II. 
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34b 


ideal heat of vaporization (§ 29g). For the same substance when present 
in solution, equation (30.21) is applicable (ci § 31a); thus/ 


\ dT yp.N 


i??* 


Hi 


RT^ 


(34.3) 


where Hi is here the partial molar heat content oi i in the liquid solution. 
Upon subtracting equation (34.2) from (34.3), the result is 


r ain (/,//?) ! ^ gP - Hi 

I dT Jp,N /BP 


This expression will hold for any solution, but in the special case of an ideal 
solution, /i//P is equal to Ni, the mole fraction of that constituent, by equa- 
tion (34.1). Since the mole fraction, for a mixture of definite composition, 
is independent of the temperature, it follows that for an ideal solution 
H? *- Hi must be zero, i.e., H? and Hi are identical. Consequentl 5 r, the 
partial molar heat content of any constituent of an ideal solution (H{) is 
equal to the molar heat content of that substance in the pure liquid state 
(g?). As a result, equation (26,6), which for heat contents takes the form 

H ^ nj}t+n,ff,+ - r, 

becomes 


g = niHf+nM + •••. 


The total heat content H of the mixture is thus equal to the sum of individual 
heat contents of the pure liquid constituents; hence, there is no heat change 
upon mixing the components of an ideal solution. In this respect, therefore, 
an ideal liquid solution resembles an ideal gas mixture (§ 30d). 

By differentiating In fi and In /P with respect to pressure, at constant 
temperature and composition, utilizing equations (29.7) and (30.17), and 
adopting a procedure similar to that given above, it can be readily shown that 


" din (MP) T 
dP Jr, N 


Vi-V? 

RT 


(34.5) 


As before, fi/f? is constant for an ideal solution, so that the partial molar 
volume Vi of each constituent must always be equal to the molar volume 
V? of the substance in the pure liquid state, at the same temperature and 
pressure. It follows then that there is no change of volume when the liquid 
components of an ideal solution are mixed, so that in this respect, also, an 
ideal liquid solution resembles an ideal gas mixture (§ 30c) . 

34b. The Duhem-Margules Equation. — For a system consisting of a 
liquid solution of two components in equilibrium with their vapors, at 
constant temperature and pressure, the condition for. an infinitesimal change 
of composition is given by the Gibbs-Duhem equation (26.15) in the form 
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where ni and ih are the numbers of moles of the constituents 1 and 2, respec- 
tively, present in the solution, and and in are their partial molar free 
energies or chemical potentials. If equation (34.6) is divided by ni +■ nj, 
the result is 


Hi.“h fi2 


d/Ji + 


■tu 


dfii 


■Th + J '2 
Nidjui + 


0 , 

0 , 


(34.7) 


where Ni and N 2 are the mole fractions of the respective components. 

The chemical potential of any con-stituent of a solution depends on the 
temperature, (total) pressure and composition of the solution; if the tem- 
perature and pressure are maintained constant, however, the chemical po- 
tential is determined by the composition only. It is then possible, therefore, 
to write, for an infinitesimal change of composition, 


d/li 


\ dNiJr,. 


disSi, 


and upon substitution in equation (34.7) it follows that 


Ni (1^' ) dNi + N» 

\ 5Ni / r, P \ ^2 /T. 1 

( \ dNi + ( ^ 

\ 0 In Ni / y, /» \<5 lnN 2 /y, j 


d^2 — 0, 


di^2 


0 . 


(34.8) 

(34.9) 

1, 


Since the sum of the two mole fractions is equal to unity, i.e., Ni + N 2 
it is seen that 

dNi + rfN 2 = 0 or Jni = — dN 2 , 
so that equation (34.9) can be written 

-0. (3«0) 

\ d In Ni / T, p \ 5 In N 2 / T, p 

giving a useful form of the Gibbs-Duhem equation. 

According to equation (31.1), the chemical potential of any constituent 
of a liquid mixture is represented by 

jUt = jLE* + RTlnfij 

where fi represents the fugacity of the given constituent in the liquid or in 
the vapor phase with which it is in equilibrium; /i* is a constant for the 
substance at constant temperature. Upon differentiation at constant tem- 
perature, it is seen that 

dfMi RTdlnfi (34.11) 

[cf. equation (30.6)], and insertion of this result into (34.10) gives 

pln /2 

\ d In N 2 


/ ain/i \ 

\ In Ni / y, p 




(34,12) 
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Ttis 'k the' precise form of what is known as' the Ptihem"Margiiles equation, 
derived independently, and in various ways, by J* W, Gibbs {1876), P. 
Duhem (1886), M. Margules (1895), and R. A. Lehfeldt (1895). It is fre- 
quently encountered and employed in a less exact form which is based on 
the approximation that the vapor behaves as an ideal gas. In this event, 
the fugacity of each component in the vapor may be replaced by its respec- 
tive partial (vapor) pressure, so that equation (34.12) becomes 


/ din pi \ ^ / aln p 2 \ 
\d In "N I ) T, p \dlnN2/r, 


(34.13) 


where pi and p 2 are the partial vapor pressures of the two constituents in 
equilibrium with the liquid containing the mole fractions Ni and N 2 , respec- 
tively, of these constituents. 

It is important to note that equation (34.12) is applicable to any liquid 
solution of two constituents, irrespective of whether the solution (or vapor) is 
ideal or not. In the derivation of this equation no assumption or postulate 
was made concerning the properties of the solution; the results are based 
only on thermodynamic considerations, and hence they are of completely 
general applicability. The form given in equation (34.13) is also independ- 
ent of the ideality or otherwise of the solution, but it involves the supposition 
that the vapor in equilibrium with it behaves ideally. 

34c. Application of Raoult’s Law to Both Constituents of an Ideal Solu- 
tion. — By means of the Duhem-Margules equation, it can be shown that if 
the Raoult equation (34.1) is applicable to one constituent of an ideal 
binary solution, over the whole range of composition, it must also apply to 
the other constituent. Suppose the law holds for the constituent 1, so that 


Si - Ni/?. 


Upon taking logarithms and differentiating with respect to Ni, at constant 
temperature and pressure, it is found that 

dln/i = dlnNi 




(34.14) 


since /? is constant for a given temperature and external pressure. If this 
result, which is applicable at all concentrations, is compared with equation 
(34.12), it is seen that 



(34.15) 


also at all concentrations. Upon integration, bearing in mind that f% be- 
comes equal to /? when N 2 is unity, it follows that 


h = N2/?. 
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It is clear^, tlierefore, that one of the mmiituenis 

of a liquid mixture^ at all compositiomyit mud he equally applicable to the other 
constituent 

Attention may be called here to the restriction in connection with Eaouit's law 
that the total (external) pressure, under which the system is in equilibrium, should 
remain constant as the composition is changed, at a given temperature. This has 
been implied in the foregoing treatment. At moderate pressures, how^ever, the 
fugacity (or vapor , pressure) is virtually independent of the external pressure 
(§ 27m); hence, in many of the practical applications of Eaoult's law given below, 
the restriction of constant total pressure is not emphasized, although for strict 
accuracy it should be understood.^ 



34d. ¥apor Pressure Curves,— Although precise thermodynamic treat- 
ment always requires the use of the fugacity in the equations given above, 
it is the vapor pressure which is the corresponding property of practical 
interest. Provided the pressure is 
not too high, the vapor will not de- 
part greatly from ideal behavior, and 
it is permissible to use Raoult’s law 
in its original form 


as given at the commencement of 
this chapter. If equation (34.16) is 
applicable over the whole range of 
concentrations for one constituent, 
it must hold for the other, so that 


Pi = Nip? and p2 = N2P?, 


Na* 


Fraction 


Ni- 


for all mixtures of the two consti- 
tuents 1 and 2. The plot of the 
partial pressure of each constituent 
against its mole fraction in the liquid 
phase, at constant temperature, 
should be a straight line passing 
through the origin, as shown by the thin lines in Fig. 20. The total vapor 
pressure P is the sum of the two partial pressures, i.e., P = -f ps; hence, 

■ since N 2 is, equal to T . 


Fig. 20. Vapor pressure curves 
for ideal solution 


P = NiP? + N2pi’ 

= Nip? + (1 - NOpi" = pi" + Ni(p? - pi=), (34.17) 


so tliat the total vapor pressure also varies in a linear manner with the mole 
fraction of either component in the liquid phase. 


* Cf. Krichevsky and Elasamowsky, J. Am. Chem. Soc., 57, 2168 (1935); Buiy, Trans. 
Farad. Soc., 36, 795 (1940). 
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Vapor In Equilibrium. — The composition 
of the vapor phase in equilibrium -with' any liquid sol is readily derived 
from the fact that the number of moles (or the mole fraction) of each con- 
stituent in the vapor must be proportional to its partial pressure, assuming 
the vapor to behave as an^ ideal gas., If .nJ and' N 2 represent the mole frac- 
tions of the ' two components in the' vapor, then;''' - 


El 

pt 

provided Raoult^s law is applicable. 


N 2 


Nip? . 
N2p? ' 


(34.18) 


Problem: Mixtures of benzene and toluene behave almost ideally; at 30"^ C, 
the vapor pressure of pure benzene is 118.2 mm, and that of pure toluene is 36.7 
mm. Determine the partial pressures and weight composition of the vapor in equi- 
librium with a liquid mixture consisting of equal weights of the two constituents. 

Let w be the weight of each constituent in the mixture; if the molecular weights 
are Mi and ilf 2 , respectively, the mole fractions Ni and Ng are 

w/Mi M2 _ Ml 


Ni =« 


and 


(w/Mi) +(w/Mi) Mi + Mi’ Mi + M^' 

The molecular weight of benzene (Mi) is 78.0, and of toluene (M 2 ) it is 92.0, so that 


Ni = 


92,0 


78.0 + 92.0 


== 0.541, and N 2 = 0.459. 


The partial vapor pressures, assuming Raoult^sia^v and ideal behavior of the vapors, 
are then pi == 0.541 X 118.2 = 64.0 mm., and p '2 — 0.459 X 36.7 = 16.8 mm. 

The ratio of the numbers of moles (or mole fractions) of the two constituents 
in the vapor is thus 64.0/16.8; the proportions by weight are then obtained by 
multiplying by the respective molecular weights, viz., 


wt. of benzene in vapor 64,0 X 78 

' ~ S=S' - 

wt. of toluene in vapor 16.8 X 92 


=: 3.23, 


Consequently, although the liquid contains equal weights of benzene and toluene, 
the vapor, at 30® C, should contain 3.23 parts by weight of the former to 1 part 
of the latter, (For alternative method of obtaining the weight composition, see 
Exercise 23.) 

By replacing N 2 by 1 — n 1, and N 2 by 1 — Ni in equation (34.18), and 
then combining it with equation (34.17) so as to eliminate Ni, it follows that 


P?V? 


V? 


- Nr(p? - p§) 


(34.19) 


From this result it is possible to calculate the total vapor pressure P for 
any value nJ, the mole fraction of the constituent 1 in the vapor. It is 
evident from equation (34.19) that the total vapor pressure is not a linear 
fundion of the mole fradion composition of the vapor, although it is such a 
function of the composition of the liquid phase, in the case of an ideal solu- 
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tion. By utilizing either equation (34.17) or (34.19) it is possible to plot 
the variation of the total pressure with the mole fraction of either constituent 
of the vapor. The result is shown in Fig. 21, in which the upper (linear) 
and lower (nonlinear) curves represent the total vapor pressure as a function 
of the mole fraction composition of the liquid (ni) and of the vapor (nJ), 

respectively. At any value of the total 

pressure P, the point A consequently gives 
g the composition of the liquid which is in 

1 equilibrium with a vapor of composition 

p represented by the point B. 

g It can be seen from equation (34.18) 

^ \ [ that for an ideal liquid system, the vapor 

2 j. I will always be relatively richer than the 

g I j liquid in the more volatile constituent, i.e., 

! j the one with the higher vapor pressure. 

For example, if, as in Fig. 21, the component 
* ‘ ‘ 1 is the more volatile, p? will be greater than 

P 2 , and hence n'i/n 2 will exceed N 1 /N 2 , and 
the vapor will contain relatively more of the 
component 1 than does the liquid with 
which it is in equilibrium. This fact is fundamental to the separation of 
liquids by fractional distillation. The limitations arising in connection 
with nonideal systems will be considered in §§ 35b, 35c. 

34f. Influence of Temperature. — When the temperature of a liquid solu- 
tion is changed the composition of the vapor in equilibrium with it will be 
affected accordingly. The relation between the mole fraction of a given 
constituent in the liquid and vapor phases can be readily determined by 
malfing use of the fact the fugacity must be the same in each phase if the 
system is to remain in equilibrium. Let // and ft represent the fugacities 
of the constituent i in the vapor and liquid phases, respectively, and suppose 
the temperature is increased by dT, at constant pressure, the system remain- 
ing in equilibrium. The change in // , i.e., d/t or d In fl , must then be equal 
to the change in /<, i.e., dfi or d In/,-. Since the composition of each phase 
changes at the same time, it follows that 

/aln//\ ^ , 


Mole Fraction 

Fig. 21. Composition of liquid 
and vapor for ideal solution 


dNi. (34.20) 


The variation of In ft, for the vapor phase, with temperature is ^ven by 
equation (30.21), and that of In/,-, for the liquid phase, by an equation of 
the same form (cf. § 31a), so that equation (34.20) becomes 

f .Jxr' _ r.34.211 
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1: 



where 'Hi is: the molar heat content of the :constitiient i in , the vapor 

phase and Hi is that in the liquid phase. 

The result just obtained is applicable to any liquid-vapor equilibrium, 
irrespective of the behavior of the gas phase or the solution; if, how 
these: are '■as.sumed to be ideal, equation ■ (34.21) can be ^greatly simplified. 
For an ideal gas mixture, the fugacity/i, or partial pressure, of any con- 
stituent is proportional to its mole fraction nJ, at constant temperature and 
total pressure (§ 5b) ; it can be readily seen, therefore, that 

f din fi \ 

V /r,.F 

Similarly, it follows from equation (34.1) that for the liquid solution 

( = Jl. 

\ dNi /r,p Nj 


These results can be inserted into equation (34^21), and at the same time 
the partial molar heat content terms Hi and Hi may be replaced by the 
corresponding molar heat contents Hi and Hj, respectively, for the pure 
substances, since ideal behavior has been postulated for both phases (cf. 
§§ 30d, 34a) ; it is then seen that 


~ 3 In (N'i/N,-) 1 ^ m - Hi ^ AH. 
dT _ p RT^ Rr ' 


(34.22) 


the numerator on the right-hand side being equal to AJf., the molar heat 
of vaporization of the constituent i at the temperature T and pressure F. 
If the ratio of the mole fraction in the vapor phase to that in the liquid, 
i.e., Ni/N,-, is represented by ki, it follows that for any constituent of an 
ideal system 


/ d In ki\ __ AH. 
V dT U ^ 


(34,23) 


It was seen in § 34e that if component 1 is the more volatile, the ratio nJ/nJ 
will exceed Ni/Nj. For purposes of fractional distillation it is desirable to make 
this difierence as large as possible; in other words, the quantity nJ:n 2 /niN 2 , which 
is equivalent to ki/k^^ should be large. By equation (34.23) 


/ a In (ibi/ib2) Y AHi - AHo 
\ dT jp^ RT^ 


(34.24) 


and hence it is of interest to find the conditions which will tend to increase the 
value of ki/kz^ According to Trouton’s law (§27j), AHv/Tb is approximately 
constant for all substances; hence, the lower the boiling point that is to say, 
the more volatile the liquid, the smaller the value of AH., the heat of vaporization. 
Since constituent 1 is the more volatile, AHi is less than A Ha, and the right-hand 
side of equation (34.24) will usually he negative. The value of hi/k^ will thus 
increase with decreasing temperature, and hence better fractionation can be 
achieved by distilling at a low temperature. For practical purposes, this means 
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that distiliation should be carried out under reduced pressure, for in this way the 
liquid can be made to boil at a lower temperature than normaL 


34g«» Tti© Solubility of Gases . — A solution of a gaseous substance in a 
liquid may be treated from tie thermodynamic standpoint as a liquid mix- 
ture, and if it behaves ideally Eaoult^s law will be applicable. If the gas 
is' designated as constituent 2, then /2 — '^ 2 / 2 , where f 2 is the fugacity in the 
solution, and / 2 ° is the fugacity of the pure substance in the liquid state at 
the same temperature and external pressure. If the gas is assumed to be 
ideal, the fugacities may be replaced by the respective pressures, so that 


V2 = N 2 P?, 


(34.25) 


which may be interpreted as giving the saturation solubility, i.e., N 2 mole 
fraction, of an ideal gas at a partial pressure P 2 and a specified temperature; 
p? is then the vapor pressure of the liquefied gas at the same temperature 
and total pressure. It is thus possible to calculate the solubility of an ideal 
gas in an ideal solution at any temperature below the critical point, pro- 
vided the vapor pressure of the liquid form at the same temperature is 
known. In this connection, the very small effect of the total external 
pressure on the vapor pressure (cf. § 27m) is neglected.^ 


Problem: The vapor pressure of liquid ethane at 25"^ C is 42 atm. Calculate 
the ideal solubility of ethane in a liquid solvent at the same temperature at a 
pressure of 1 atm,, assuming the gas to behave ideally. 

Utilizing equation (34.25), p^ is 42 atm., and p 2 is specified as 1 atm.; hence, 

^2 = -o ~ 0.024 mole fraction. 

The ideal solubility of ethane at 25® C and 1 atm. pressure in any solvent should 
be 0.024 mole fraction. 


The solubilities of ethane in hexane and heptane are not very different 
from the ideal value calculated from equation (34.25). In solvents which 
are not chemically similar to the solute, however, appreciable departure 
from ideal behavior would probably occur, and the solubilities would differ 
from the ideal value calculated above. 

In order to extend the method of calculating ideal solubilities of gases 
to temperatures above the critical point, when the liquid cannot exist and 
direct determination of the vapor pressure p? is not possible, it is necessary 
to estimate a hypothetical vapor pressure by suitable extrapolation. This 
is best done with the aid of the integrated form of the Clausius-Clapeyron 
equation. If the vapor pressures at any two temperatures are known, the 
hypothetical value at a temperature above the critical point may be evalu- 
ated on the assumption that the heat of vaporization remains constant. 

Problem: The vapor pressure of liquid methane is 25,7 atm. at 100® C and 
11.84 atm. at — 120® C. Estimate the ideal solubility of methane in any solvent 
at 25® C and 1 atm. pressure. 

3 Hildebrand, op. dU, ref. 1, p. 30. 
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' . . At, — .lOO® G, i.e., 173® K,,p is:25*7, atm., and at - 120® C, i.e,.,. 153® E, , 
,atm.; heiice,l)y:the iiitegrai'ed.€to (27.14), 


log 


Ml, im - 153 Y 
4.576 \ 153 X 173 / V 


25.7, 

11.84 
AH, ~ 2,037 cal 


Utilizing this value of the heat of vaporization, which is assumed to remain con- 
stant, the hypothetical vapor pressure p at 25® C, i.e., 298® E, is derived from the 
analogous expression 

f ^ 2,037 / 298 >- 173 Y 


log 


25.7 4,576 \ 173 X 298 / ^ 

p = 308 atm. 


This gives 'p^ to be used in equation (34.25) ; hence, if the gas pressure is 1 atm., 
the ideal solubility of methane at 25® C and 1 atm., is Na = 1/308, i.e., 0.00325, 
mole fraction, in any solvent. (The observed solubility in hexane is 0.0031 and 
in xylene it is 0.0026.) 

According to equation (34.25), the ideal solubility of an ideal gas under 
a pressure of 1 atm. should be equal to l/p? j where p? is the vapor pressure 
of the liquefied gas at the experinaental temperature and pressure. It fol- 
lows, therefore, that the smaller tMs vapor pressure the greater will be the 
solubility of the gas at a given temperature. Gases which are difficult to 
liquefy, that is to say, those having low boiling points, will have high vapor 
pressures; such gases will consequent^ have low solubilities. It is thus to 
be concluded that if solutions of gases in liquids behaved ideally, the easily 
liquefiable gases would be the more soluble in a given solvent at a particular 
temperature. Even though most solutions of gases are not ideal, this 
general conclusion is in agreement with experimental observation. 

34h. Influence of Temperature on Gas Solubility. — The influence of 
temperature on the solubility of a gas is given by equation (34.22) in the foiun 


* d In (n 2 /N 2 ) 1 _ AH, 
dT 


(34.26) 


provided both gas and liquid solutions are ideal In the special case in 
which the partial pressure of the gas, and hence its mole fraction N 2 , remains 
constant,’^ equation (34.26) becomes 


/ 6 In Ns \ _ 

I dT ^ 


AH, 


(34.27) 


where AH, is the molar heat of vaporization of the liquefied gas at the given 
temperature T and total pressure P. 

It should be noted that — AH, may also be identified with the heat of 
solution of the gas. The latter can be determined, in principle, by liquefying 

This condition would be approximated at total constant pressure if the vapor pressure 
of the solvent were negligible in comparison with the pressure of the gas. 
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the gas, at the experimeEtal temperature and pressure, and adding the re- 
sulting liquid to^the liquid solvent so as to make the^ saturated solution. 
If the solution: is ideal, there is no change of heat content in the second stage 
of this process ,(§"34'a) ; hence the heat of solution is equal to the heat change 
in the first' stage, and this is equal in magnitude, but opposite in sign, to 
the heat of vaporization of the liquid constituent 2 under the specified condi- 
tions. A further consequence of the foregoing argument is that the heat 
of solution of a given (ideal) gas forming an ideal solution is independent of 
the nature of the solvent. 

Since it is unlikely that the latent heat of vaporization of the liquefied 
gas can be determined at normal temperatures and pressures, it is more 
convenient for practical purposes to regard — AHv as the heat of solution 
per mole of gas. If this may be taken as independent of temperature, equa- 
tion (34.27) can be integrated so as to yield an expression for the variation 
of the solubility of the gas with temperature. On the other hand, if the 
solubilities at two or more temperatures are known, the heat of solution can 
be calculated. It may be noted that since the heat of vaporization AHv is 
always positive, the ideal solubility of a gas, at a given pressure, should 
decrease with increasing temperature. The relatively few cases in which 
this rule fails, e.g., certain aqueous solutions of hydrogen halides, are to be 
attributed to marked deviations from ideal behavior (cf. § 35a). 


34i. Solid-Liquid Equilibria. — When one of the components of a binary 
solution separates as a solid phase, the system may be considered from two 
points of view. If the solid phase is that of the solute, i.e., the constituent 
present in smaller proportion, the composition of the solution may be 
regarded as giving the saturation solubility of that constituent at the tem- 
perature and pressure of the system. On the other hand, if the solvent, 
i.e., the constituent present in excess, separates as a solid, the temperature 
is said to be the freezing point of the solution at the particular composition 
and pressure. If the two components of the system are such that it is not 
desirable to distinguish between solvent and solute, the latter point of view 
is usually adopted. However, as far as thermodynamics is concerned the 
two types of system are fundamentally the same, since each involves an 
equilibrium between a binary liquid solution and a solid phase of one of the 
constituents. The subject will, therefore, be first treated in a general 
manner and the results will later be applied to special cases. 

In the preceding paragraph, it has been tacitly assumed that a pure solid 
separates from the liquid solution in each case. Although this is frequently 
true, there are many instances in which the solid phase is a solid solution 
containing both constituents of the system. The most general case will be 
examined first, and the simplifications which are possible when the solid 
consists of a single substance will be introduced later. When the tempera- 
ture of a system consisting of a binary liquid solution in equilibrium with a 
solid solution is changed, the compositions of both phases will be altered if 
the system is to remain in equilibrium. However, in spite of the change in 
composition and temperature, the fugacity of a given constituent must 


'328 


THE PEOPEKTIES OP SOLUTIONS 


34j 


always have the same value in both phases. By following a procedure 
similar to that used in connection with the analogous problem in § 34f, it 
is found that [cf. equation (34.21)] 


RT^ 


where Hi is the partial molar heat content of the constituent i in the liquid 
phase and St is that in the solid phase.* As before, this result can be 
simplified by postulating ideal behavior for both liquid and solid solutions; 
that is to say, it is supposed that at constant temperature and pressure, the 
fugacity of any constituent in each phase is proportional to its mole fraction 
in that phase. In these circumstances, 

(iM) .J, and -1, 

\ Jt,P Nf \ J T,P Ni 

and, at the same time, Hi and Hi become equal to the molar heat contents of 
pure liquid and solid respectively; hence, equation (34.28) reduces to 

r aln(NW 1 
L dT Jp 


Hi 


BT^ 


AHf 


(34.29) 


where AHf is the molar heat of fusion of i at the given temperature and 
pressure. 

In the special case in which the solid which separates from the liquid 
solution is a pure substance, is unity at ail temperatures and pressures; 
equation (34.29) then becomes 


/Bln nA 
\ dT )p 


AHf 

RP 


(34.30) 


This equation gives the variation of the mole fraction solubility with tem- 
perature or of the freezing point with composition, at constant presvsure, 
according as i is the solute or solvent, respectively. The former aspect of 
this equation will be considered below, and the latter will be deferred to a 
later section. 

34j. Influence of Temperature on Solubility. — If component 2 is taken 
to be the solute, in accordance with the usual convention, equation (34.30), 
in the form 

' 3 In Ns ^ AHf 
RP ' 


f 3 In Ns \ 


(34.31) 


gives the variation with temperature of the concentration of a saturated 
solution, i.e., the variation of solubility with temperature; AHf is the molar 
heat of fusion of the pure solid solute at the given temperature and pressure. 

^ la the present chapter, a prime is used to designate the phase (vapor or solid) which 
is in equilibrium with the liquid solution. 
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It will be recalled that this result is based on two assumptions: first, that 
the solution behaves ideally, and second, that the solute which separates 
from the solution is always pure solute and not a solid solution. 

If the heat of fusion is independent of temperature, equation (34.31) 
can be integrated at constant pressure, e.g., 1 atm., to yield 

lnN2 =— + C, (34.32) 

where C is an integration constant. This expression gives the solubility N 2 , 
in mole fractions, as a function of the temperature. If the solution behaves 
ideally over the whole composition range, it is possible to derive the value 
of C in equation (34.32). Thus, when the mole fraction N 2 of the solute in 
the liquid phase is unity, the pure solid is in equilibrium with liquid of the 
same composition; the temperature is then the melting point Tm. Since 
In N 2 is now zero, it follows from equation (34.32) that C is equal to AHf/BTm. 
Upon inserting this result, it is seen that 



or 

where AH/ is the molar heat of fusion in calories. 

According to equation (34.32) or (34.33) the plot of the logarithm of the 
solubility of a solid, expressed in mole fractions, i.e., log N 2 , against the 
reciprocal of the absolute temperature, i.e., 1/T, should be a straight line 
terminating at the melting point; the slope of this line should be equal to 
— AjEr//4.576. Experimental observations have shown that in many cases 
the plot of log N 2 against 1/r is, in fact, linear over a considerable tempera- 
ture range. It is only in a few cases, however, that the slope has the theo- 
retical value; this is not surprising, for the saturated solutions would have 
to be ideal for equation (34.33) to hold exactly. When the solid and solute 
are similar in nature the solutions behave ideally, and solubilities in fair 
agreement with experiment can be calculated from equation (34.33), utilizing 
only the melting point and heat of fusion of the solid solute.^ 

Problem: The melting point of naphthalene is 80.2® C, and its molar heat of 
fusion at this temperature is 4,540 cal. mole"'h Determine its ideal solubility 
at 20® C. 

Assuming AH/ to remain constant at 4,540 cal. moie“^, equation (34.33) may 
be employed with T equal to 20 + 273 = 293® K, and Tm as 80 + 273 “ 353® K; 

^Schroeder, Z. phys. Chem., 11, 449 (1893); see also, Washburn and Read, Froc. Nat 
Acad, Bd,, 1, 191 (1915); Johnston, Andrews, et at, J, Phys, Chem,, 29, 882 et seq. (1925); 
Ward, ibid., 39, 2402 (1935); Morris and Cook, /, Am, Chem, Soc,, 57, 2402 (1935); Hilde- 
brand, op, cU,f ref. 1, Chapter X; Germann and Germann, Ind, Eng. Chem,, 36, 93 (1944). 
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log N 


_ 4,540 / 293 - 353 \ 

' 4.576 \293 X 353/ 

-= 0 . 266 . 


= - 0,5755, ' 


The ideal solubility of naphthalene in any liquid solvent at 20® C should thus be 
0.266 mole fraction; the experimental values in solvents which are chemically 
similar to the solute, and which might be expected to form approximately ideal 
solutions, viz., benzene and toluene, are 0.241 and 0.224 mole fraction, respectively. 
In hydroxylic solvents, which form nonideal solutions, the values are quite differ- 
ent, for example, 0.018 in methanol and 0.0456 in acetic acid. 


Two general deductions concerning the solubility of solids may be made 
from equation (34.33). First, if the heats of fusion of two substances are 
not very different, the one with the larger value of i.e., with the higher 
melting point, should have the smaller mole fraction solubility in any solvent. 
Second, if two solids have similar melting points, the one with the lower heat 
of fusion should be more soluble than the other; this is because the melting 
point ITm must be greater than the experimental temperature IT, and hence 
the quantity in the parentheses is always negative. 

For an ideal solution the heat of solution is equal to the heat of fusion 
of the solid at the given temperature and pressure, and consequently for a 
given solute the former should be independent of the nature of the solvent. 
That this should be the case can be readily shown by means of a procedure 
exactly analogous to that employed in § 34h in connection with the heat of 
solution of gases. 


35. Nonideal Solutions 

35a. Deviations from Ideal Behavior. — Theoretical considerations show 
that if a mixture of two liquids is to behave ideally, the two types of mole- 
cules must be similar. The environment of any molecule in the solution, 
and hence the force acting upon it, is then not appreciably different from 
that existing in the pure liquid. It is to be anticipated, therefore, that under 
these conditions the partial vapor pressure (or fugacity) of each constituent, 
which is a measure of its tendency to escape from the solution, will be directly 
proportional to the number of molecules of the constituent in the liquid 
phase. This is equivalent to stating that a mixture of two liquids consisting 
of similar molecules wmuld be expected to obey Raoult's law. Such is 
actually the case, for the relatively few liquid systems which are known to 
behave ideally, or to approximate to ideal behavior, consist of similar mole- 
cules, e.g., ethylene bromide and propylene bromide, n-hexane and n- 
heptane, 7^-butyl chloride and bromide, ethyl bromide and iodide, and 
benzene and toluene. 

If the constituents of a mixture differ appreciably in nature, deviations 
from ideal behavior are to be expected and are, in fact, observed. These 
deviations are most frequently ‘^positive^’ in nature, so that the actual par- 
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tial vapor pressure ' (or fugacity) of each coastitueut is greater than it should 
be if Raoiilt^s law were obeyed. It can be readily seen from the Duhem- 
Margiiles equation thati/ one mnstitueni of a mixture exhibits pomtive deideh 
tions from ideal behavior y the other constituent must do likewise. Thus, if fi 
is greater than, instead' of being equal to, Nijf? [cf. equation (34.1)], indi- 
cating positive deviations for constituent 1, it follows from the argument in 
§.34c that 

pin/, \ ^/ajnJ^X ^ ^ 

ydlnNi/y, p \3lnK2/!r,p ^ 

SO that /s must be greater than N 2 /?, implying positive deviations from ideal 
behavior for constituent 2. Incidentally, it will be evident that if the 
deviation from Raoult’s law is ^^negative” for one component, that is to say, 
if its partial pressure {or fugacity) is less than that required by Raoult^s law, 
the same must be true for the other component. Negative deviations from 
ideal behavior are only observed in systems in which the different molecules 
have a very strong attraction for one another. 

For a nonideal solution exhibiting positive deviations fi/f? for each 
component is greater than its mole fraction n,-. It is an experimental fact 
that as the temperature is increased most liquid solutions tend toward ideal 
behavior. This means that for a system of given composition for which the 
deviations from Raoult^s law , are positive, the ratio fi/f? usually decreases 
with increasing temperature. According to equation (34.4), therefore, 
which holds for solution of all types, the numerator H? — Ri must be nega- 
tive; thus Hi is greater than The total heat content of the solution, con- 

sisting of ni moles of constituent 1 and n% moles of 2, is equal to niHi + n 2 H 2 i 
w^hile the sum of the heat contents of the separate substances is nxH? •+ 

Since Hi is greater than H? and H 2 is greater than H?, it is evident that 
the heat content of the solution must be larger than that of the constituents 
before mixing. In other words, in this particular case, heat must be ab- 
sorbed when the pure liquids are mixed. The general conclusion to be 
drawn, therefore, is that upon mixing two liquids which yield a system ex- 
hibiting positive deviations from RaouW s law there is an absorption of heat. 

For a system which manifests negative deviations from ideal behavior 
the ratio /i/V? increases as the temperature is raised; consequently H? — Hi 
for each constituent is positive. By using arguments analogous to those 
presented above it is a simple matte:^^ show that the formation of a solution 
exhibiting negative deviations from RaouW s law is accompanied by an evolution 
of heat^ 

35b. Vapor Pressure Curves for Nonideal Systems. — The general nature” 
of the vapor pressure curves showing positive and negative deviations are 
depicted in Fig. 22, A and B, respectively; these results refer to a constant 
temperature. At any given composition, the slopes of the two partial vapor 
pressure curves are related by the Duhem-Margules equation. Thus, if the 

*For a review of the behavior of nomdeal solutions, see Hildebrand, op. ref. 1, 
Chapter III. 
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vapors are supposed to behave ideally, which is possible eveu if the solution 
is not ideal, the Diihem-Margules equation - (3413) m 
the form 


■pi d^i p2 rfNo/ 


(351) 


constant temperature and pressure being understood. The quantities 'Mi/pi 
and dpi/d^i for each constituent, corresponding to any composition of the 
solution, can be readily derived if the partial vapor pressure curves of the 




Mole Fraction Mole Fraction , 

A . ' 'B'"''' 

Fig. 22. Nonideal solutions: (A) positive aeviations, (B) negative deviations 


two constituents have been determined. For any given solution the value 
of the product of ^i/pi and dpifd^i should then be the same for both con- 
stituents. This is frequently used as a test of the reliability of experimental 
partial vapor pressure data for nonideal mixtures. Where it appears neces- 
sary, however, allowance should be made for the deviation of the vapor 
from ideal behavior.^ 

In both Figs. 22, A and B the uppermost curve gives the total vapor 
pressure as a function of the composition of the liquid. The corresponding 
curve as a function of the vapor composition will lie below it in each case, 
so that the vapor contains more of We constituent the addition of which 
causes an increase in the total vapor pressure. If an expression for the 
partial vapor pressure in terms of the mole-fraction composition of the liquid 
is available (cf. § 35d), an analogous exi>ression for the vapor composition 
can be derived by utilizing the relationship based on the postulated ideal 
behavior of the vapor, i.e., that nJ/n^ is equal to pi/p 2 (§ 34e), where nJ 
and N 2 refer to the respective mole fractions in the vapor phase. 

«25awidski, Z. phys, Ckem.., 35, 129 (1900); Beatty and Calingaert, Ind. Eng. Chem.^ 
26, 504, 905 (1934 ) ; Carlson and Colburn, ibid., 34, 581 (1942) ; Scatchard and Raymond, 
J. Am. Chem. Soc., 60, 1278 (1938), 
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If the vapor pressures^ of the-two-purexoastituents are close together, 
thea any appreciable' positive deviation from. Raoult’s law' will lead to a 
maximum iH: the total vapor pressure curve ; similarly, a: negative- deviation 
will, in the same circumstances, be associated with a minimum in the curve. 
In any event,' even if. the vapor. pressures. of the pure constituents are ap- 
preciably different, '.marked positive or negative deviations' can lead to a 
maximum or a,. minimum, respectively,- in' the total vapor, pressure curve. 
Such maxima and minima are the cause of the formation of the familiar 
constant boiling mixtures or azeotropic mixtures. A liquid mixture having 
the composition represented by a maximum or a , minimum will distil without 
change of composition, for the proportions of: the- two constituents are then 
the same in the liquid and vapor phases. - . That this must be the case will 
be shown in the next , section. - 

3Sc« Liquid and - Vapor Compositions.— Some , genera! rules : concerning 
the relative compositions of ;liqu-id ' and, vapor in equilibrium, which are 
applicable to systems of all types, may be derived from the Duhem-Margules 
equation, using the form of (35.1). - Since the increase in the mole fraction 
of one component of a binary mixture must be equal to the decrease for the 
other . component, dNi' is- equal to —'dN 2 , as seen in' § 34b:; hence equation 

(35.1) may be- written as 


Pi dNi p2 dNi 


(35.2) 


The total vapor pressure P is equal, to pi +''P 2 f and, differentiation with 
respect to, Hi gives 


dNi 


dpt . #2 
d Ni ■ dH i ^ 


(35.3) 


.and thus,, by ,e,quation (35:2), 

dNi dNx \ 


N2P1 \ 

N 1 P 2 / - 


(35.4) 


Suppose it is required to find .the, condition that makes dP/dHi positive,, 
that is to say, the total vapor pressure is to increase as the mole fraction of 
constituent 1 in the system is increased; it is necessary to determine under 
what circumstances the right-hand side of equation (35.4) is positive. The 
factor dp 2 /dNi, equal to — dp 2 /dN 2 , must always be negative, since the partial 
pressure of any component never decreases as its mole fraction in the liquid 
phase is increased. , Consequently,' 4he condition for ■dP/dNi to' be' positiye, ■ 
'is:-th-at , - 


Napi,, 


> 1 


or 


Hi > 


N 1 P 2 . P2 N2 • 

If the vapors behave as ideal gases, pi/p 2 is equal to Ni/ni, by equation 
(34.18), and hence it is necessary that 


Hi. 


( 36 . 5 ) 
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In other words^ if dP/dNi is' to be positive, the vapor must be relatively 
richer in the constituent 1 than, is the liquid with which it is in equilibrinni. 
The mpor thus contains relatively more of the substance the addition of which to 
the liquid mixture results in an increase of the total vapor pressure,:. The 
general applicability of this conclusion has, been already seen in; '§ 34e for 
ideal solutions, and in § 35b for those exhibiting marked nonideality (Figs. 
21 and 22 ). ■ 

For a maximum or;ininimum in the total vapor pressure curve, dP/d^i 
must be zero; hence, by equation (35.4), either dp%/dni must be zero, or 
N 2 P 1 must equal Nips. The former condition is unlikely, since it would mean 
that the partial vapor pressure would remain constant in spite of a change 
of composition, and so for a maximum or minimum in the total vapor pres^ 
sure curve N 2 P 1 == N 1 P 2 or K 1 /H 2 = P 1 /P 2 . If the gases behave ideally, 
P 1 /P 2 is equal to nJ/nJ, and the vapor will have the same composition as the 
liquid in equilibrium with it, as stated above. 

35d. General Equations for Liquid Mixtures. — ^By combining equation (31.2) 
for the activity of any component of a liquid solution in terms of its chemical po- 
tential, viz,, Pi = Mi + i^rinui, and equation (31,5) winch defines the activity 
as the relative fugacity, i.e,, o* = /i/jfJ, the result is 

Pi = pS + B!rin(/i//J), 

and hence 

Utilizing the fact that x is equal to % this equation may be written as 

fi = (35 

which is an expression of general appHcability to each constituent of any mixture, 
ideal or nonideal. 

An equation, somewhat similar to (35.6), was suggested by M. Margules (1895) 
to express the variation of vapor pressure with composition of liquid mixtures in 
general; replacing the vapor pressure by the fugacity, this can be written as 

/i (35.7) 

and 

/2 - (35^3) 

where/? and /? are, as usual, the fugacities of the pure liquids. It should be 
understood that these equations have no real theoretical basis; they were proposed 
because they appeared to represent the experimental data in a satisfactory manner. 
The constants j 8 i, yi and 72 , etc., which are not independent, can be derived 
from the slopes of the fugacity — actually partial vapor pressure — curves at — 0 
or Nt* *== 1. For an ideal solution, these constants would all be zero, so that equa- 
tions (35.7) and (35.8) would then become identical with (34.1). For nonideal 
solutions, however, the sign and magnitude of jSi, 71 , etc., depend on the nature, 
i.e,, positive or negative, and extent of departure from ideal behavior. 

In order to describe the procedure for evaluating the constants without making 
the treatment too complicated, it will be supposed, as is frequently the case, that 
all terms beyond the first in the exponents of equation ( 35 . 7 ) and ( 35 . 8 ) can be 


NONIBEAL : SOIiXJTIONS 


335 


negiectecL ^ : ;U logarithms of these expressions and differentiating with 

respect to in Ni and ln N 2 i respectively, at ' constant temperature and external 
pressure, it is. seen that' ' ; 

( |-p - -- ) = 1 - iSiNiNj + ••■ 

\ d In Ni / T.p 

■■and'''' ■ ■ ■ 


= 1 — jdsNiHa “f* 


Accorciing to equation (34.12) these results must be identical, and hence, to the 
approximation that Ti, 72 , are negligible, fii is equal to j 82 . The equations 
for the variation of fugacity with the mole fraction thus become 


/i = N./PeWN| and /2 = Ns/PeW^?, (35.9) 

where is the same in both cases. Under most ordinary conditions, when the 
vapor pressures are not too high, the fugacities may be replaced by the respective 
partial vapor pressures. The equations (35.7), (35.8) and (35.91 then give the 
variation of the vapor pressure with composition; they are frequently Used in 
this form.^ 

By inserting the value of pi or for a solution of known composition, it is 
possible to determine 0 from equation (35.9), since p? or p^ may be regarded as 
available. In most cases, an alternative method is used. Eeplacing the fugacities 
in the equations (35.9) by the respective partial pressures, and differentiating each 
with respect to Ni, addition of the results gives dP/dNi^ in accordance with equa- 
tion (35.3) ; thus, 

uN'i ■ “ . 


Two special cases maj^ now be considered, viz., Ni — 0 aqd Ni = 1; the results are 


dP 

dNi 

= - pP, 

when 

Ni = 

= 0 

and 

= 1 , 

dP 

dNi 

= pP - pPeW, 

when 

Ni = 

= 1 

and 

il 

p 


It is thus possible to derive j3 directly from the slope, at either end, of the plot 
of the total vapor pressure against the mole fraction. 

Another form of the general empirical equations for the variation of the fu- 
gacity with composition, which is said to be more convenient for certain purposes, 
was proposed by J. J. van Laar (1910) ; thus, 

/i = isri/Pe“ii«1AfiNi+Ns)^ and /a = N2/Pe“=Nf/<Ni+^sN2)=. (35.10) 

The relationships between the constants <xi, j3i and 0 : 2 , Pzf which are different from 
those in the Marguies equations (35.7) and (35.8), can be derived by means of 
the Duhem-Marguies equation in a manner similar to that described above. It 
is then found that 

aifiz = ck 2 and atfii “ on, 

^ Cf. Zawidski, ref. 6 ; Porter, Tram. Farad. Soc.y l6, 336 (1920); see also, Lewis and 
Murphree, J. Am, Chem. Soc.^ 46, 1 (1924); Levy, Ind. Eng. Chem., 33, 928 (1941). 
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SO that there are only two independent constaEts, the values of which can be 
obtained from vapor pressure curves.® 

The Margules and van Laar equations,, with vapor pressures in place , of 
fugacities, are useful for the analytical expression of experimental data, particu- 
larly for extrapolation and interpolation purposes. It is of interest to note that 
when the vapor pressure (fugacity) -composition curve of one component of a 
binary mixture is known, the relationships among the constants a, P, etc., auto- 
matically determine the nature of the curve for the other component. This is, 
of course, a consequence of the Duhem-Marguies equation. Both the Margules 
and van Laar formulae are capable of representing positive and negative devia- 
tions from ideal behavior. In the former case, i.e., positive deviations, the ex- 
ponential factor is greater than unity, so that the exponent is positive; in the latter 
case, i.e., negative de^dations, this factor is less than unity, the exponent being 
negative. 

35e. Partially Miscible Liquids, — The systems considered so far have 
consisted of completely miscible liquids forming a single layer. In the event 
of large positive deviations from ideal behavior, however, a separation into 
two layers, that is to say, partial miscibility, becomes possible. This can 
be seen, for example, by means of the equations (35.9), in which, for a system 



N 0 Mole Fraction N = 1 

Fig. 23. Partially miscible liquids 


exhibiting positive deviations from Raoult’s law, has a positive value. As 
this quantity, which is a constant for a given pair of liquids at a definite 
temperature, is increased, e.g., by lowering the temperature or by changing 
the components, it can be readily shown that the variation of fugacity (or 

* See Carlson and Colburn, ref, 6. 
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partial vapor pressure) with, the composition of each substance may be repre- 
sented by' curves of the' types I, II and III in Fig. 23.® In order to make 
■ the results comparable, the relative' fugacity / //°, ■ rather" than /, is plotted 
against the mole fraction of the corresponding constituent in each case. 
When is equal to 4.0 (curve II) the curve exhibits a horizontal inflection, 
and if jS exceeds this value the fugacity curve has a sigmoid character, as seen 
in curve III. This curve implies that there are three different solutions, 
a, & and c, having the same fugacity, which should be capable of coexisting 
in equilibrium at the given temperature and external pressure. Actuall 3 ^, 
the situation is similar to that arising in connection with the van der Waals 
equation (cf. §5d); the point h cannot be realized, and the fugacity, or 
partial vapor pressure, curve, as obtained experimentally, is flat between a 
and c. There are then two liquid layers, having different compositions, 
which are in equilibrium with each other. In between the compositions 
represented by the points u and c the two liquids are partially miscible at 
the given temperature. Large positive deviations from ideal behavior can 
thus lead to incomplete solubility of one liquid in another. The point of 
horizontal inflection C on curve II corresponds to the critical solution (or 
consolute) temperature for the given system; below this temperature the 
liquids are not completely miscible in all proportions.* 

In Fig. 23 there are shown the relative fugacity (or partial vapor pres- 
sure) curves for one constituent of the system; quite similar curves will be 
obtained for the other. The points of horizontal inflection C will, of course, 
be identical, as regards temperature and composition of the liquid. Simi- 
larly, when the conditions are such that two liquid layers are formed, the 
points a, b and c, for a given temperature, will occur at the same composi- 
tions on the curves for the two constituents of the system. 

It is evident from Fig, 23 that when two layers are present, the partial 
vapor pressure of a given constituent will have a constant value, at a par- 
ticular temperature, which is the same in both layers (points a and c). The 
total vapor pressure, equal to the sum of the separate partial pressures, will 
likewise be constant, at a given temperature, irrespective of the over-all 
composition of the system, provided the two layers are present. The same 
conclusion can, of course, be reached by means of the phase rule.^° 

36. Dilute Solutions 

36a. Henry’s Law. — It has been found experimentally that as the mole 
fraction of a given constituent of a solution approaches unity, the fugacity of 
that constituent approximates to the value for an ideal system [equation (34.1)], 

® Hildebrand, op. cdt, ref. 1, p. 32; see also, Porter, ref. 7; Butler, et al., /, Chem. 8oe., 
674 (1933). 

*For certain pairs of liquids jS decreases as the temperature is lowered, witbin a par- 
ticular temperature range; such systems exhibit a lower consolute temperature, above which 
the liquids are not completely miscible. 

See. for example, S. Giasstone, “Textbook of Physical Chemistry”, 2nd ed., 1946, 
Chapter X. 
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evea though the behavior at lower mole fractious departs markedly from 
the ideal.* This fact is indicated in Fig. 22, A and B, by the actual partial 
pressure or fugacity curve becoming asymptotic with the corresponding ideal 
curve as the mole fraction approaches unity. Employing the terms solvent 
and solute to indicate the constituents present in greater and smaller 
amounts, respectively, in any solution, the observation referred to above 
may be stated in the form: In a dilute solution the behmior of the solvent 
approaches that required by RaouWs latVf even though it may depart markedly 
from ideal behavior in more concentrated solutions. 

It is necessary now to consider the behavior of the solute, i.e., the con- 
stituent present in small amount, in the dilute solution; two methods of 
approach to the problem are of interest. Taking component 1 as the solvent 
and 2 as the solute, in accordance with the usual convention, it is seen that 
in the dilute solution, as Ni approaches unity and N 2 approaches zero, the 
empirical equations (35,9) become 

/i = Ni/? as Ni— >1 and N2*-»0 (36.1) 

/2 = N 2/2 6^^ as Ni 1 and N 2 0. (36.2) 

According to (36.1), the behavior of the solvent tends toward that required 
by Raoult^s law, as stated above. Further, since jS is constant, equation 
(36.2), for the solute, is equivalent to f 2 = N 2 / 2 ^fc', where fc' is equal to 
and hence is also constant. It is obvious that in dilute solution the solute 
cannot obey Raoult’s law unless k' is unity, that is, unless is veiy small 
or zero. In other words, although the solvent in a dilute solution satisfies 
Raoult's law, nevertheless, the solute does not do so unless the system as a 
whole, i.e., over the whole range of composition, exhibits little or no de- 
parture from ideal behavior. This conclusion is in harmony with the results 
depicted in Fig. 22, A and B. However, although the solute in the dilute 
solution does not necessarily obey Raoult^s law, it does conform to the simple 
expression /2 = N 2 /?^', wliich may be written as 

/2 = N 2 fc as Nx 1 and N 2 0, (36.3) 

where fc, equal toj?fc', is a constant; this constant becomes identical with 
f 2 when A' is unity, that is, when the system is ideal over the whole range 
of concentrations. The result given in equation (36.3) is an idealized ex- 
pression of Henry’s law, viz., the fugadty of a solute in dilute solution is pro- 
portional to its mole fraction, A dilute solution may thus be defined as one 
in which the solvent obeys RaouWs law and the solute satisfies Henryks law. 

From the remarks in § 34g it can be seen that equation (36.3) may be in- 
terpreted as implying that for a saturated solution of a gas the fugacity of the 
solute is proportional to its mole fraction in the solution* If the gas behaves 
ideally, and the solution is dilute, it follows that the molar concentration of the 

*For a solution containing a solute which dissociates, it is necessary to treat the 
products of dissociation as distinct molecules when evaluating the mole fractions of solvent 
and solute. 
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sateated Boltitioa, i.e., the solubiiity, is proportional to the pressure of the gas, 
at constant 'temperature. This is' equivalent to the original form of Henryks law 
(W. Henry, 1803), which dealt only with gas solubility, but the statement of the 
law given above is a generalized form of wider applicability. 

A derivation of Henryks law [equation (36.3)] is possible by the use of 
the Duhem-Margules equation. It is readily seen that if fi ~ Nij?, as is 
the case for the solvent in a dilute solution, then for the solute, i.e., com- 
ponent^ 2, 

and N 2 —>0, (36.4) 


/ d ln /2 \ ' _ 

\ d In N 2 Jt, f 


as 


Ni- 


by equation (34.15). In § 34c this result, like Raoult^s law, was taken as 
applicable over the whole range of composition, but if the solvent behaves 
ideally only when its mole fraction approaches unity, the integration of 
equation (36.4) can be carried only over the same limited range. By general 
integration, this gives 

ln /2 = In N 2 + constant, 


or 


/2 = N2fc 


as 


Ni- 


and N 2 0, 


which is identical with equation (36.3). It follows, therefore, that in any 
solution for which RaouWs law is applicable to the solvent, Henryks law must 
hold for the solute, over the same con-^ 
centration range. Incidentally, it 
can be readily shown that the re- 
verse must also be true; if Henryks 
law is applicable to the solute, then 
the solvent must obey RaouWs law 
over the same range of composition.'^ 

These are characteristic properties 
of a dilute solution. 

The foregoing conclusions are 
depicted graphically in Fig. 24, 
which shows the partial vapor 
pressure (or fugacity) curves of 
three types. Curve I is for an 
ideal system obeying Raoult^s law 
over the whole concentration 
range; for such solutions fc in equa- 
tion (36.3) is equal to /? , and 



Mole Fraction 

Fig. 24. Eaoult’s law and Henryks law 


Henryks law and Raoult^s law are 
identical. For a system exhibiting 
positive deviations, curve II may be taken as typical; in the dilute range, 

* The restriction of constant external pressure should apply to Henryks law, just as to 
Eaoult's law (§ 34c). At moderate pressures, however, the influence of the total pressure 
may be neglected. 
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i,e., at the left-hand side of the ^ diagram, there: is marled; departure from 
Raoult’s law, but the cur\’e has an' approximately' linear, slope, indicating 
that it satisfies Henry’s law [equation (36.3) ^ : The same is true for curve 

III which represents the' fiigacity of' a .substance exhibiting negative devia- 
tions from Raoult’s law. .In the. region: in which Henry’s law is 'Obeyed by 
one constituent of asolution, i.e.,- the solute, the fugacity (or vapor' pressure) 
curve of the other constituent,, i.e., the solvent, which is not shown in; the 
figure, would approach that for an ideal system: obeying Raoult’s law, ■ 

36b, The Freezing Points of Dilute Solutions.— Since in any dilute solu- 
tion the solvent behaves ideally, in the respect that it obeys Eaoult’s law, 
it follows that equation (34.30), in the form 



should apply at the freezing point of a dilute solution in equilibrium with 
pure solid solvent In this expression Ni is mole fraction of the solvent in 
the solution which is in equilibrium with solid solvent at the temperature 
T and pressure ^; AH/ is the heat of fusion of the; solid solvent under the 
same conditions. It is seen, therefore, that equation (36.5) gives the varia- 
tion with composition of the freezing point of a dilute solution, irrespedive 
of whether it behaves ideally or not at higher concentrations. 

If the heat of fusion is taken to be independent of temperature, an ap- 
proximation which can reasonably be made for dilute solutions, integration 
of equation (36.5) gives 

In Ni = — + C, (36.6) 


where C is the integration constant. When the liquid phase consists of pure 
solvent, Ni is unity and the freezing point is then To, which is that of the 
solvent; hence it is seen from equation (36.6) that the integration constant 
is equal to AHj/RTo. If this result is inserted into equation (36.6) it 
becomes 


, AHffl 1\ AHffT-TA 


where T is the freezing point of the solution containing Ni mole fraction of 
solvent. Since Ni must be less than unity, In Ni is negative, and since AE/ 
is positive, T must be less than To; in other words, the freezing point of the 
solution is always less than that of the pure solvent, provided the solid phase is 
the pure solvent and not a solid solution, as postulated above. Since Ni 
decreases with increasing concentration of the solution, it is clear from equa- 
tion (36.7) that the freezing point must decrease at the same time. 

Since equation (36.7) may be expected to apply to any dilute solution, 
further simplifications, which are applicable to such solutions, can be made. 
For a dilute solution the difference between T and To is small, so that TTo 
may be replaced by To, and if To — T, called the lowering of the freezing 
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point of the solution, is represented by 5, equation (36.7) becomes 


(36.8) 


If the solution is sufficiently dilute, Ni is only slightly different from unity, 
so 'that InNi is: approximately equal to 'Ni •- 1. Further, since 1 — Ni is 
equal to N 2 , the mole fraction of the solute, it follows that In Ni in equation 

(36.8) may be replaced by — N 2 , giving 




(36,9) 


In a dilute solution, thevefove, the depression of the freezing point is propor^^ 
tional to the mole fraction of the solute, 

36c. Determination of Molecular Weights. — Because of the relationship 
between the mole fraction and the molecular weight of the solute, it is 
possible to use the freezing point lowering of a solution, in conjunction with 
equation (36.9), to determine the molecular weight of the solute. Since the 
solution must be dilute for this equation to be applicable, a further simplifica- 
tion is possible. The mole fraction N 2 is equal to Uz/ini + n 2 ), where ni 
and n% are the numbers of moles of solvent and solute, respectively, in the 
solution; since the solution is dilute ns may be neglected in comparison 
with nij and hence N 2 may be taken as equal to n 2 /ni. If Wi and are 
the respective weights of the solvent and solute in the solution, and Mi 
and M 2 are their molecular weights, then 

^ ^ ^ W 2 M 1 
^ ni W 1 M 2 

Upon substituting this result into equation (36.9), it is found that 

(36.10) 

AHf WiM-2 

This equation may be written in the form 

. _ RTlMi IQOOw^ 

^ IOQOAH/ wiM^ 

« Xm, (36.11) 

where X, which is equal to RTtMi/lQOOAHf, is a constant for the given 
solvent. The factor lOOOw^/wiMs is Seen to be equivalent to the number 
of moles of solute, i.e., m, dissolved in 1000 g. of solvent; it is hence equal 
to the molality m of the solution, as indicated in equation (36.11). It will 
be apparent that if this equation were applicable at such a concentrar 


(36.11) 
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tion, X woiiW. be the the freezing poiat for a molal; solution, Le., 

when X is referred, to as the' molal freezing point depression 

constant. Actually a molal solution would be too concentrated for equation 
(36.11) to be applicable, and so X may be defined as equal to ^/m as the 
solution approaches infinite dilution; t^^ ; 


. e _ RTiMi 

m lOOOAHf ' 


(36.12) 


where A j?/ is the heat of fusion per mole of the solid solvent, whose formula 
weight is Mi, into pure liquid at its freezing point To> The value of X for 
any solvent can thus be determined in two ways; either from the Mnown 
freezing point To and the heat of fusion or by determining $/m at various 
molalities, from actual freezing-point measurements, and extrapolating the 
results to infinite dilution. 

It will be observed that equation (36.11) is used as the basis of the 
familiar procedure for the determination of molecular weights by the freezing 
point method. It is obviously strictly applicable only to very dilute solu- 
tions; at appreciable concentrations the approximations made in its deriva- 
tion are no longer justifiable. These are as follows: first, that AJ?/ is inde- 
pendent of temperature; second, that ToT is equal to Tl; third, that In Nj 
may be replaced by — N 2 ; and fourth, that N 2 may be set equal to n 2 /ni. 
The two latter approximations are avoided in equation (36.8), and this gives 
somewhat better results than does (36.11) in solutions of moderate concen- 
tration, provided the solvent still obeys Raoult^s law. 


Problem; The freezing point of benzene is 5.4® C and its latent heat of fusion 
is 30.2 cal. g.““h A solution containing 6.054 g. of triphenylmethane in 1000 g. 
of benzene has a freezing point which is 0.1263® below that of the pure solvent. 
Calculate the molecular weight of the solute. 

Since both B and AH/ can be expressed in terms of calories, the molal depres- 
sion constant X for benzene is given by 


RTlMi 1.987 X (278.6)2 
lOOOAR/ 1000 X 30.2 


noting that AH// Mi is equal to the heat of fusion per gram. By equation (36.11) 
the molality m of the solution is equal to d/\ so that 

m = 0.1263/5.11 - 0.0247. 


Since the solution contains 6.054 g. of solute to 1000 g. of solvent, 6.054 must 
represent 0.0247M2, where the molecular weight of the solute; hence, 

M 2 « 6.054/0.0247 = 245. 

36d. Separation of Solid Solutions. — If upon cooling a liquid solution the solid 
phase consists of a solid solution, instead of pure solvent, it is necessary to make 
use of equation (34.29). Assuming the solutions to be dilute enough for the 
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fugacity of the solvent, i.e., the constituent present in excess, to be proportional 
to its mole fraction in both solid and liquid phases, this equation becomes 


[ 


a In (nJ/ni) 1 

dT Jp 


AHf 


(36.13) 


where AiJ/ is the molar heat of fusion of the solvent. If the latter remains con- 
stant in the small temperature range between T, the freezing point of the solution, 
and To, that of the pure solvent, at the same pressure, integration of equation 

(36.13) .yields 



AHf/T-To\ 

R V ^^0 / 


(36.14) 


at constant pressure. For dilute liquid and solid solutions, In Ni may be replaced 
by ~ Ns, IhnJ by — nJ, and TTq by Tg; To — T is equal to and equation 

(36.14) then reduces to 


$ = 


RT^ 

AHf 


(n2 - nD, 


(36.15) 


which may be compared with equation (36.9), for which the mole fraction of 
solute in the solid phase, is zero. 

The equation (36.15) gives the change in freezing point with composition (ns) 
of the dilute solution, when the solid phase is a solid solution of known composition 
(Nj). It should be noted that if is less than Ns, the value of 0 is positive, and 
the solution has a lower freezing point than the pure solvent. However, it fre- 
quently happens that Ng is greater than Ns; that is to say, there is a larger propor- 
tion of solute in the solid phase than in the liquid. In these circumstances 6 is 
negative, and the freezing point of the solution is above that of the pure solvent. 

Another form of equation (36.15) may be obtained by writing k for the distri- 
bution ratio N^Ns of the solute between solid and liquid phases; the result is 


$ = 


RTl 

AHf 


N2(1 k). 


By treating this expression in the same manner as equation (36.9), it is found that 


B = \m(l - k), 


(36.16) 


so that it is possible to determine the distribution of the solute between the two 
phases from freezing point measurements.^^ 


36e. The Boiling Points of Solutions. — Just as a solution has a lower 
freezing point than the pure solvent, provided no solute separates in the 
solid phase, so it has a higher boiling point, provided the solute is nonvolatile 
and hence is not present in the vapor phase. The problem of the variation 
of the boiling point of a solution with composition, at constant pressure, 
may be treated by means of equations already derived, provided the solution 
is dilute enough for the solvent to behave ideally. If the solute is nonvola- 
tile, as postulated above, the vapor consists entirely of solvent molecules, 
and hence nJ is unity. In this event, equation (34.22), which applies to a 

van’t Hoff, pkys. Chem., 5, 322 (1890). 
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liquid-vapor equilibrium such as would exist at the boiling point of a solu- 
tion, can be written as 


/ 3 In Ni Y 

I'jr" ), 


AH, 

RP’ 


(36.17) 


where AHv is the molar heat of vaporization of the solvent at the specified 
temperature and pressure. By assuming this quantity to remain con,stant 
in a small temperature range, integration of equation (36.17) gives 


In Ni = ■ 


AH, 

R 


( T-To \ 
\ TTo ) ’ 


(36.18) 


where T is the boiling point of the solution and To is that of the pure solvent 
at the same pressure. If the system does not contain an inert gas this 
constant pressure is that of the atmosphere, for the temperature is then the 
normal boiling point. Because Ni is always less than unity. In Ni is nega- 
tive, and hence T — To must be positive; consequently, the boiling poini of 
the sdviion is greater than that of the solvent. The presence of a nonvolatile 
solvie thus raises the boiling point. 

If the rise of boiling point T — To is represented by 6, it follows that for 
a dilute solution [cf. equation (36.8)], 


, AHv a 

Jn Ni = - ^ 3, 


(36.19) 


and hence for a very dilute solution, 


RTl. 

AH, 

Xm, 


N2, 


by analogy with equations (36.9) and (36.11). The molal boiling point 
elevation constant X is equal to RTqMi/IOQOAHvj where AH, is the molar 
heat of vaporization at the boiling point To of the pure solvent, of formula 
weight Ml, The results given above may be used for determining the 
molecular weight of a solute from the rise of boiling point of the solution. 

If the solute is volatile, so that the vapor in equilibrium with the solution 
contains both constituents, it is necessary to make use of equation (34.22). Pro- 
vided the solution is dilute enough for the solvent to behave ideally in the liquid 
phase, and the vapor behaves as an ideal gas, this equation becomes 


1 Ni 

n ( ' R 


AH, /T - To 


TTo 


(36.20) 


where isrj is the mole fraction of solvent molecules in the vapor phase. By treating 
this result in the same manner as the analogous equation (36. Id), and writing 0 
for T — To, the elevation of the boiling point, it is readily found that for a dilute 
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where i;, equal to N 2 /N 2 , is the distribution ratio of the volatile solute between the 
vapor and the solution. As before, for a very dilute solution, this can be con- 
verted Into a form analogous to equation (36.16), viz., 

d = X?n(l - k). (36.21) 

It can be seen from this expression that if k is small, that is to say, if the solute is 
not appreciably volatile, 1 ~ ^ is positive, and the presence of the solute results 
in a rise of boiling point On the other hand, if k is larger than unity, as might 
be the case for a volatile solute, ^ would be negative, so that the solution has a 
lower boiling point than the solvent. This is, of course, of common occurrence 
in the distillation of mixtures of two volatile liquids. 


36f. Temperature and Solubility in Dilute Solutions. — For a saturated 
solution of a gas in a nonvolatile solvent, or of a pure solid in a liquid 
solvent, the equations (34.21) and (34.28) reduce to 



(36.22) 


where Hi is the molar heat content of the pure gas or solid solute, and fh is 
its partial molar heat content in the saturated solution, at the given tem- 
perature and pressure. If the solution is dilute, equation (36.4) .will be 
applicable, and then (36.22) becomes 


/dlnNsX Hi 

\ dT )p RT^ 


(36.23) 


In this expression, which gives the influence of temperature on solubility 
in dilute solution, the saturation solubility N 2 in mole fractions, may be 
replaced by the molality m or the molarity c, since these quantities are 
proportional to one another in dilute solution. 

It should be noted that since the solute does not necessarily obey 
Raoult^s kw, although it satisfies Henry's law, it is not permissible to re- 
place H 2 by the molar heat content of the pure liquid, as was done in 
§§ 34f, 34i. The numerator on the right-hand side of equation (36.23) thus 
cannot be identified with a latent heat. It will be seen in § 44b that it is 
actually equivalent to the differential heat of solution (cf. § 121) of the solute 
in the saturated solution under the given conditions. For a dilute solution 
this is usually not appreciabl 3 " different from the integral heat of solution. 
It is thus possible to determine the heat of solution of a sparingly soluble 
gas or solid by measuring the solubility at two or more temperatures and 
then utilizing the integrated form of equation (36.23). As indicated at the 
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outsetj the assumptiou is made that one of the phases consists of either pure 
solid or pure gas. The same result would apply to a sparingly soluble liquid 
solute, provided the solvent did not dissolve in it to any appreciable extent. 

EXERCISES 

1. If the vapors behave ideally, the equations (35.9) take the form 

Pi = NipPe^^^’l and p2 ~ 

Hence, derive expressions for the total vapor pressure of a liquid mixture in terms 
of the mole fraction composition of (i) the liquid, (ii) the vapor. 

2. Taking p? as 100 mm., p? as 200 mm. and ^ as 2.0, determine the total 
vapor pressure at mole fractions 0.2, 0.4, 0.6 and 0.8 by using the results of the 
preceding exercise. Plot the values against the mole fraction composition of 
(i) the liquid, (ii) the vapor. 

3. At 70° C, the vapor pressures of carbon tetrachloride and benzene are 617.43 
and 551.03 mm., respectively; at 50° C, the values are 312.04 and 271.34 mm., 
respectively fScatchard, Mochel and Wood, J. Am, Chem, Soc,, 62, 712 (1940)]. 
Assuming ideal behavior, since the actual deviations are small, plot the curve 
giving the variation of the (mole fraction) composition of the vapor with that of 
the liqiad at each temperature. Would the separation of the two components by 
fractional distillation be more efficient at high or at low temperature? 

4. Give in full the derivation of the statement in the text that heat is evolved 
upon mixing two liquids which form a system exWbiting negative deviations from 
ideal behavior. 

5. The total vapor pressures of mixtures of chlorobenzene (1) and 1-nitro- 
propane (2) at 120° C are as follows fLacher, Buck and Parry, /. Am, Chem, Soc,f 
63, 2422 (1941)]: 

Ni O’ 0.096 0.282 0.454 0.507 0.675 0.765 0.844 1.00 

P 545 565.2 590.2 597.2 597.1 596.6 589.4 579.9 544 mm. 

Plot the results and determine the value of jS in the simple form of the Margules 
equation. Estimate the partial pressure of each constituent in equilibrium with 
an equimolar liquid mixture. 

6. Show that in the two-constant Margules equations (35.7) and (35,8) 
02 = jSx + Vi and 71 = - 72. 

7. Prove that the constants in the van Laar equation (35.10) are related by 
CKift “ 0:2 and a 20 i == ai, 

8. Derive expressions for log 7, where 7 is the activity coefficient a/N, on the 
basis of (i) the simple Margules equation (35.9), (ii) the van Laar equation (35.10). 
Show that for a liquid mixture exhibiting positive deviations from Eaoult^s law, 
the activity coefficient of each constituent, on the basis of the usual standard state, 
must be greater than unity, whereas for negative deviations it must be less than 
unity, 

9. A mixture of 1 mole of ethyl bromide and 2 moles of ethyl iodide, which 
behaves ideally, is evaporated into a closed space at 40° C, when the vapor pres- 
sures of the pure components are 802 and 252 mm., respectively. Calculate the 
total pressure at the beginning and end of the process. (Note that at the end of 
the vaporization the composition of the vapor will be identical with that of the 
initial iiauid.) 
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V 10. The yapor , pressures of n-hexane and n-heptane at several temperatures, 
are as follows: 



50° 

60° 

70° 

00 

0 

0 

0 

0 

100° C 

jz-hexane 

401 

566 

787 

1062 

1407 

1836 mm. 

?i-heptane 

141 

209 

302 

427 

589 

795 


Assuming ideal behavior, draw the curve representing the boiling points of the 
mixtures at 1 atm. pressure as a function of the mole fraction composition, e.g., 
0.2, 0.4, 0.6 and 0.8, of (i) the liquid, (ii) the vapor. [Plot the total vapor pressure^ 
composition curves for various constant temperatures, and hence obtain the neces- 
sary data for 760 mm. The calculations may also be made at another pressure, 
e.g., 660 mm. and the change noted (cf. § 34f),] 

11. The vapor pressure of liquid ethylene is 40.6 atm. at 0® C and 24.8 atm. 
at 20° C. Estimate the ideal solubility of the gas in a liquid at 26° C and 
1 atm. pressure. How many grams of ethylene should dissolve in 1,000 g. of 
benzene under these conditions, if the gas and solution behave ideally? 

12. The absorption coefficient (of solubility) a of a gas is the volume of gas 
reduced to 0° C and 1 atm. pressure which will be dissolved by unit volume of 
solvent at the experimental temperature under a partial pressure of the gas of 
1 atm. Show that for a dilute solution, Ns in equation (36.23) may be replaced 
by a. The absorption coefficient of nitrogen is 0.01685 at 15° and 0.01256 at 
35° C. Determine the mean differential heat of solution per mole of nitrogen in 
the saturated solution in this temperature range. 

13. The pressures of sulfur dioxide in equilibrium with a solution containing: 
0.51 g. SOs in 100 g. water are 49.0 mm. at 35.6° C, 57.0 mm. at 41.0° C, 70.0 mm. 
at 47.0° C; for a solution containing 1.09 g. SOs in 100 g. water, the pressures are 
70.5 mm. at 26.8° C, 96.0 mm. at 33.6° C, 124.5 mm. at 39.4° C and 147.0 mm. 
at 44.2° C [Beuschlein and Simenson, /. Am. Chem- Soc,, 62, 612 (1940)]. Show 
that in dilute solutions Henry's law takes the form m = hpj where m is the molahty 
of the solution and p the partial pressure of the solute; hence, use the foregoing 
data to test the validity of the law for the sulfur dioxide solutions at 35° and 
45°C. Calculate the mean differential heat of solution of the gas in the 
range from 26,8° to 47.0° C at a gas pressure of 70,0 mm., and consider how 
you would expect this to differ from the heat of condensation, i.e., AH^ 

14. The molar heat of fusion AH/ of naphthalene at the absolute temperature 
T is given by AH/ = AEo + 4.8T, where AHo is a constant [Ward, /. Phys, Chem,, 
40, 761 (1934)]; at the melting point (80.2° C), AH/ is 4,540 cal. Determine the 
ideal solubility of naphthalene at 25° C, allowing for the variation of the heat of 
fusion with temperature. 

15. The heat of fusion of the hydrocarbon anthracene (C 14 H 10 ) at its melting 
point (216.6° C) is 38.7 cal. g.”^. Its mole fraction solubility at 20° C is 0.0081 in 
benzene and 0.0009 in ethanol. Account for the results. 

16. The freezing point depression of a 3.360 molal solution of urea in water 
is 5.490° [Chadweil and Politi, /. Am. Chem. Soc,, 60, 1291 (1938)]. The heat 
of fusion of ice is 79.80 cal. g.^h Test the applicability of equations (36,7), (36.8), 
(36.9) and (36.11) to the results, and hence draw conclusions as to the reliability 
of the various approximations. 

17. The melting points of benzene and naphthalene are 5.4° and 80.2° C, and 
the heats of fusion are then 2,360 and 4,540 cal. moIe“^. Assuming the system 
to be ideal and the heats of fusion to remain constant, determine the temperature 
and composition of the eutectic system, i.e., when the liquid mixture is in equi- 
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librium witli both solids, [Use equation (34.33); a graphical procedure will be 
foimd convenient for obtaining the required solution.] 

18. The melting point of p-dichlorobenzene is 53.2° C and that of naphthalene 
is 80.2° C; the eutectic temperature is 30.2° C when tlie mole fraction of the 
naphthalene in the liquid phase is 0.394. Calculate the molar heats of fusion of 
the two components of the system, assuming ideal behavior. 

19. Show that if a solution is dilute and obe:/s Henry's law, and the vapor 
behaves ideally, the molal solubility of the solid (m,,) and of the supercooled liquid 
{mi) solute at the same temperature T should be given by 

] ( Jl. ^ 

where Tm is the melting point of the solid and LHj is its heat of fusion (cf. Exercise 
20, Chapter XI). The heat of fusion of solid nitrobenzene at its melting point 
(5.7° C) is 2,770 cal mole’^h The solubility of the solid in water at 0° C is 
12,6 X iO""® mole per 1000 g. wmter; calculate the solubility of the supercooled 
liquid at the same temperature. [The experimental value is 13.5 X 10“® mole 
per 1000 g. water (Saylor, Stuckey and Gross, J, Am. Chem. Soc., 60, 373 (1938).] 

20. The solubilities of stannic iodide in carbon disulfide at several temperatures 
are as follows [Dorfman and Hildebrand, /. Am. CAem. Soc., 49, 729 (1927)]: 

Temperature 10.0° 25.0° 40.0° C 

Solubility 49.01 58.53 67.56 g. per 100 g. solution 

Estimate the melting point and heat of fusion of stannic iodide, (The experi- 
mental values are 143.5° C and approximately 3,800 cal. mole^h) 

21. A solution of 9.14 g. of iodine in 1000 g. benzene has a freezing point 

0. 129° below that of pure benzene (5.400° C) ; the solid which separates is a solid 
solution of iodine in benzene. The heat of fusion of benzene is 30.2 cal. 
Calculate the ratio in which the iodine distributes itself between liquid and solid 
phases in the vicinity of 5° C. Compare the result with that obtained by analytical 
determination as follows: the solid phase contains 0.317 g. and the liquid 0.945 g, 
iodine per 100 g. benzene [Beckmann and Stock, Z. phys. Chem., 17, 120 (1895)3. 

22. Starting with an equation of the form of (34.20), give all the stages in the 
derivation of equation (34.29). 

23. Show that the weight composition of the vapor, treated as an ideal gas, 
in equilibrium with an ideal solution is given by 

where wi and W 2 are the weights of the constituents in the liquid phase, and w'l 
and are those in the vapor; hence, solve the problem in § 34e. 

24. Show that for an ideal system of two liquids, the free energy of mixing, 

1. e., the diference between the free energy per mole of mixture and the sum 
of the free energies of the separate constituents, is given by AF = NiETIuNi 
+ NiET In N 2 - Hence, use the result concerning the heat of mixing in § 34a 
to show that the entropy of mixing two liquids forming an ideal system is 
AS = — i^(Ni In Ni + Na In N 2 ) (cf. Exercise 1, Chapter IX). 
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25, Show that the vanation with pressure of the solubility of a pure solid 
forming an ideal solution in a liquid is given by 

/ d In K 2 \ AVf 

A dP /r ' RT’ 

where AF/ is the volume change accompanying the fusion of I mole of solid solute 
at f' and P. What conclusion may be drawn concerning the sign and magnitude 
of the effect of pressure on solubility? 

26. Show that although the partial molar heat content of the constituent of 
an ideal solution is independent of the composition (§ 34a), this is not the case 
for the partial molar free energy and entropy. Derive expressions for (d/ii/dNi) 
and (d5i/dNi)T,p for an ideal solution. 
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37. Standakd States 

37a. Choice of Standard State.— A knowledge of activities and activity 
coefficients is of both theoretical and practical interest in the study of solu- 
tions; the present chapter will, therefore, be devoted to a consideration of 
the methods by which these quantities may be determined. As seen in 
§ 31b, the activity of a substance in any state is a relative property, the 
actual value being relative to a chosen standard state. The nature of the 
standard state is of no thermodynamic significance, as may be seen in the 
following manner. Let and represent the activities of a given sub- 
stance in two different solutions, the values being in terms of a specified 
standard state; let and be the corresponding values for another standard 
state. Since these activities are relative to the activity in the chosen 
standard states, it follows that a«/aa must be equal to a^/a^. If /i' is the 
chemical potential (partial molar free energy) of the substance in the first 
solution and ja" is that in the other solution, the free energy increase ac-? 
companying the transfer of 1 mole of the substance from the first solution 
to the second, under such conditions that the compositions remain virtually 
unchanged, is given by [cf. equation (26.29)] 

By equation (31.2), the chemical potentials are 

y! - yl + RTln and p!^ - ju® + fir In 

in terms of the one standard state, and 

/x' = 4 + fiTlna^ and yl + RThi4, 

in terms of the alternative standard state. It follows, then, from the fore- 
going equations that 

in one case, and 

a? 

in the other case. As seen above, however, a^cda is equal to a^/a^, and so 
the free energy change for a given process, which is the thermodynamically 
important quantity, expressed in terms of the activities, will have the same 
value, as indeed it must, irrespective of the choice of the standard state. 
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In view of the foregoing arguments, it is evident that the standard state 
chosen in any particular instance should be the most convenient one in the 
given circumstances. It is quite permissible, in fact, to choose different 
standard states for a given substance in two (or more) phases in equilibrium; 
the effect of the choice is merely to alter the value of the equilibrium con- 
stant, without affecting its constancy. It may be pointed out that the ac- 
tivities of a given constituent of two phases in equilibrium are equal when 
referred to the same standard state. However, when different standard states 
are chosen for the two phases, the activities are not equal, although the 
chemical potentials must be identical (cf. § 28a). Thus, for a constituent 
in phase I, , ' 

Ml = Ma *4“ 

while for this substance in the phase II, in equilibrium with phase I, 

Mil = MjS "b %• 

The chemical potentials in the two phases in equilibrium must be the same, 
i.e., MI == Mil? and hence, for the given substance 

In = MM + -KT In 

If the chosen standard states are identical, m 2 and mm are the same, since these 
are the chemical potentials in the standard states; consequently Ua and 
the activities in the two phases, will be equal. On the other hand, if the 
standard states selected for the phases I and II are not the same, and 
will be different, the difference depending on the corresponding values of 
m 2 and mm* 

37b. Convenient Standard States: 1. Gases. — For gases and vapors the 
most convenient standard state, which is almost invariably employed in 
thermodynamic studies, is the one referred to in an earlier section (§ 30b). 
The standard state of unit activity is usually chosen as that of unit fugacity^ so 
that for a gas the activity is identical with the fugacity. As seen earlier, 
this is equivalent to choosing the gaseous system at very low total pressure 
as the reference state and postulating that the ratio of the activity of any 
constituent to its partial pressure, i.e., the activity coefficient a/p, then 
approaches unity. The determination of the fugacities of gases has already 
been discussed in some detail (Chapter XII), and since the activity of a gas 
is almost invariably defined so as to be identical with the fugacity, it is not 
necessary to consider the subject further. 

II. Solid or Liquid Solvent. — ^For a liquid or solid which acts as the 
solvent of a solution, that is to say, it is the constituent present in excess, 
the most convenient standard state is also the one used in earlier sections. 
The activity of the pure liquid {or pure solid) solvent^ at atmospheric pressure^ 
is taken as unity at each temperature. As stated in § 31b,, the corresponding 
reference state is the pure liquid (or solid) at 1 atm. pressure, the activity 
coefficient, defined by a/N, being then equal to unity. With increasing 
dilution of a solution the mole fraction N 2 of the solute tends to zero and 
that of the solvent, i.e., Ni, tends to unity. It follows, therefore, that at 1 



352 ACTIVITIES AN3> ACTIVITY COEFFICIENTS 37b 

atm. pressure cii/ni approaches unity as the solution becomes more dilute; 
thus, 

1"' Vas ■ .Ni-^ 1 and' , , N2'"->,0, 

''Hi 

on the basis of the chosen standard state. 

By equation (31.5), the activity of the solvent is equivalent to /i//? 
where /i is the fugacity in a given solution and/? is numerically equal to 
that in the standard state, i.e., pure liquid at 1 atm. pressure at the given 
temperature. Hence, it is seen from equation (34.1) that for an ideal solu- 
tion the activity of the solvent should always be equal to its mole fraction, 
provided the total pressure is 1 ’“m. In other words, in these circumstanees 
the activity coefficient Ui/ni should be unity at all concentrations. For a 
nonideal solution, therefore, the deviation of Ui/ni from unity at 1 atm. 
pressure may be taken as a measure of the departure from ideal (Eaoult 
law) behavior. Since the activities of liquids are not greatly affected by 
pressure, this conclusion may be accepted as generally applicable, provided 
the pressure is not too high. 

III. Solutes: A. Pure Liquid as Standard State.— Several different stand- 
ard states are used for solutes according to the circumstances. If the solu- 
tion is of the type in which two liquids are completely, or almost completely, 
miscible, so that there is no essential difference between solvent and solute, 
the standard state of the solute is chosen as the pure liquid at atmospheric 
pressure, just as for the solvent. The defined activity coefficient a 2 /N 2 then 
approaches unity as N 2 tends to unity, and its deviation from this value, 
at 1 atm. pressure, gives an indication of the deviation from ideal behavior. 

In many instances, especially when the solute has a limited solubility in 
the solvent, as is often the case for solid solutes, particularly electrolytes or 
where dilute solutions are under consideration, it is more convenient to 
choose an entirely different standard state. Three such states are used: 
one is based on compositions expressed in mole fractions, but the others 
are more frequently employed, because the compositions of dilute and 
moderately dilute solutions are usually stated in terms of molality, i.e., 
moles per 1000 g. solvent, or in terms of molarity, i.e., moles per liter of 
solution.^ 

in. B. Infinitely Dilute Solution as Reference State: Composition in 
Mole Fraction* — In the first case, the reference state is chosen as the infinitely 
dilute solution^ with the postulate that at the given temperature the. ratio of 
the adivity of the solute to its mole fradion^ ^.6., a 2 /N 2 , then becomes unity at 
atmospheric pressure. The activity is consequently defined so that at the 
temperature of the solution and 1 atm. pressure 

— as N 2 — >0. (37.1) 

N2 

^ G. N. Lewis and M. Randall, ^'Thermodynamics and the Free Energy of Chemical 
Substances,” 1923, pp. 256 et seq.; see also, Adams, Chem. Rev., 19, 1 (1936); Goranson, 
Chem. Phys., 5, 107 (1937). 
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The standard state is here a purely hypothetical one, just as is the case with 
gases (§ 30b) ; it might be regarded as the state in which the mole fraction of 
the solute is unity, but certain thermodynamic properties, e.g., partial molar 
heat content and heat capacity, are those of the solute in the reference state, 
i.e., infinite dilution (cf. § 37d). If the solution behaved ideally over the 
whole range of composition, the activity would always be equal to the mole 
fraction, even when Ns = 1, i.e., for the pure solute (cf. Fig. 24, 1). In this 
event, the proposed standard state would represent the pure liquid solute 
at 1 atm. pressure. For nonideal solutions, however, the standard state has 
no reality, and so it is preferable to define it in terms of a reference state. 

significance of the foregoing definition of the activity of a solute 
may be seen by making use of the fact (§ 31b) that the activity is propor- 
tional to the fugacity, the value of the proportionality constant depending 
on the chosen reference or standard state. Representing this constant by 
1/ifc, it is seen that the activity of the solute and its fugacity 72 may be 
related by 

a2 = w (37.2) 

, k 

In dilute solution, when N2 approaches zero, a2/N2 approaches unity, ac- 
cording to the postulated standard state; hence equation (37.2) can be 
written as 

/a == N2& as N2— »0. 

This result is identical with Henry’s law [equation (36.3)], and so on the 
basis of the present standard state, ag/Ng will be unity, or a2 will equal N2, 
for ail solutions obeying Henry’s law. The activity coefficient Tn, equal to 
a2/N2, of the solute in any solution may thus be used to indicate its obedience 
I of Henry’s law. It is for this reason that the activity coefficient defined in 

! this manner has been called the rational activity coefficient. 

I . ■ 

If the solution were ideal over the whole range of composition, k in equation 
(37.2) would, of course, be equal to the fugacity of the pure liquid solute at 1 atm. 
pressure, and Henry’s law and Eaquit’s law would be identical (§ 36a). However, 
although the behavior oi s. solute in solution may deviate considerably from 
Baoult’s law, it almost invariably satisfies Henryks law at high dilutions. Conse- 
I quently, for the study of not too concentrated solutions, the standard state under 

' consideration has some advantages over that in III. A. 

in. C. Composition m Molality or Molarity. — Because the compositions 
of solutions, especially of electrol3d;es, in the study of which the activity 
concept has proved of the utmost significance, are expressed in terms of 
molality or molarity,* alternative standard states have been widely used. 
In the event that the composition of the solution is given by the molality 
of the solute, the reference stale is the infinitely dilute solution^ the activity a% 

* The use of the moklity is to be preferred in thermodynamic studies, since it is inde- 
pend^t of temperature and pressure; this is not the case for the molarity, because the 
volume of the smuiion is afiected by a change of temperature or pressure. 
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of the solvie being defined so that its ratio to the molality m, i.e., a^/m,, is then 
unity at atmospheric pressure, at the temperature of the system. The defini- 
tion of the activity is consequently based on the postulate that 

-'-^1 as m^O. (37.3) 

m 

The standard state is here also a hypothetical one; it is equivalent to a 1 
molal solution in which the solute has some of the partial molar properties, 

e. g., heat content and heat capacity, of the infinitely dilute solution. It has 
been referred to as the ^^hypothetical ideal 1 molal solution'^ At high dilu- 
tions the molality of a solution is directly proportional to its mole fraction 
(§ 32f), and hence dilute solutions in which the activity of the solute is equal 
to its molality also satisfy Henryks law. Under such conditions, the de- 
parture from unity of the activity coefficient 7 ,«, equal to a 2 /m, like that 
of 7 n, is a measure of the deviation from Henry’s law. 

At infinite dilution the activity coefficients Tn and are both unity, in 
accordance with equations (37.1) and (37.3), respectively, which define the 
standard states. In dilute solutions the values will also be approximately 
equal, but not necessarily unity because of failure to obej’^ Henry’s law. 
At appreciable concentrations, however, the molality of the solution is no 
longer proportional to the mole fraction of the solute, and even if the solu- 
tion obeyed Henry’s law 7m would not be unit}^ In such solutions Tn and 
jm will be appreciably different. 

When the composition of the solution is given in terms of molarity, i.e., 
moles of solute per liter of solution, the standard state chosen is analogous 
to that proposed above. The activity is defined in such a manner that at 
the given temperature the rcdio of the activity of the solute to its molarity c, 

f. e., a^/C) approaches unity in the infinitely dilute solution at 1 atm, pressure; 
thus, 

as c-^0. (37.4) 

c 

The standard state is again a h 3 rpothetical one; it corresponds to a solution 
containing 1 mole of solute per liter, but in which certain partial molar 
properties are those of the solute at infinite dilution. 

As seen in §32f, the molarity of a very dilute solution is proportional to 
its mole fraction, and hence for such solutions the activity coefficient 7 ^, 
defined by a 2 /c, represents the compliance with Henry’s law. As in the pre- 
ceding case, 7 c and Tn are both unity at infinite dilution, and the values are 
approximately equal in dilute solutions. With increasing concentration, 
however, 7 c and 7 n differ, and although the latter still indicates the ad- 
herence to Henry’s law, the former, like 7 ^, does not. Thus, at high dilu- 
tions 7n, 7m and 7 c approach one another, their values approximating to 
unity, but at appreciable conceniH’ations the three coefficients differ; the 
actual relationships between them will be considered in the next section. 
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37c. Relationship between Activity Coefficients of Solute.— For a solu- 
tion of molality m, the number of moles of solute is m whereas the number 
of moles of solvent is 1000 / M i, where Mi is its molecular weight. The mole 
fraction N of solute is then equal to m/(m + 1000/Mi). On the other hand, 
for a solution of molarity c, the number of moles of solute is c, and the 
number of moles of solvent is (lOOOp — CM 2 ) /Mi, where p is the density of 
the solution and M2 is the molecular weight of the solute. The mole fraction 
of solute in terms of molarity is thus c/Cc -f (lOOOp — cM2)/Mi]. A slight 
rearrangement of these results then gives 


mMi _ cMi 

mMi + 1000 “ c(Mi - M2) + lOOOp' 


(37.5) 


In very dilute solution, when the mole fraction of solute is N*, the molality 
m* and the molarity c*, the density po being that of the pure solvent, equa- 
tion (37.5) reduces to 


m*Mi _ c*Mi 
1000 lOOOpo' 


(37.6) 


The difference of the free energy of the solute in the solution represented 
by N, m and c, and that in the very dilute solution N*, m* and c*, must have 
a definite value irrespective of the standard states (§ 37a). This is deter- 
mined by the ratio of the activities in the two solutions, viz., a/ a*; the ac- 
tivity a may be represented by n7n, iwt®. and cyc, depending on the par- 
ticular standard state, but a* is equal to N*, m* and c*, respectively, since 
the solution is dilute enough for the activity coefficient to be unity in each 
case. It follows, therefore, that 


_ my m ^ £yc 
a* N* m* c* ’ 


and hence by utilizing equations (37.5) and (37.6) it is found that 

p + 0.001c(Mi - Ma) 


7n = 7m(l O.OOlmMi) = 7e 


Po 


(37.7) 


which gives the relationship among the three activity coefficients. It is 
evident from this result that in dilute solutions, e.g., when c and m are less 
than about 0.1, the values of 7 n, ym and yc are almost identical. 

By treating 7™ and y„ in an analogous manner, it is found that 

. p - O.OOlcMa 

7,» = 7c (37.8/ 

Po 


This expression is more convenient than equation (37.7) when the conversion 
of 7m to 7c, or vice versa, is required, without the necessity of introducing 7 n. 

37d. Partial Molar Heat Contents in Standard and Reference States.' — 
The general expression for the variation of the activity coefficient with 
temperature, at constant pressure and composition, may be derived by a 
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procedure similar to that used to obtain equation (3L6). Since the molality 
and mole fraction are independent of temperature, the temperature variation 
of activity coefficients expressed in terms of these quantities, i.e., 7 n or 
is given by 

/ a In 7 A ^ m-Hi 
\ dT ) p,n 


RT^ 


(37.9) 


where Hi is the partial molar heat content of the substance i in the given 
solution and is the value in the standard state. It will be observed from 
the discussion in § 37b, that the standard state is always defined in such a 
manner as to make the activity coefficient equal to unity in the reference 
state, e.g., pure liquid for a solvent or infinite dilution for a solute, at 1 atm. 
pressure, at all temperatures. In the reference state, therefore, yi is inde- 
pendent of the temperature, so that the left-hand side of equation (37.9) is 
zero. Consequently, the partial molar heat content of any constituent of a 
solution is the same in the reference state as in the standard state. This is the 
justification for the remark in § 37b, III B, C, where the infinitely dilute 
solution was chosen as the reference state, that the partial molar heat con- 
tent of the solute in the standard state is equal to that at infinite dilution. 
The same is true for the partial molar heat capacity at constant pressure, 
since this is the derivative of the heat content with respect to temperature. 
It should be understood that the foregoing conclusions apply, strict^’’, at 
1 atm. pressure, for it is only then that the activity coefficient in the reference 
state is unity at all temperatures. 

Since the volume of a solution changes with temperature, the molarity, 
i.e., moles per liter, must change at the same time. Hence, equation (37.9) 
does not give the variation of je with temperature; however, from this equa- 
tion, in which yi is 7 ^ or 7 n , and (37.7) or (37.8), noting that in the latter c 
is merely a number, it follows that 

At infinite dilution, yc is equal to unity at all temperatures, by definition, 
and at the same time p becomes identical with po, so that, in this case also, 
the standard partial molar heat content of the solute is equal to its value in 
the infinitely dilute solution at 1 atm. pressure. 

In order to avoid the possibility of misunderstanding, it may be stated 
here that the partial molar free energy and partial molar entropy of the 
solute in the standard state are entirely different from the values in the 
infinitely dilute solution (see Exercise 24). 

38. Determination of Activities 

38a. Activity of Solvent from Vapor Pressure. — The activity of any 
constituent of a solution is given, in general, by the ratio of the fugacities, 
being the value in the solution and/? is that in the standard state, 
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viz., pure liquid a.t the s;i,iue temperature and 1 iii.iu. pressure. If tlie vapor 
jiressure of th('. solvent is not (oo high, the fugacif.ics may be replaced, vitlw 
out appreciable error, by the resfieetive vapor pressures. A t tlie same time, 
the effect of the extci'nal pressure on the activity may ho neglected, so that 
it is possible to write 


Oj 


pi _ Pi 


A 


V?’ 


GiS.i) 


where pi is the partial vapor prespaire of the solvent in equilibrinm with the 
Roliition in which its activity is r/i, and p? is the vapor pressure of the pure 
solvent at the same temperature and (approximately) the same pressure. 
The equation (38.1) thus provides a relatively simple method for deter- 
mining the activity of the solvent in a solution; it has been applied to aque- 
ous solutions, to solutions of organic liquids and to mixtures of molten 
metals.^ The activity coefficient at any composition may be obtained by 
dividing the activity ai of the solvent by its mole fraction Ni. 

Problem: An exactly 1 molal aqueous solution of mannitol has a vapor pressure 
of 17.222 mm. of mercury at 20° C; at the same temperature, tlje vapor pressure 
of pure water is 17.535 mm. Calculate the activity and activity coefficient of 
water in the given solution. 

At the low pressures, the water vapor may be regarded as behaving ideall}’', 
so that 

Pi 17.222 _ 

- ItjTo - 

A molal aqueous solution contains 1 mole of solute and 1000/18.016 *= 55.51 
moles of solvent; the mole fraction of solvent is thus 


Ni =. 


55.51 


1.00 + 00.51 


0,9823. 


The activity and mole fraction are so close that the activity coefficient is virtually 
unity. (It is of interest to note that the mole fraction N 2 of the solute in a 1 molal 
aqueous solution is only 1.0000 — 0.9823 = 0.0177, and so it is not surprising to 
find that the solvent obeys Eaoult's law.) 

38b. Activity of Volatile Solute from Vapor Pressure. — If the solvent 
and solute are essentially miscible, the standard state of the latter may be 
chosen as the pure liquid (cf. § STb, III A); the activity may then be de- 
termined by a procedure identical with that just described, based on equa- 
tion (38.1) in the form Uo P 2 /P 2 * For dilute solutions, however, it is 
more convenient to use the infinitely dilute solution as the reference state. 
By equation (37.2) the activity is equal to f$/kj where is the fiigacity 
of the solute in the given solution, and k is a constant. Replacing tlie 

®Seo, for example, Hildebrand, ei al, J. Am, Chem, Soc„ 36, 2020 (1914); 37, 2452 
(1915); 42, 545 (1920); 49, 3011 (1927); Hirst and Olson, ibid,, 51, 2398 (1929); Lacher and 
Hunt, iUd,, 63, 1754 (1941); Lacher, Buck and Parry, ibid., 63, 2422 (1941). 
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fugacity /a by the partial vapor pressure pa of the solute, which can be 
measured, it follows that 



(38.2) 


The value of k may be derived by utilizing the fact that at high dilutions 
the activity of the solute, represented by of, is equal to the mole fraction n^, 
so that if pf is the corresponding vapor pressure, equation (38.2) takes the 
form 



By combining this result with equation (38.2) 
concentration, 

Nf 

Ua P2-X- 


it is seen that at an appreciable 
(38.3) 


This expression may be put into a modified form by dividing each side by N 2 , 
so that 


^21 /Ti . 

N2 "" N2/ Nf 


(38.4) 


If P 2 /N 2 for a number of solutions is determined and the values are ex- 
trapolated to N 2 ~ 0, the result is eqiial to pf/Nf, which is required in equa- 
tions (38.3) and (38.4) for the evaluation of the activity or activity coeffi- 
cient, respectively. 

Expressions exactly analogous to (38.3) and (38.4) are obtained for the 
activity and activity coefficient based on a^/m or a^/c becoming unity at 
infinite dilution. All that is necessary is to replace N 2 (and n|) by m or c, 
respectively, according to the standard state chosen. 

When it is not possible to make accurate measurements of the partial 
vapor pressure of the solute at low concentrations, such as would be neces- 
sary to obtain pl/Nf, an alternative procedure can sometimes be adopted. 
Thus, if the activity at any composition of the solute is known from other 
measurements, such as those described below, the constant h in equation 
(38.2) can be evaluated by means of the vapor pressure of the solute in the 
same solution. The method has been utilized to determine the activities 
and activity coefficients of hydrochloric^acid in aqueous solution.^ 

38c. Activity of Solvent from Freezing Points.— If a* is the activity of 
pure solid solvent in terms of the pure liquid solvent, at the same temperature 
and 1 atm. pressure, as the standard state, it is possible to write, by equa- 
tion (31.2), 

Ma = Mi + RT ds, 

* Lewis and Eandall, ref. 1, Chapter XXII; for application to electrolytes, see Chapter 
XXVI, also idem,, /. Am. Ckem. Soc., 43, 1112 (1921); Eandall and Young, 50, 989 
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where Mi refers to the chemical potential of the liquid in the standard state, 
and is that of the solid at the temperature T. Upon dividing through 
this equation by r, so as to obtain 


12 In a, = I 


Mi 


T> 


and then differentiating with respect to T, making use of equation (26.25), 
the result is 

f dlnaA ^ AHf ^ 

V }p RT^ RT^’ 


RT^ 


where the partial molar heat contents have been replaced by the correspond- 
ing molar values, since they refer to pure liqxiid and solid. If the constant 
pressure, applicable to as and Hs, is chosen as 1 atm., then the numerator 
on the right-hand side is equal to the molar heat of fusion at this pressure 
and the temperature T, 

At the freezing point of any solution, assuming pure solid solvent to 
separate, the fugacity of the solid will be identical with that of the solvent 
in the solution, since the system is in equilibrium. In the preceding para- 
graph, the same standard state was chosen for the solid as is conventionally 
adopted for the solvent in a solution; consequently, the activity of the solvent 
at the freezing point must be the same as that of the solid phase in equi- 
librium with it (cf. § 37a). Hence, the variation of the activity ai of the 
solvent at the freezing point of solutions of varying concentration, at 1 atm. 
pressure, is given by equation (38.5) in the form 


din ax _ AHf 


(38.6) 


which may be compared with equation (34.30) for an ideal solution. 

For the complete integration of equation (38.6), allowance must be made 
for the variation of AHf with temperature, instead of regarding it as constant 
as when dealing with dilute solutions in § 36b. By the Kirohhoff equation, 
which is applicable in the form of (12.7) since AHf refers to a constant 
(1 atm.) pressure process, 




(38.7) 


where (Cp)i and (Cp)s represent the molar heat capacities of the pure liquid 
and solid solute at 1 atm. pressure. Over a short range of temperature the 
heat capacities may be taken as constant, so that integration of equation 
(38.7) gives 

AHf - Lo + ACp{T - To), (38,8) 

where Lo is used, for simplicity, for the molar latent heat of fusion at To, 
the freezing point of the solvent. As in § 36b, the temperature difference 
To T may be replaced by 6, the lowering of the freezing point, so that 
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equation (38.8) becomes 

AHf — Lo ~ dACpi 

and substitution in (38.6) gives 

Lo - 6ACp 


(38.9) 


d In a I 


RT^ 


dT. 


Since T is equal to To — 9, and dT to — d$, this equation is equivalent to 

Lo - dACp 


d In ai 


R{To - ef 


de. 


(38.10) 


In order to simplify integration of equation (38.10), the device is used 
of expressing l/(ro — in the form of a power series; thus, 


(To-ey n\ To) 

n( 


To 


^ rn m2 "H 


Tl 


(Lo 


dACp)de 

j d9, (38.11) 

and this can be integrated between the limits of ai from unity, i.e., pure 
solvent,* to ai, the corresponding values of the freezing point depression 6 
being zero and S, respectively; thus, 


Hence equation (38.10) becomes 

-dlno, -^( 




■) 


- ‘ Fi 




0 + 


In ai 


LiqO 


+ ■ 


RTl RTl 


\To 2 ; 


+ 


(38.12) 


Since B is usually small, the terms involving B^j etc., can be neglected 
and the foregoing expression gives the activity of the solvent at the freezing 
point of the given solution. 

By means of equation (38.12), it is possible to determine the activity of 
the solvent ai in any solution, from a knowledge of the depression of the 
freezing point, and certain other properties. The procedure may be illus- 
trated by a consideration of aqueous solutions. With water as solvent, Lo 
is the molar heat of fusion of ice at 0'^ C and 1 atm. pressure, viz., 1438 cal. 
mole"^; further, {Cp)i for water may be taken with sufficient accuracy as 18 
and {Cf)h for ice as 9 cal. deg.""^ mole~S so that ACp is 9 cal. deg.""^ mole-h 
Inserting these values into equation (38.12), mth Tq equal to 273.16® K, 

* It should he noted that it is at tliis point that the postulated standard state for the 
solvent is introduced. 
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it is found ^ 

In ai = - 9.702 X IQ-^^ - 5.2 X 10“®<92, 

The activity at can thus be readily calculated from the freezing point de- 
pression at atmospheric pressure. 

Problem: The freezing point depression of 0.1 molal aqueous ECl solution is 
0.345® C. Determine the activity of the water in this solution at the freezing 
point, with reference to pure water as the standard state. 

■ In this/case, 

in ai = 2.303 log ai = - 9.702 X 10-« X 0.345 -- 5.2 X 10"« X (0.345)^ 

= - 3.3478 X 10""^ 
log ai = — 1.454 X 10"'® 
ai = 0.9966. 

It is important to note that because of the low mole fraction of solute, the activity 
of the water is very close to unity in the 0.1 molal solution of electrolyte. It is 
consequently the common practice to take the activity of the solvent as unity in 
any dilute solution, e.g., about 0.1 molal or less. 

TheTesults obtained from equation (38.12) give the activity of the solvent at 
tempera vures which vary with the concentration of the solution. It is desirable, 
therefore, to adjust the results so that the values for the different solutions refer 
to the same temperature. This can be done by means of equation (31.6), which 
for the present purpose becomes 


/ ainai X H\i - Ri 
V dT /p,N RT\ ^ 


(38.13)* 


where Hh is the molar heat content of the solvent in its standard state*, i.e., pure 
liquid at 1 atm., and J?i is its partial molar heat content in the solution. The 
quantity Hi — known as the relative partial molar heat content of the 
solvent, t which will be described more fully in Chapter XVIII, is usually repre- 
sented by the symbol £i; hence equation (38.13) may be written 


/ din ai\ _ Li 


(38.14) 


If Uj represents the activity of the solvent at a variable temperature T\ and 
is the value at some standard temperature T", e.g., 25® C, integration of equation 
(38.14) gives 

If the relative partial molar heat content Li of the solvent (i.e., the differential 
heat of dilution) is small, as it is for dilute solutions, the activity coefficient of the 


* It is important that the distinction between the similar equations (38.5) and (38.13) 
should be clearly understood. The former gives the variation with temperature of the 
activity of the solvent in a solution at its freezing point, which varies with the composition. 
The latter applies to the activity of the solvent in a solution of constant composition, 
t It is also the differential heat of dilution of the given solution (cf. § 44b.) 
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solvent does not vary appreciably with temperature. For other solutions, how- 
ever, it is necessary to know Li and also its variation with temperature, in order 
to evaluate the integral in equation (38.15). The procedure has been mainly used 
in connection with the study of the activities of solutes, particularly electrolytes, 
and it will be described more fully in § 39c.^ 


38d. Activity of Solvent from Boiling Points. — The treatment for the 
determination of activities from boiling point measurements is exactly 
analogous to that given in the preceding section in connection with the freez- 
ing points of solutions. The activity of the solvent in the vapor (gaseous) 
state can be expressed in terms of the pure liquid as the standard state; thus, 

Ma = M? + ETlnag, 

where ya is the chemical potential of the pure liquid at 1 atm. pressure at the 
given temperature. Upon dividing through by T, and differentiating with 
respect to temperature, at constant pressure, as in § 38c, it is found that 


/alnaA _m-H„ 
V dT )p RT^ 


(38.16) 


If the vapor behaves ideally, or if the solute is nonvolatile, as is usually the 
case with electrolytes, the partial molar heat content Sg of the gaseous 
solvent may be replaced by its molar heat content Hg. Further, if the 
pressure is taken as 1 atm., Hg — is equal to the molar heat of vaporiza- 
tion AHv of the solvent at its normal boiling point. 

At the boiling point, the liquid and gaseous phases are in equilibrium, 
and hence the activity ai of the solvent in the former will be equal to that 
in the latter, as given above, since the same standard state is used in each 
case. It follows, therefore, that the variation of the activity of the solvent 
at the boiling point for solutions of differing concentrations, at 1 atm. 
pressure, is given by equation (38.16) as 


d In tti _ AHg 
dT ~ 'W^' 


(38.17) 


This expression, except for the negative sign, is similar to equation (38.6), 
applicable at the freezing point, and by treating (38.17) in an analogous 
manner to that described in § 38c, it is possible to obtain equations of the 
same form as (38.11) and (38.12). The symbol d now represents the rise 
of boiling point; its sign, being opposite to that of the lowering of the freezing 
point, compensates for the negative sign in equation (38.17). 

Because boiling point determinations on solutions have been carried out 
over a considerable temperature range, by changing the external pressure, 
it is necessary to use a more precise expression than equation (38.9) to repre- 
sent the variation of AHv with temperature. For this purpose the empirical 
relationship 

AHg = u- id - ceP - de\ 

* Lewis and Eandall, ref. 3. 


(38.18) 
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where h, c and d are constants, has been proposed. Upon insertion of this 
expression in equation (38.17) and integrating, the result may be put in the 
form 

— In ai = V + c' + ■ • •, (38.19) 

the constants V, c', etc., which are related to b, c, etc., being derived from 
actual heat of vaporization measurements at various temperatures. The 
activity of the solvent in the solution can then be calculated directly from 
the elevation of the boiling point. By making measurements at various 
pressures it is possible to obtain the valu^ over a range of temperature, 
the effect of pressure on the activity being usually neglected. The results 
can then be i^ed to calculate the relative partial molar heat content of the 
solvent, i.e., X-i, by means of equation (38.14) or (38.15); further reference 
to this subject will be made in 1 44g.® 

38e. Activity from E.M.F. Measurements. — It was seen in § 331 that the 
E.M.P. of a reversible galvanic cell is related to the free energy change of the 
process taking place in the cell. The free energy change is dependent upon 
the activities of the substances involved in the cell reaction, and hence the 
measurement of e.m.f. provides a possibility for the evaluation of activities. 
The method has been largely used in the study of electrolytes, as will be 
seen later, but the general principle is of wide applicability. It will be 
employed here to determine the activity of one metal when dissolved in 
another metal, e.g., in a liquid alloy or amalgam.® 

Consider a galvanic cell in which the two electrodes consist of homo- 
geneous liquid amalgams of different proportions, mole fractions n* and nJ, 
of the same metal, e.g., thallium, dissolved in mercury; the electrolyte is an 
aqueous solution of a salt of the metal, i.e., thallium. The cell’ may be 
represented by 

T1 amalgam (nj) | Thallous salt solution [Tl amalgam (N 2 ). 

The free energy change accompanying the transfer of 1 mole of thallium 
from the left-hand electrode to the right-hand electrode is equal to the differ- 
ence in the partial molar free energies (chemical potentials) of the thallium 
in the two amalgams. Thus (cf. § 37a), 

AF = M 2 - /U 2 = BT In ^ , (38.20) 

, , ... U2 ■' 

where and a 2 are the activities of the thallium in the two amalgams. 

If the thallium molecule contains x atoms and z is the valence of the 
thallous ion in the cell solution, it requires the passage of xz faradays of 
electricity in order to dissolve 1 mole of thallium from one amalgam electrode, 

® Saxton and Smith, /. Am. Ckem. Soc.y 54, 2625 (1932); Smith, ibid.f 61, 500, 1123 
(1939); 63, 1351 (1941). 

® Lewis and Il&ndall, J. Am. Chem. Soc.^ 43, 233 (1921); see also, idem., ref. 1, Chapter 
XXII, 
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by tJie reaction 

Tla; (in amalgam) - (in solution) -1- xz€j 

and to deposit it on the other by the reverse change. The increavse of free 
energy accompanying the transfer process is therefore given by equation 
(33.36) as 

AF---NFB^-xzFE, (38.21) 

where xz is equivalent to N; F represents the faraday and E is the observed 
E.M.F. of the galvanic cell under consideration. In the special case where 
the metal is thallium, both x and z are unity, so that AF is equal to “■ FE. 
Comparing this result with equation (38.20), it follows that 

(38.22) 

F cL2 

The E.M.F. of the cell is thus seen to be independent of the concentration of 
the thallous salt in the cell solution, and is determined by the ratio of the 
activities of the thallium in the two amalgams constituting the electrodes. 

Although equation (38.22) gives the ratio of the activities in any two 
amalgams directly from a measurement of the e.m.f. of the appropriate 
cell, it is frequently desirable to express the actual activity of a metal in a 
given amalgam with reference to a particular standard state. Suppose the 
latter is chosen, in accordance with § 37b, III B, so that the activity coeffi- 
cient a 2 /N 2 is unity at infinite dilution; the following procedure may then 
be used. Equation (38.22) may be written as 



EF 

RT 


+ In aS, 


and subtracting In N 2 from both sides, this 1:)ecomes 


In 


(I2 

N2 


EF 

RT 


In N 2 + In 02 , 


(38.23) 


or 




A series of cells is now constructed in which the compovsition (N 2 ) of the 
amalgam constituting the right-hand electrode is varied, while that of the 
left-hand electrode (N 2 ), Uvsually the more dilute amalgam, is maintained 
constant. The e.m.f. (E) of each cell is measured, and the corresponding 
value of the term in parentheses on the right-hand side of equation (38.24) 
is plotted against the mole fraction N 2 . Such a plot is shown in Fig. 25, the 
data being obtained from thallium amalgam cells at 20"" C, with N 2 constant 
and equal to 0.00326 throughout. When N 2 is zero, i.e., at infinite dilution, 
the value of a 2 /N 2 is unity, in accordance with the chosen standard state; 
since log (a 2 /N 2 ) will then be zero, it is evident from equation (38.24) that 
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the term in parentheses in this equation will be equal to log a 2 . In 
other words, the intercept on the vertical axis for 3sr2 = 0 in Fig. 25, which is 
2.4689, is equal to — log a 2 , so that aj is 0.003396. The value of log (a 2 /N 2 ), 
i.e., the logarithm of the activity coefficient 7n, in any amalgam can then 



be obtained [cf. equation (38.24)3 by adding loga 2 , i.e., 2.4689, to the 

term in parentheses, that is, the corresponding ordinate in Fig. 25. -In this 
manner a 2 /N 2 , and hence a 2 , for any amalgam within the experimental range 
can be determined. Some of the results obtained are quoted in Table 

TABLE XXVII. ACTIVITY OP THALLIUM IN AMALGAMS AT 20'" C 


N2 

E 

EF 

2.303222" 

02 

Ns ■ 

■ . ■ . <Xz 

0 


(2.4689) 

1.000 

0 

0.00326 

0 volt 

2.4869 

1.042 

0.003396 

0.01675 

- 0.04555 

2.5592 

1.231 

0.02062 

0.04856 

- 0.08170 

2.7184 

1.776 

0.08624 

0.0986 

0.11118 

2.9177 

2.811 

0.2772 

0.1680 

- 0.13552 

3.1045 

4.321 

0.7259 

0.2701 

-- 0.15667 

3.2610 

6.196 

1.674 

0.4240 

- 0.17352 

3.3568 

7.707 

3.268 


XXYIIJ The departure of the values of from unity indicate the 
deviations from Henry’s law. It is evident that except in the most dilute 
solutions these are quite considerable. 


^ Data from Lewis and Randall, ref. 6, 
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ProMem: The E.M.F. of the eel!/ • 

Ti amalgam (nJ — 0J0326) [ Thaiious solution | Ti amalgam (n 2 = 0,0986) 
is — 0.11118 volt at 20® C. Calculate a 2/^2 and as for the thallium in the right- 
hand amalgam. 

It will be seen in (§ 45d) that if the e.m.f. is in volts and F is in coulombs, ^ 
should then be in (int.) joules, and F/2.3026B is equal to 1.984 X 10“^; hence at 
20® C, i.e., 293.16® K, equation (38.24) becomes 


log 


ctf 

N2 


(- 


1.984 X 10”“4 X 293.16 
E 


logN2 ) + logal 


0.05816 


logNs ) + loga;. 


As noted above, when nJ is 0.00326, log Ug is — 2.4689; hence, when Ns is 0.0986, 
so that log Ns is — 1.0061 and JS is — 0.11118 volt, 


log 


as 0.11118 


Ns 


L0061 2,4689 


0.05816 
= 0.4488. 

Hence, as/Ns is 2.811, and as is 2.811 X 0.0986 - 0.2772. 

If it had been required to determine the deviations from Raoult^s law it 
would have been necessary to choose pure liquid thallium at 20® C as the 
standard state of unit activity, instead of that employed in the preceding 
treatment. In this case the e.m.f. of the cell 

Tl (pure liquid) I Thallous salt solution] Ti amalgam (ns), 
would be given by equation (38.22) as 

RT, 


E 


• In as, 


(38.25) 


since the activity of the thallium in the left-hand electrode is now unity. 
The activity as of the thallium in an amalgam, on the basis of the new 
standard state, could thus be calculated directly from the e.m.f. measure- 
ment. However, since thallium melts at 302® G, the cell depicted cannot 
be studied at 20® C, and an alternative device is used to obtain the activity 
in the amalgam with reference to that of the pure (supercooled) liquid 
thallium as unity. By plotting the values of Us/ns given in Table XXVII 
against Ns, it is possible to extrapolate the results to Ns equal to unity, that 
is, to pure liquid thallium. The value of Us/ns is then found to be 8,3, and 
since Ns is 1, the activity as with reference to the standard based on the 
infinitely dilute solution, is 8.3. The new reference state, however, requires 
as to be unity when Ns is unity, and so the corresponding activities in the 
various amalgams can be obtained by dividing each of the results in the last 
column of Table XXVII by 8.3, This is a direct consequence of the con« 
elusion reached in § 37a, that the ratio of the activities of a given component 
in two solutions is independent of the chosen standard state* The activity 
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coefficients ;a 2 /N 2 ' calculated in tMs manner show that in the more concen- 
trated amalgams^ with mole fraction of thallium exceeding about 0.4, the 
deviation from EaouIt^S' law' is of the order of a few per cent only. 


ProMemr Calculate the activity coefficient which indicates the departure from 
Raouit^s law of thallium in the amalgam containing 0.424 mole fraction of thallium. 

For this amalgam, it is seen that in Table XXVII is 3.268'; the value in 
terms of pure liquid thallium as the standard state is then equal to 3.268/8.3; 
The activity coefficient is thus given by 


dt 

N2 


3.268 

8.3 X 0.424 


= 0.929. 


For a solution obeying Eaoult’s law, a 2 /N 2 calculated in this manner is unity; 
the departure from ideal behavior is seen to be relatively small. 

Although the method of obtaining the activity of a metal in a metallic solution 
directly from e.m.f. measurements is not usually possible at ordinary tempera- 
tures, it has been used considerably for studies at higher temperatures. For this 
purpose the electrolyte consists of a fused salt, instead of an aqueous solution. 
In general the e.m.f. of the cell 

Metal A (liquid) | Fused salt of A | Solution of A in metal B (liquid) 
is given by 

£=-™lnaA, (38.26) 


where ua is the activity of the metal A in the right-hand electrode, with reference 
to pure Hquid A as the standard state; N m equal to where x is the number of 
atoms per molecule of A, and z is the valence. The activity oa can thus be ob- 
tained directly from an e.m.f. measurement by means of equation (38.26). By 
varying the proportion of A in the right-hand electrode, determinations have been 
made over the whole range of composition from pure A to pure B, 

The same principle as that just described has been used to evaluate the activity 
of a salt in a liquid (fused) mixture with another salt. Consider, for example, the 
galvanic cell 

Ag(s) I AgBr(N 2 ) in fused LiBr | Br 2 (^), 


in which the reaction is the combination of silver and broinine to form silver 
bromide at mole fraction Ka (or activity ^ 2 ) dissolved in fused lithium bromide. 
The E.M.F. of tMs cell is given by (cf. § 45d) 



(38.27)^ 


where is the e.m.f. of the ceil when the activity of the silver bromide is unity, 
i.e., when the electrolyte is pure fused silver bromide. It is thus possible to de- 
termine the activity of the latter salt in various fused mixtures, varying in 
composition from pure silver bromide (N 2 — 1) to pure lithium bromide (H 2 = 0).^ 

8 Hildebrand, et al, Am, Chem, Soc,, 49, 722 (1927); SI, 462 (1929); 52, 4641, 4650, 
4655, (1930); Salstrom, ibid,, 54, 2653, 4257 (1932); 58, 1848 (1936); Strickler and Seitz, 
ibid., 58, 2084 (1936); Seitz, Tram. Electrochem. Soc., 77, 233 (1940). 
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Problem; At 500® C, the e.m.f. of the ceil described above is 0,7865 volt wlien 
the electrolyte is pure AgBr; the e,m.f. is 0.8085 when the mole fraction is 0.5937. 
Calculate the activity coefficient in the latter case, the standard state being taken 
as pure liquid AgBr, 

In equation (38.27), E is 0.8085 and is 0.7865; since !F is 773® K, this 
equation becomes 

0.8085 = 0.7865 - 1.984 X X 773 log aa, 
as = 0.7188. 

The activity coefficient is i.e., 0.7188/0.5937 === 1.211, indicating positive 

deviation from Raoult's law. 


In the present section it has been seen that e.m.f. measurements can be 
used to determine the activity of one of the components of a homogeneous 
liquid system. It will now be shown how the same results can be used to 
evaluate the activity or activity coefficient of the other constituent. The 
treatment is quite general, and can be employed whenever the activity of 
one constituent of a solution has been determined by any convenient method. 

38f. Activity of One Component from that of the Other Component. — By 
combining the Gibbs-Duhem equation in the form Nid^i + N 2 dM 2 == 0 
[equation (34.7)], with the expression for the chemical potential, viz., 
Mt* = M? + RT In ai [equation (31.2)], it is seen that for a binary solution, 

Nid In ai + Njjd In = 0, (38.28) 

where Ni and N 2 are the mole fractions of solvent and solute, respectively. 
This result is applicable at constant temperature and pressure irrespective 
of the standard states chosen for the two constituents, since ju? is constant, 
in any event, at a specified temperature. A slight rearrangement of equa- 
tion (38.28) gives 

d In Cl d In ^ 2 , (38.29) 


and upon integrating, and converting the logarithms, this becomes 

log - r ~ d log ^ 2 , (38.30) 

o>i Jn' Ni 

where ai and a[ are the activities of the solvent in two solutions in which the 
mole fractions of the soMe are N 2 and N 2 , respectively. By plotting N 2 /N 1 
for any solution against the known value of log ^ 2 , the area under the curve 
between the limits of N 2 and N 2 represents the integral on the right-hand side 
of equation (38.30). In this way the ratio of the activities of the solvent, 
i.e., ui/al, can be determined from the known activities a 2 of the solute. 

Experience has shown that the procedure just described is not too satis- 
factory, especially when N 2 approaches zero; under the latter conditions 
for the solute, which is then equal to N 2 , also approaches zero, and log has 
a large negative value. An alternative method, which has been found to 
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be more suitable, is the following. Since Ni + N 2 == 1 for a binary mixture, 
■+''dN 2 .;— 0, and hence,' 

dNi , . dN,2 ^ ^ 

Ni h N2' ^ = 0, 

Ni . N2 

'■■that-is, 

NidlnNx 4- N2dlnN2 = 0. 

If this is subtracted from equation (38.28) the result is 

Nid In — + Nod In ~ = 0, 

Ni N2 

din— =- — 'din — • (38.31) 

Ni . Ni No 

Upon integrating and converting the logarithms, as before, it is found that 


P^^^dlog- 

Ni 


(38,32) 


By plotting log (a 2 /N 2 ) against N 2 /N 1 , and determining the area under the 
curve between the limits of N 2 and N 2 , the difference between the two corre- 
sponding values of log (ai/Ni) can be obtained. Further, if the composition 
Ni and N 2 represents infinite dilution, i.e., nI = 1 and N 2 = 0, then the 
activity a[ of the solvent is unity, in accordance with the standard state 
usually chosen for a solvent;* uI/nI is then unity and log (al/Ni) is zero, so 
that equation (38.32) becomes 


-=-r 

h Jo 


Ni N2 


(38.33) 


The area under the curve from zero to any composition N 2 gives the value 
of log (ai/Ni) for the solvent at that composition. 


TABLE- XXVni. 

ACTIVITY OF MERCITKY IN THALLIUM 

AMALGAMS AT 

Ni 

fllM 

Ctl 

1.000 

1.000 

1.000 

0.990 

0.999 

0.989 

0.950 

0.986 

0.937 

0.900 

0.950 

0.855 

0-800 

0.866 

0.693 

0.700 

0.790 

0.553 

0.600 

0.734 

0.440 

0.500 

0.704 

0.352 


To illustrate the application of equation (38.33) to calculate the activity 
or activity coefficient of one constituent of a solution when that of the other 
is known, use may be made of the results for the thallium amalgams given 
in § 38e. The values of for thallium at various compositions are 

available (Table XXVII), and the data required for the evaluation of the 

* The experimental pressure is assumed to be 1 atm. 
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integral are plotted in Pig. 26. The activities of the mercury (ai) at a number 
of rounded compositions obtained by means of equation (38.33) are given in 
Table XXVIII.® The standard state is pure liquid mercury at 20° C and 1 
atm. pressure; hence, the deviations of the results in the second column, i.e,, 
Ui/ni, from unity indicate the extent of the departure from Eaoult’s law 
since the measurements were made at atmospheric pressure. 


log (Bj/Nj) 

Fig. 26. Determination of activity of mercury in thallium amalgams 


In this treatment it has been assumed that the activity 6 f the solute, i.e., 
constituent 2 , is known, and the procedure described was used to calculate 
the activity of the solvent. The general method may equally be employed 
to determine the activ^ity of the solute if that of the solvent at a number of 
compositions is known. Actual use of this procedure will be made ih 
§§ 39b, 39e, 39f . 

38g. Analytical Procedure for Calculating Activities. — If the activity or ac- 
tivity coefficient of one constituent of a mixture could be expressed as a function 
of the mole fraction, the integration might be carried out analytically, instead of 
graphically. Actually the integration is not necessary for the relationship be- 
tween the expressions for gi/ni and a 2 /N 2 , that is, 71 and 72 , respectively, are 
determined by the Gibbs-Duhem equation. If the pressure is 1 atm., the simplified 
form of the Margules equation (35.9) becomes 

where /f, the fugacity in the standard state, i.e,, pure liquid at 1 atm. pressure at 
the experimental temperature, replaces jfP. Since the activity ai is equal to 

® lewis and Eandall, ref. 6 . 
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by equation .(31.5), It, is , seeB that 

-s Yr— ' 

,:or 

= (38.34) 

Similarly, for the second constituent,- 

log^ = /3'N?, (38.35) 

where jS', which is the same in both cases, is equal to 0,217 p. If a/N for either 
constituent for any composition is known, the value of p can be determined, and 
hence a/N for the other constituent is readily found. The standard state in each 
case is the particular substance in the pure liquid state. By means of e.m.f. 
measurements, the activity coefficient a2/N2 of cadmium in an alloy with tin has 
been determined at a number of compositions at 430® C. The results are ex- 
pressed to a close approximation by log (02/N2) = 0.31^?, so that the variation 
with composition of the activity coefficient of the tin in the same system is given 
by log (ai/Ni) - 0.31 n|. 

The foregoing method involves a single constant and can be used when the 
deviations from Raoult^s law are not too great. Better results are obtained by 
using the van Laar equations (35.10). Thus, the activities of mercury (component 
1) in liquid mixtures with tin (component 2) at 323® C, determined by vapor pres- 
sure mea surements, can be expressed by 

. ai _ 0.22 n| 

“ (0.26ni 4“ N 2)2’ 

Hence, utilizing the relationship between the constants (§ 35d), it is found that 

1 — 0.846yf 

^ N2 (ni 4* 3.84n2)*'^ ^ 

giving activity coefficients of the tin in amalgams of various compositions. The 
standard state in each case is the pure liquid metal at 323® C and 1 atm. pressure. 

Problem: Assuming the simplified Margules equation to be applicable to the 
fused LiBr-AgBr system, use the result obtained in the last problem in § 38e to 
derive general expressions for the activity coefficients of LiBr (ai/Ni) and AgBr 
(a2/N2) as functions of the respective mole fractions, at 500® C. 

In the problem mentioned, it was found that a2/N2 is 1.211 when N2 is 0.5937; 
hence, .if.: ■ 

log — = log 72 = 

^2' 

log 1.211 = /3' X (1 - 0.5937)S 
/S' = 0.5035, 

Cf. J. H. Hildebrand, “Solubility of Non-electrolytes,” 2nd ed., 1936, pp. 45 et seg.; 
see also, Laeher and Hunt, ref. 2; Lacher, Buck and Parry, ref. 2. 
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so that 


log 72 0.5035n'{. 

N 2 ", 


This gives the actmty coefficient of the AgBr in the fused LiBr-AgBr system. 
By equations (38.34) and (38.35), the activity coefficient of the LiBr in the same 
system is given by the analogous expression 


, ai 

iog“ 

hi 


log 7 i = 0.5035 nL 


38h. Osmotic Pressure and Activity — The osmotic pressure of a solution 
is related to the activity of the solvent in it, and hence measurement of 
osmotic pressure should provide, in principle, a method for the determination 
of activities. Because of experimental difficulties this procedure has not 
found practical application, but the thermodynamic treatment is, never- 
theless, of interest. The osmotic pressure may be defined as the excess 
pressure which must be applied to a solution to prevent the passage into it of 
solvent when the two liquids are separated by a semipermeable membrane, i.e., 
a membrane permitting the free passage of the molecules of solvent but not 
of solute. If a solution and the pure solvent, both at the same pressure, are 
separated by a semipermeable membrane, the system will not be in equi- 
librium, for there will be a tendency for the solvent to pass through the 
membrane into the solution. In order to establish equilibrium, the pressure 
on the solution must be increased above that exerted on the solvent. If P 
and Po are the pressures on the solution and solvent, respectively, when equi- 
librium is attained, then the difference P — Po is equal to n, the osmotic 
pressure of the solution. 

If juo is the chemical potential of the pure solvent and p is that in the 
solution, at the same pressure Po, the two values will not be equal. How- 
ever, as seen above, if the pressure on the solution is raised from Po to P, 
the chemical potential of the solvent in the solution at P will become equal 
to that of the pure solvent at Po, for this is the condition of equilibrium.* 
It is therefore possible to write 


jUo = Ae + 




dP, 


(38.36) 


the left-hand side giving the chemical potential of the solvent at Po, and 
the right-hand side that of the solvent in the solution when the pressure has 
been increased from Po to P. According to equation (26.26), (dp,/dP)T,hj 
for constant temperature and composition, is equal to the partial molar 
volume of the given constituent, i.e., the solvent in this case; thus equation 
(38.36) is equivalent to 


po 


r 


M + VidP, 


(38.37) 


* In physical terms, increase of pressure from Po to P increases the vapor pressure 
(cf. § 27m) of the solvent in the solution, so that it becomes identical with that of the pure 
solvent at Po. 
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where Fi, is the partial molar volume of the solvent in the solution. The 
chemical potentials juq and /x of the solvent in pure solvent and solution, 
respectively, may be expressed in terms of their respective fugacities [cf. 

■ equation (31.1)], vi^^^ ' 

juo = /xf + RTlnf? and ^ + RT In fi, (38.38) 

where /? and /i are the fugacities of the solvent in the pure state and in the 
solution, at the same pressure Po. Making the substitution of the equations 
(38.38) into (38.37), the result is 

/£rin-§-"= f VidP. (38.39) 

Jpq 

If the pressure Po is 1 atm.,/? is identical with the fugacity/i of the solvent 
in its standard state, and hence /i//? may be replaced by ai, the activity 
of the solvent in the solution, so that equation (38.39) becomes 

- RT In ai = r VidP. (38.40) 

dpo 

In order to integrate equation (38.40) it is necessary to know how the partial 
molar volume Fi of the solvent in the solution varies with the external 
pressure. It may be supposed that the variation is linear, so that at any 
pressure P, 

f = Fo[l - a(P - Po)l 

where a is a constant and Fo is the partial molar volume of the solvent at 
the pressure Po, i.e., 1 atm. If this expression is inserted into equation 
(38.40), the result is 

RT In ai = Fo T [1 - c.(P - Po)]dP 
Jpo 

= Fo(P - Po)[l - MP - Po)3^ (38.41) 

As seen above, P — Po is equal to n, the osmotic pressure of the solution, 
so that equation (38.41) becomes 

-- RT In ai = Fon(l - JaH). « (38.42) 

According to equation (38.42) it should be possible to determine the 
activity of the solvent in a solution by means of osmotic pressure measure- 
ments. Since such measurements are not easily made, the procedure is 
not convenient. Nevertheless, the accuracy of equation (38.42) may be 
tested by using the known activity of the solvent to calculate the osmotic 
pressure of the solution, and comparing the result with the experimental 
value. Provided the vapor pressures are not high, ai, which is equal to 
fi/fi, 3nay be replaced by pi/p?, and so the osmotic pressure can be derived 
from vapor pressure measurements. For aqueous solutions, a is of the 
order of 4 X 10“® atm.“^ and may be neglected, except for solutions of high 
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osmotic pressure. The results for sucrose solutions at 30° C obtained in this 
manner are given in Table XXIX.“ 

TABI4E xxrx. OSMOTIC PBESSURES OF StJCROSB' SOLUTIONS AT '30® C 

Osmotic Pressure , 


Molality 

Calc. 

Obs, 

0.1 

2.47 atm. 

2.47 

1.0 

27.0 

" 27,2 

2.0 

58.5 

58.4 

3.0 

96.2 

95.2 

4.0 

138,5 

• 139.0 

6.0 

231.0 

■232.3' 


EXERCISES 



1 . Compare the activity coefficients Tn, and 7 c in an aqueous solution 
containing 0.1 mole of phenol per liter, taking the density of the solvent as 1.00 
and that of the solution as 1.005 g. cc”^. 

2. The partial pressures of chloroben 2 !ene(l) at various mole fractions in mix- 
tures with 1-nitropropane at 75° C are as follows (Lacher, Buck and Parry, ref. 2) : 


Ki 

Pi 


0.119 

19.0 


0.187 

28.3 


0.289 

41.9 


0.460 

62.4 


0.583 

76.0 


0.691 

86.4 


1.00 

119 mm. 


Express log y ^or each component as a function of the mole fraction of the type 
log 7 i = jS'Nl, etc. (Plot log 7 i against n| and determine the slope.) 

3. Show that if the vapor cannot be treated as an ideal gas, equation (38.4) 
for the activity coefficient of a volatile solute would become 7 n = (/2/n2)/(p2/^2)> 
assuming the solvent to be nonvolatile so that represents virtually zero total 
pressure; hence, suggest a possible procedure for determining 7n in a case of 
this type. 

4. The E.M.F. of the cell Pb(0 1 PbCls in LiCl-KCl fused | Pb-Bi(Z) in which the 
mole fraction of bismuth is 0.770 is 0.05976 volt at 327° C (Strickler and Seitz, 
ref. 8). Calculate the activity and activity coefficient of the lead in the liquid 
alloy, indicating the standard state employed. Derive the constant JS in the 
simple Margules equation. 

5. The following data were obtained ip a study of the vapor pressure of 
mercury (pi) in equilibrium with bismuth amalgams at 321° C : 


N2(Bi) 

Pi/P? 


0.1486 

0.908 


0.247 

0.840 


0.347 

0.765 


0.463 

0.650 


0.563 

0.542 


0.670 

0.432 


0.793 

0.278 


0.937 

0.092 


^Hildebrand and Eastman, J. Am. €hem. Soc,, 36, 2020 (1914)]. Determine the 
activity coefficients Ui/ni of the mercury in the various amalgams and by plotting 
Ni/n 2 against log (ox/Ni) derive the activity coefficients of the bismuth at the mole 
fractions 0.1, 0.2, 0.4, 0.6, 0.8 and 0.9, by using the appropriate form of equation 
(38.33). Pure liquid bismuth should be taken as the standard state. 

6. What would be the e.m.f. at 321° C of a ceil consisting of two bismuth 
amalgam electrodes, with mole fractions 0.1 and 0.9 of bismuth, respectively, in 
the same electrolyte? (Use results of Exercise 5.) 

Vapor pressures from Berkeley, ei ai,, PUL Tram. Roy. 8oc., A218, 295 (1919); 
osmotic pressures from Frazer and Myrick, J. Am. Chem. Soc., 38, 1920 (1916). 
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7. Utilise the results in Exercise 5 to express log 7 i (for the mercury) as a 
function of the mole fraction by, means of the van Laar equation. Hence derive 
an expression for log 72 (for the bismuth) and check the values obtained by the 
graphical integration., ^ 

■ 8. : The : following' res^ obtained at 600® C for the of the cell 

Ag(s) 1 Fused AgCI(l) in LiCl(2) 1 0\z{g) at various mole fractions (ni) of the silver 
chloride: . ' 

N| 1.000 0.690 0.469 0.136 

F 0.9001 0,9156 0.9249 0.9629 volt 

[Salstrom, et aL, /. Am, Chem, Soc,^ 58 , 1848 (1936)]. Calculate the activity and 
activity coefficient of the silver chloride at the various mole fractions. Determine 
the free energy of transfer of 1 mole of silver chloride from the pure fused state 
to the lithium chloride solution in which its mole fraction is 0.136, at 600® C. 

9. “For a liquid system which does not deviate greatly from Eaoult’s law the 
activity coefficient of each of the two constituents is the same function of its 
respective mole fraction, at a given temperature, provided the pure liquid is taken 
as the standard state in each case.” Justify this statement. 

10. The vapor pressures of mercury in equilibrium with thallium amalgams 
containing various mole fractions (ni) of mercury at 26® C were found to be as 
follows [Hirst and Olson, J. Am, Chem. 8oc., 51, 2398 (1929)]: 

Ni 1.000 0.835 0.644 0.316 

PiXiO^eni. 20.1 15.16 ”9.6 6.9 

Compare the activities of the mercury in the various amalgams with those ob- 
tained by the e.m.f. method at 20® G (cf. Table XXVIII). 

11. The E.M.F. of a cell consisting of cadmium amalgam (n 2 = 1.781 X 10“®) 
as one electrode and a saturated amalgam as the other is — 0.05294 volt at 25® C. 
What are the activity and activity coefficient of the cadmium in the dilute amal- 
gam with reference to that in the saturated amalgam as the standard state?.. 

The E.M.F. of a similar cell, in which the electrodes are pure solid cadmium and 
the saturated amalgam, is 0.05045 volt at 25® C. Determine the activity and 
activity coefficient of the cadmium in both amalgams referred to in the preceding 
paragraph, taking pure solid cadmium as the standard state. 

What is the free energy of transfer of I g. atom of cadmium from the saturated 
to the more dilute amalgam at 25® C? 

12. Show that for a nonideal liquid mixture, the free energy of mixing per mole 
is given by AF = NiFTlnai + HaFTln a 2 , the standard states being the pure 
liquids (cf. Exercise 24, Chapter XIV). Suggest how the free energy of mixing 
may be determined for a mixture of (i) two liquid metals, (ii) two volatile liquids. 

13. Utiiiring the results of the preceding exercise and of Exercise 24, Chapter 
XIV, justify the use of the term “excess free energy of mixing” for the quantity 

— NiFT'in 7 i + N 2 FTln 72 , which is a measure of the departure of the 
system from ideal behavior, for a given external pressure and composition. Show 
that the corresponding heat change Aif^ is actually equal to the heat of mixing, 
at the specified composition [cf, Scatchard, et al.rJ, Phys. Chem,, 43, 119 (1939); 
/. Am, Chem, Soc,, 60, 1278 (1938); 61 , 3206 (1939); 62, 712 (1940)']. 
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The following partial vapor pressure data were obtained for a mixture contain- 
ing equimolecuiar amounts of etbanol(l} and chIoroform(2): 


59.3 (102.8) 
217.7 (295.1) 


55'^ C ■' ' 

(172.8) 166.3 (279.9) mm. 

(433.5) 438.9 (617.8) mm. 


The figures in parentheses in each case are the vapor pressures of the pure liquids. 
Assuming the vapors to behave as ideal gases, calculate (i) the free energy, (ii) the 
excess free energy, (iii) the heat, of mixing per mole of the equimolar mixture at 
45° C. (Use a form of the Gibbs-Heimholtz equation to derive AiJ from AF; the 
total pressure may be supposed to be constant.) 

14. Consider equations (38.33) and (38.24) and hence indicate how ai/Ni for 
mercury could be determined directly, by a graphical method, from the e.m.p. 
data on the thallium amalgam cells in Table XXVII. 

15. The following e.m.f. results were obtained in measurements on cells with 
potassium amalgam electrodes at 25° C; in each case one electrode consisted of 
an amalgam in which the mole fraction of potassium (nJ) was 0.01984, while the 
composition (N 2 ) of the other was varied: 


N2 

E 

- N2 . ■ 

■' E 

0.000472 

0,13066 volt 

0.01301 

0.02359 

0.000917 

0.11267 

0.01628 

0.01191 

0.002620 

0.08281 

0.01984 

0 

0.003272 

0.07618 

0.02252 

- 0.00844 

0.008113 

0.04421 

0.02530 (sat.) 

~ 0.01733 


[Armbriister and Crenshaw, J. Am, Chem, Soc,^ 56, 2525 (1934)]. Determine 
the activity and activity coefficient of the potassium in each of these amalgams 
at 25° C. Utilize the result of the preceding exercise to determine the same 
quantities for the solvent (mercury). Indicate the standard state employed in 
each case. 

16. Prove that if a solute is distributed between two immiscible solvents (I 
and II), the ratio of the activities in the two solvents, i.e., ai/au, should be con- 
stant at constant temperature and pressure. Show that this result is the basis of 
the Nernst distribution law, i.e., ci/cu (or mi/mn) is constant for dilute solutions. 

17. By using the results of the preceding exercise, propose a method for de- 
termining the activity coefficient in solvent I of a solute whose activity at various 
molalities is known in solvent II. Indicate the nature of the standard state 
employed. 

18. The freezing points of three glycerol solutions in water are — 1.918° C for 
1.0 molai, — 3.932° C for 2.0 molal and — 10.58° for 5.0 molal. Determine the ac- 
tivities and activity coefficients of the water in these solutions on the basis of the 
usual standard state, and consider the departure from RaoulUs law. The vapor 
pressure of pure (supercooled) water at — 1.92° C is 3.980 mm,; wffiat would be 
the aqueous vapor pressure of the 1.0 molal glycerol solution at this temperature? 

19. Show that for a dilute solution, the vapor of the solvent behaving ideally, 


where FJ is the molar volume of the pure solvent at temperature T and 1 atm. 
pressure. If the solution is dilute then show that IIF; == {n^/n^ET^ where ni 
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and are the numbers of moles of solvent and solute, respectively (H. N. Morse, 
1905). At 20® C, the vapor pressure of 0.9908 molal mannitol solution in water 
is 0.3096 mm. below that of pure water (17.535 mm.). Estimate the osmotic 
pressure of the solution, utilizing both the relationships just derived [Frazer, 
Lovelace and Eogers, /. Am. Chem. Soc., 42, 1793 (1920)]. The density of water 
at 20° G is 0.99823 g. cc."'L 

20. From the results of Exercise 19, show that it is possible to derive the 
van^t Hof osmotic pressure equation HF = RT for a very dilute solution; F is 
the volume of solution containing 1 mole of solute. 

21. Derive a general relationship between the osmotic pressure of a dilute solu- 
tion and its freezing point depression. What form does it take for a very dilute 
solution? 

22. Give the complete derivation of equation (37.8). 

23. Show that the variation with temperature of a 2 , the activity of the solute 
in terms of molality, is given by 

/ dlnaA 

\ dT )p,n '^ RT^ \ 

where is equal to the partial molar heat content in the infinitely dilute solution. 

24. Show that the partial molar entropy S* of a solute at high dilution is 
related to the value in the standard state 5$ by the expression S* — 5° = — R In m*, 
where m* is the molality of the dilute solution. Hence prove that the partial 
molar entropy of a solute approaches an infinitely large value at infinite dilution. 
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SOLUTIONS OF ELECTROLYTES 

39. Activities anb Activity Coefficients 

39a. Mean Activities of Eiectroi 3 rtes.— The treatment of activities in the 
preceding chapter has referred in particular to solutions of nonelectrolytes, 
but since the activity concept has probably found its most useful application 
in connection with the study of electrolytes, the subject merits special con- 
sideration, Certain modifications, too, are desirable in order to allow for 
the presence of ions in the solution. For solutions of electrolytes, the 
standard state of each ionic species is chosen so that the ratio of its activity 
to its concentration becomes unity at infinite dilution, at 1 atm. pressure 
and the temperature of the solution.^ The ionic concentration may be ex- 
pressed in terms of the mole fraction, the molality or the molarity, just as 
for nonelectrolytes (cf. § 37b). The mole fraction is rarely used, almost the 
only case being that in which an attempt is made to calculate the correspond- 
ing activity coefficient of an ion from theoretical considerations (Chapter 
XVII), As a general rule, activities of ions are given in terms of molalities, 
and this standard state will be adopted for the present. The postulate is, 
therefore, that the activity of an ion becomes equal to its molality at infinite 
dilution. 

Consider an electrolyte, represented by the formula Mv^A;,^, which ion- 
izes in solution to yield the number of positive ions of valence 
and negative ions A""”, of valence 0-; thus, 

The chemical potentials of each of these ions is given by the general equa- 
tions [cf. equation (31.2)] 

= M+ + RT In a 4 . and - p!L + RT In a_, (39.1) 

where ^ 4 - and are the chemical potentials, and and a_ are the activities 
of the ions and A^"", respectively, in the given solution. The chemical 
potential of the electrolyte as a whole, represented by iU 2 , is given by 

g2 - nl + RTlna^, (39.2) 

where is the activity of the solute. For a sh:ong electrolyte the chemical 
potential g 2 may be taken as equal to the sum of the chemical potentials of 

^ G. N. Lewis and M. Randall, ^Thermodynamics and the Free Energy of Chemical 
Substances/^ 1923, pp. 326 et seq.; J. Arn. Chem. 8oc., 43, 1112 (1921); see also, Adams, 
Chem. Rev., 19, 1 (1936); Goranson, J. Ckem. Pkys., 5, 107 (1937). 
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the constituent ions; thus, 

fxo “ (39,3) 

Similarly, the standard state of the strong electrolyte as a whole may be 
chosen so that its chemical potential fi 2 in that state is equal to the sum of 
the chemical potentials of the ions in their respective standard states; hence, 

/x| = v+fjL+ + (39.4)j^ 

Substituting the values of ju+, pe- and /xsj given by equations (39 J) and (39.2), 
into (39.3), and utilizing (39.4), it is found that 


p^RT In a+ + pJRT In = RT In Ua, 

= U2. 


(39.5) 


This relationship is frequently employed to define the activity a% of a strong 
electrolyte in terms of the activities of the constituent ions. 

If the total number of ions produced by one molecule of an electrolyte, 
i.e., pj^ + p^, is represented by p, then the mean ionic activity a± of the elec- 
trolyte is defined by 

ai = (39.6) 

and hence, by equation (39.5), 

a 2 = oi. (39.7) 

The activity of each ion may be written as the product of its activity 
coefficient 7 and its concentration; if the latter is expressed in terms of the 
molality m, it follows that 


so that 




7 + 


: Oj- 


and 

and 


7-W_, 




(39.8) 


it being understood that the activity coefficient 7 is really 7 ^, as defined in 
§ S7b, III C. The mean ionic activity coefficient 7 ± of the electrolyte, given 
by 

= (39.9) 

can consequently be represented by 


7 ± 


or ■ 




^db 


(39.10) 


where the mean ionic molality of the electrolyte, is defined by 

(39.11) 

For a strong electrolyte, which can be regarded as being completely ionized, 
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a simple relationship may be derived between the mean ionic molality 
and the actual molality m of the solute. In this case is equal to mv^ 
and is equal to hence, 

mi = == (39.12) 

Problem: Determine the mean ionic molality of a 0.5 moiai solution of sodium 
sulfate. 

Since each molecule of Na 2 S 04 produces two Na"^ ions, i.e., v+ = 2, and one 
S07"“ ion, i.e., == 1, the value of is 2m, i.e., 2 X 0.5 == 1, and m- is 1 X m, 

i.e., 0.5, Hence the mean ionic molality m± is given by 

mi — m++mL~ = P X 0.5, 

and since is 1 ^+ + i'- = 3, 

mi == 0.5, m± = 0.794. 

Relationships analogous to those given above may be derived in an 
exactty similar manner for the activities referred to mole fractions or mo- 
larities. As seen in § 37c, the activities for the various standard states, 
based on the ideal dilute solution, can be related to one another by equation 
(37.7). The result is, however, applicable to a single molecular species; 
the corresponding relationships between the mean ionic activity coefficients of 
a strong electrolyte, assumed* to be completely ionized, are found to be 

= 7«(1 + O.OOlmMO = 

Po 



- Q.QQlciifs 

Po 


(39.13) 


where m is the molality and c is the molarity of the electrolyte; Mi and 
are the molecular weights of the solvent and solute, respectively, and v has 
the same significance as before, i.e., + v-. At infinite dilution the three 

activity coefficients tn, jm and yc are, of course, identical, each being equal 
to unity, and for dilute solutions the values do not differ appreciably. 

In the experimental determination of activity coefficients of strong 
electrolytes, by the methods described below, the molalities, etc., of the 
ions are taken as the stoichiometric values, that is, the total possible mol- 
ality, etc., disregarding incomplete dissociation. For example, in the last 
problem, the molalities of the sodium and sulfate ions in the 0.5 molal 
solution of sodium sulfate were taken as exactly LO and 0.5, respectively, 
without allowing for the possibility that the salt may be only partially dis- 
sociated at the specified concentration. The activity coefficients obtained 
in this manner are called stoichiometric activity coefficients; they allow for 
all variations from the postulated ideal behavior, including that due to 
incomplete dissociation. If the treatment is based on the actual ionic mol- 
alities, etc., in the given solution, as in the Debye-Hiickel theory (Chapter 
XVII), there is obtained the true (or actual) activity coefficient. The ratio 
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of the stoichiometric to the true activity coefficient is equal to the degree of 
dissociation of the electrolyte. 

39b. Activities from Freezing Point Measurements. — ^The method of de- 
termining the activities of electrolytes based on measurements of the freezing 
points of solutions is capable of great accuracy over a considerable range of 
concentration. It has been used particularly for studying dilute solutions 
where other methods are less reliable. The procedure is based funda- 
mentally on the determination of the activity of the solvent, which is then 
converted into that of the solute by a form of the Gibbs-Duhem equation, 
employing the same principles as were used in § 38f. 

In § 38c, an expression of the form [cf. equation (38.11)3 

— • din ai = " ' nm 2 (-^0 + + c&^ + * * ‘)dd, (39.14) 

ivi 0 

where 6, c, etc., are constants, was derived for the activity of the solvent in 
a solution at its freezing point; this will now be utilized to obtain the activity 
of the solute. By the Gibbs-Duhem equation (38.28),* 


d ln a 2 = — ~ d In ai 
N2 

==:— —dlnui, (39.15) 

^2 

where ui and n 2 are the numbers of moles of solvent and solute, respectively. 
If the molality, i.e., the number of moles of solute per 1000 g. solvent, is m, 
then n 2 may be set equal to m, and at the same time ni becomes 1000/Mi, 
where Mx is the molecular weight of the solvent. f Hence, equation (39.15) 
becomes 

dlna2 = — ^^^^ dln Ui. (39.16) 

mMi 


Combining this result with equation (39.14) it is found that at the freezing 
point of the solution, at a pressure of 1 atm., 


d In a 2 “ 


RTl \Mi Mx'^ m 


(39.17) 


The primed symbol a 2 is used because the results refer to different tempera- 
tures for solutions of differing concentrations; subsequently (§ 39c), the 
results will be adjusted so as to apply to the same temperature for all 
concentrations. 


* For an electrolyte solution, the exact form of this equation is Nid In ai-f- UNid! In ~0, 
where the summation is to be taken over every solute species ionic and nonipnic, present 
in the solution. Using equation (39.5) for a strong electrolyte, this becomes identical with 
the expression used here. 

t For aqueous solutions 1000/Mi is 1000/18.016, i.e., 55.51 moles; this figure is fre- 
quently encountered in the literature of solutions. 
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Since La is the molar heat of fusion of tlie pure solvent at its freezing 
point, at 1 atm., RTqMi/IOOOLo is exactly equivalent to the molal freezing 
point depression constant X, defined by equation (36.12) ; hence equation 
(39.17) becomes 

, . / do , Ode . 

c/lna2==; — + a — , (39.18) 

\m m 

where, for brevity, o: is defined by 


1000 

RTUL 


(b + 3 ). 


etc., may be 
Utilizing the 
- 293.16^ K, 


For dilute solutions, e.g., less than 1 molal, the terms cOj 
neglected, so that a is a constant for the particular solvent, 
data for water given in § 38c, i.e., Lo = 1438 cal. mole“b To 
and ACp - 9 cal. deg.”^ mole““S a. is found to be 5.7 X 10“^. 

Adopting the standard state for the electrolyte given in § 39a, the activity 
€h may be replaced by [equation (39.7)], so that In a 2 is equal to p In a±; 
hence, from equation (39.18), 

,, / do , Odd 

a In a± = h a — , 

v\m vm 


(39.19) 


whereV is the total number of ions produced by one molecule of electrolyte 
in solution. The evaluation of the mean activity a± of the electrolyte re- 
quires the integration of equation (39.19); the devices used for this purpose 
will now be described. 

A function j is defined by 

j = ( 39 . 20 ) 

v\m 

which approaches zero as m approaches zero, i.e., with decreasing concen- 
tration.* Upon differentiation of this expression, recalling that v and X are 
(jonstants, the result is 

^ 0dm __ do 

vKvf v\m 




dm 


m 


so that 


do .. .. dm 

_ = (1 — 
vXm 


do 

vkm ^ 

- dj 


m 

— (1 j)d In m ~ dj. 

Combination with equation (39.19) then gives 

d In a± = (1 — j)d In m — dj + a' 


vm 


(39.21) 


*For an electrolyte producing v ions, equation (36.11) becomes B = v\m as infinite 
dilution is approached; hence B/v\m approaches unity and j becomes zero as m decreases 
toward zero. 
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By equations (39,10) and (39.12)/ 

Invi = In a^ — In m — In 

vSO that 

d In = d In a^, — d In m. 
Hence equation (39.21) becomes 
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d In Yi = jd In m — dj + a 


pm 


(39.22) 


(39.23) 


Since yL is equal to unity at infinite dilution, ie,, when m is zero, in accord- 
ance with the choice of the ionic standard states, it follows upon integration, 
Tecalling that i = 0 when m = 0, that 


In yL - rjdlnm + - T 

Jo r Jo 


■d&. 


m 


(39.24) 


The integrals in equation (39.24) may be evaluated by plotting i, ob- 
tained from freezing point measurements, against In m, for the first, and by 
plotting d/m against dj the freezing point depression, for the second, and 
determining the areas under the respective curves. For solutions less con- 
centrated than about 0.1 molal, the second integral is usually negligible, and 
if the concentration is less than about 0.01 molal, the first integral may be 
evaluated in a simple manner by utilizing the empirical relationship between 
the function j and the molality m, viz.,^ 


j = (39.25) 

where A and x are constants for a given electrolyte.* These constants are 
obtained from experimental values of the freezing point depression at various 
molalities, j being given by equation (39.20). Upon inserting equation 
(39,25) into (39.24), and neglecting the last term, it is found that 



— A I m^d In m — Am^ 

^ Jo , ' 


__ A ( t + 1) 

X 


(39.26) 


so that the activity coefficient at any molality less than 0.01 can be calculated. 

The use of equation (39.25) to evaluate the first integral in (39.24) is not 
too accurate, and in any case it fails at concentrations exceeding 0.01 molal. 
A more reliable procedure is to determine the integral graphically. Instead 
of plotting j against In or j/m against m, it is preferable to change the 

^ Lewis and Linbart, /. Am, Chem, Soc,, 41, 1961 (1919). 

* ilccording to the Debye-Hiickel theory (Chapter XVII), A should be 0.375 for all 
uni-univalent strong electrolytes in aqueous solution at 0"^ C; x should be exactly 0.6 for 
all strong electrolytes. 



39c 


384 


SOLUTIONS OF ELBCTEOLYTES 


variable from m to thus, 

r”‘jdlnm=2r 

t/o t/o 


m- 


1/2 




(39,27) 


so that the required result is obtained by plotting against 

39c, Corrections for More Concentrated Solutions.— As seen above, for 
solutions less concentrated than about 0.1 molal the second integral in 
equation (39.24) may be neglected. For more concentrated solutions, how- 
ever, this integral must be determined graphically and its value included. 
For such solutions another factor must also be taken into consideration: since 
the freezing point varies with the concentration, the results do not hll refer 
to the same temperature. It is necessary, therefore, to apply a^correction 
involving the relative partial molar heat content of the solvent ii, i.e., the 
differential heat of dilution, for the given solution. If the concentration is 
less than approximately 0.1 molal, this correction is found to be very small, 
so that the values of the activity coefficient of the solute, as given by equa- 
tion (39.24), will also represent the results at any temperature not too far 
removed from the freezing point of the solvent, e.g., 25® C for aqueous 
solutions. 

For more concentrated solutions, allowance can be made for the varia- 
tion of the activity coefficient with temperature, by utilizing equation 
(38.15), viz., 


(39.28) 


By definition (§ 38c), Li is equal to — H\i, where Bi is the partial molar 
heat content of the solvent in the solution, and ifiz is the molar heat content 
of the pure liquid solvent, which has been chosen as the standard state for 
this constituent. Upon differentiation with respect to temperature, at con- 
stant (1 atm.) pressure, it is found that 


( 




PI 




(39.29) 


where Cpi is the partial molar heat capacity of the solvent in the solution 
and_C)pi is j;he molar heat capacity of the pure solvent,* at 1 atm. pressure. 
If Cpi — ^I'is approximately constant over a small temperature range, 
e.g., from T to T", it is possible to integrate equation (39.29) so as to yield 


It - Ll = {Cpt - C°Pt)iT ~ T"). 


(39.30) 


If the value of Lt given by equation (39.30) is inserted in (39.28) and the 
integration carried out, the result is 


In 


Ol 

a'l 


, _ I'LiT’ - r) {Cpt - €%0 ( T" - 
BT'f B \ r 


r 


In 


'El\ 

T }’ 


(39.31) 


* The partial molar notation is not strictly necessary in this case, but it is employed for 
the sake of consistency (of, full treatment in § 44j). 
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where T represents the freezing point of the solution, and F' is the uniform 
temperature, e.g., 25° C, to which the activities are to be corrected. If the 
value of Li and its variation with temperature, Le,, Cpi — for the 

given solution are known, the right-hand side of equation (39.31) can be 
readily calculated; In (a![/ai) may, therefore, be regarded as known, and for 
simplicity the symbol X will be used to represent this quantity, viz., 


X = In 


a'l 


(39.32) 


transformation of equation (39.31) or (39.32) to give the activity of 
the solute is now made, as before (§ 39b), by means of the Gibbs-Duhem 
equation. If a 2 is the activity of the electrolyte at the standard reference 
fempcratoe r", then by equation (39.16), 


d In a2 


1000 

mMi 


d In a?, 


(39.33) 


where Mi is the molecular weight of the solvent. By definition [^equation 
(39.32)3, In a'i — In a[ is equal to X, and so it follows that 

d In al — d In a[ = dX, 

and hence equation (39.33) can be written as 


d In a 2 


1000 

mMi 


din a[ 


1000 

mMi 


dX, 


(39.34) 


Since a[ here refers to the freezing point of the solution, it is equivalent to 
ai in equation (39.14), and hence, utilizing (39.16), the first term on the right- 
hand side of (39.34) may be replaced by (39.18), giving 


d In a 2 


do , 6dd 

— ^ a - — 
m 


1000 

mMi 


dX. 


Recalling the postulate that Inua is equal to y^Inai C^quation (39.7)3, 
follows that 


, , d$ . 0d$ 

d In a± — b o; — 

vAin pm 


1000 


vmMi 

(1 — f)d In m — di + a 


dX 


BdB 1000 


vm 


vmMi 


dX.. 


(39.35) 


Upon subtracting d In m from both sides, it is evident that the left-hand side 
becomes d In [equation (39.22)3, whereas the right-hand side, with the 
exception of the last term, is equal to d In 7 ±, by equation (39.23). Hence, 
equation (39.35) may be written as 


/ 


1000 
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Since the activity coefficient of the solute, at any temperature, is taken a& 
unity at infinite dilution, when m is zero, it follows upon integration that 

In7± = ln7± - ^ r- dX, (39.36) 

>Mi Jo m 

which is the expression for correcting the activity coefficient obtained 
from equation (39.24), to that, at a standard temperature. The integral 
in equation (3^36) is evaluated graphically by plotting 1/m against the 
corresponding values of X, as obtained from equation (39.31), and measuring 
the area under the curve up to the point corresponding to a given molality. 
The results obtained for sodium chloride, at concentrations of 0.1 molal and 
greater, are reproduced in Table XXX,^ It is seen that the correction term 
is negligible at 0.1 molal, but it increases as the concentration increases. 

TABLE XXX. ACTIVITY COEFFICIENTS OF SODIUM CHLORIDE PROM PREEZINO 
POINT MEASUREMENTS 


m 

7' 

7 (at 25° C) 

0.1 

0.798 

0.798 

0.2 

0.750 

0.752 

0.5 

0.682 

0.681 

1.0 

0.630 

0.650 

2.0 

0.613 

0.661 

3.0 

0.627 

0.704 

4.0 

0.657 

0.765 


If the value of 7 ± given by equation (39.24) were strictly applicable at the 
freezing point of the solution, it would be a relatively simple matter to adjust the 
results to a standard temperature, e.g., 25®, by making use of an expression 
analogous to equation (39.28) involving aa and 1^2, i*e., j ?2 — Sl^ which is the 
partial molar heat content of the solute in the solution relative to the value at 
infinite dilution [cf. equation (44.31)3. Actually, the corrections obtained in this 
manner are a satisfactory approximation in many cases, provided the solutions are 
not more concentrated than about 1 moIaL It should be noted, however, that 
although equation (39.23) gives d In Yi ^t the freezing point of the particular 
solution, the value of obtained after integration [equation (39.24)], is a 
kind of mean value for the temperature range from the freezing point of the solvent 
to that of the solution.* The treatment which resulted in equation (39.36) allows 
for this fact. An alternative method of applying the temperature correction is, 
therefore, to employ the latter equation, using graphical integration, to adjust 
the values of to give at 0° C. The temperature range is quite small and 
the integral can be evaluated with greater accuracy than is possible when the 
standard temperature is taken as 25®. Having now obtained the activity coeffi- 
cients for ail the solutions at 0® G, it is a relatively simple matter to correct the 
values to 25® by making use of the appropriate form of equation (39.28) or (39.31), 

» Lewis and Eandali, ref. 1. 

* It may be ix)inted out, for the sake of clarity, that this does not apply to In a, in 
equation (3^12), which gives the activity of the solvent at the actual freezing point of the 
solution; consequently, T' in equations (38.15), (39.29) and (39.31) represents this temper- 
ature. 
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with L 2 and Gp 2 . For work with concentrated solutions in which considerable 
accuracy is desired, this method is preferable to any other.'* 

The amount of reliable data available for the purpose of correcting ac- 
tivity coefficients obtained from freezing point measurements is not large. 
The freezing point method has thus been mainly used for the study of dilute 
solutions. 

39d. Activities from Boiling Point Measurements- — ^Just as equation 
(39.24) for the mean activity coefficient of an ionic solute was obtained 
from (39.14), which gave the activity of the solvent in teims of the freezing 
point depression, so it is possible to derive an expression exactly analogous 
to equation (39.24) from (38.19) which relates the activity of the solvent to 
the rise of boiling point. The correction for temperature differences can 
be made in the same manner as described above, by using equation (39.36) ; 
the procedure is completely general for adjusting activity coefficients to a 
standard temperature. However, as indicated earlier, in actual practice 
the activity coefficients measured at several temperatures, by using boiling 
point elevations obtained at various external pressures, have been employed 
to calculate relative partial molar heat contents (cf. § 44g).® 

39e* Activities of Electrol 3 ii:es by the Isopiestic (Isotonic) Method. — One 
of the simplest methods for determining activities of electrolytes, provided 
the solutions are not too dilute, is based on a comparison of vapor pressures. 
If two (or more) solutions of different electrolytes in the same solvent are 
placed in an evacuated space, the solution of higher vapor pressure, i.e., 
higher fugacity (or activity) of the solvent, will distil over into that of lower 
vapor pressure until, when equilibrium is attained, the solutions will all have 
the same vapor pressure (and fugacity). Such solutions are said to be 
isopiestic or isotonic, the solvent having the same activity in each, - Suppose 
one of these solutions contains a reference substance whose mean ionic ac- 
tivity coefficients at a number of molalities have been determined by a suit- 
able method; it is then possible to calculate the activity coefficients in various 
solutions of other electrolytes. 

For any experimental solute, equation (39.16), based on the Gibbs- 
Duhem equation, may be written as 


mMi 

1000 


d In a 2 = — d In ai, 


and since, from equation (39.7), d In a 2 is equal to vd In a±, it follows that 


vmMi 

1000 


d In a^ 


d In ai, 


(39-37) 


where a± is the mean activity of the ions in the solution of molality m, and 

* Lewis and Eandall, ref. 1; see also, Randall and Young (L. E.), /. Am. Chem. Soc., 
SO, 989 (1928); Young (T. F.), Chetn. Rev., 13, 103 (1933). 

® Saxton and Smith, J. Am. Ckem. Soc., 54, 2625 (1932); Smith, et al., ibid., 61, 600, 
1123 (1939); 63, 1351 (1941). 
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ai is the activity of the solvent. Similarly, for a reference eIectrol 3 i;e, whose 
molality and mean ionic activity are indicated by the subscript », 

d In da = - d In ai. (39.38) 

If the solutions of the experimental and reference substance are isopiestic, 
the activity of the solvent is the same in each case, and hence it is possible 
to equate (39.37) and (39.38) ; thus, 

== vu'mnd In 

According to equation (39.22), d In a± may be replaced by d In m + d In 74-, 
i.e., by d In my±, and similarly for d In ; hence, 

vmd In 7ny^ == vumud In mR7E, (39.39) 

where 7 r is the mean activity coefficient of the ions in the reference solution. 

The subsequent procedure is quite general, but in order to simplify the 
representation it will be supposed that the two electrolytes are of the same 
vi^ence type, so that v and vb, are equal; equation (39,39) then becomes 

md In my^ = rtiBjd In mR7R, 

and upon rearrangement it is readily found that 

d In 7 ± = d In 7 r + d In — + f — ~ 1 d In mE 7 R 

m \ m / 

~ d In 7 r + d In r + (r — l)d In mE7R, (39.40) 

where r is written for the ratio of the molalities ntu/m of the two isotonic 
solutions. Further, since mR7R is equal to ur, 

^^1/2 

d In mR7R = d In Ur = 2 , 

and so equation (39.40) becomes upon integration 

In 7± = In 7 r + In r + 2 j — da^^, (39,41) 

do 

since 7i: and 7 r are both unity, and hence In 7± and In 7 r are both zero, 
at infinite dilution when m and Mr are zero. Since 7 r or aR is supposed to 
be known at various molalities mr, the integral in equation (39.41) can be 
evaluated graphically by plotting (r — l)/a^^ against It is then pos- 
sible to determine the area under the curve from equal to zero up to the 
point corresponding to the solution of molality mr which is isopiestic with 
the experimental solution of molality m. All the information is then avail- 
able for deriving In 7± for the experimental solution by means of equa- 
tion (39.41).® 

® Robinson and Sinclair, /. Am. Ckem. Soc.^ 56^ 1830 (1934). 
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The Osmotic Coefficient and Activity Coefficient. — method for 
determining the activity coefficient of electrolytes either directly from the 
vapor pressure of the solvent, or by the isopiestic comparison method, is 
based on the use of the osmotic coefficient of the solvent. The chemical 
potential of a solvent in a solution may be expressed in terms of its activity 
Oi or its activity coefficient by 


Ml ”■ Ml "h -BIT In Oi = -|- RT in NiTi, 


(39.42) 


where Ni is the mole fraction of the solvent. The chemical potential may 
also be stated in terms of the rational osmotic coefficient g,* defined by 


Ml = Ml "t" In Ni, 


(39.43) 


where g approaches unity at infinite dilution. For reasons which will appear 
shortly, another coefficient, known as the practical osmotic coefficient <t>, is 
defined by 

Ml 


Ml = Ml 


<t>RT 


1000 


Ewi, 


(39.44) 


where refers to the sum of the molalities of all the ions present in the 
solution. For a single electrolyte, one molecule of which yields v ions in 
solution, is equal to vm, where m is the molality of the electrolyte, 
and hence equation (39.44) becomes 


„ _ „o , pm vmMi 
Mi-Mi-4.i2r— • 

Comparison with equation (39.42) then gives 

vmMi 


In Ui ~ 


1000 ’ 


(39.45) 


(39.46) 


which relates the activity of the solvent to the practical osmotic coefficient. 

The connection between the two osmotic coefficientSj defined by equa- 
tions (39.43) and (39.45), is 


^ ==’ 


1000 

vmMi 


g In Ni. 


(39.47) 


If the solution is dilute, Ni is close to unity, In Ni is approximately equal to 
Ni — 1 and hence to — N 2 , where N 2 is here the total mole fraction of the 
ions present in the solution. It can be readily shown that this is related to 
the molality of the electrolyte [cf. equation (37.5)] by 


N 2 = 


vmMi 


vmMi + 1000 


* The term ^-osmotic coefficient” originates from the fact that it is virtually equivalent 
to the ratio of the actual to the ideal osmotic pressure of the given solution (see Exercise 17). 
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and hence 


In Ni 


vmM I 
1000 ’ 


the last approximation being justified by the fact that the solution is dilute. 
If this result is substituted into equation (39.47), it is seen that and g are 
equal; in other words, the rational and practical osmotic coefficients are 
identical in dilute solutions. 

The immediate importance of the practical osmotic coefficient of the 
solvent lies in its relationship to the mean activity coefficient of an electro- 
lyte. From equation (39.37), 

, ' vmMi ,, 

dlnai=- -^j^^dlna±, 

and, on the other hand, differentiation of (39.46) gives 


d In ai 


vM\ 

Togo 




(39.48) 


Combination of these two expressions for d In Oi leads to the result 

md\a.a± — 7nd<i>. 

Again, as before, d In a± is equal to d In m -|- d In 7 ±, by equation (39.22), 
and so (39.48) becomes 

d In = (<^^ — l)d In m -f- d(^), (39.49) 

which gives the mean ionic activity coefficient at the molality m in terms 
of the osmotic coefficient. 

39g. Determination of Activity Coefficient from Osmotic Coefficient. — 
Although, in principle, equation (39.49) provides a method for determining 
activity coefficients, the details require consideration. The osmotic coeffi- 
cients, in the first place, are determined from vapor pressure measurements. 
The activity Oi of the solvent in a given solution is equal tofi/fl, by equation 
(31.5), or, approximately, to pi/p? [cf. equation (38.1)], where pi is the 
vapor pressure of the solvent over the solution and p? is that of the pure 
solvent at the same temperature. Hence, by equation (39.46), 


In 


n 

P° 


vmMi 
^ 1000 ’ 


,p Si — 


1000 , Pi 

vmMi p?’ 


(39.50) 


so that the practical osmotic coefficient can be derived simply from vapor 
pressure measurements. 

''Bjerrum, Z. Elek., 24, 321 (1918); Z. phys. Chem., 104, 406 (1923); see also, H. S. 
Harned and B. B. Owen, “The Physical Chesnistiy of Electrolytic Solutions,” 1943, pp. 13, 
287 et seq. 
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In order to determine 7=fc by combining equation (39.50) with (39.49), 
a function A is defined by 

A = 1 - <t>, (39.51) 

which becomes zero at infinite dilution when 4) is unity (see below). Hence, 
equation (39.49) may be written 

d In = — M In m — dh. (39.52) 

At infinite dilution, i.e., when m is zero, both A and In 7 ± are zero, so that 
integration of equation (39.52) gives 

In 7 ^ == — I hd In m — h. (39.53) 

■■ Jo 

This expression is seen to resemble the first two terms of equation (39.24) 
with A, defined by (39.51)^ replacing i, defined by (39.20). Although h and 
j become identical at infinite dilution, as will be shown below, there is an 
important difference between these two functions and hence between the 
activity coefficients derived from them. Whereas j applies to the freezing 
point of the solution, h refers to the particular temperature, e.g., 25° C, at 
which the osmotic coefficient is determined, e.g., from vapor pressure 
measurements. 

As in the case of the analogous integral in equation (39.24), that in 
(39.53) is best evaluated by changing the variable to [cf. equation 
09.27)], so that (39.53) becomes 

In 7 ± = - 2 r' - h. ' (39.54) 

Jo wi' 

The values of are then plotted against and the area under the 

curve from zero to is determined, for any given molality w. Since 
and hence hj can be obtained from actual vapor pressure measurements on a 
solution, it is possible by means of a series of such measurements, extending 
to high dilutions, to determine the mean ionic activity coefficient in any 
solution up to the highest concentration studied.® 

In dilute solutions, the last term in equation (39.24) is negligible, and, 
as seen earlier, the results given by the first two terms are independent of 
temperature. It is thus possible to compare the first two terms of equation , 
(39.24) with (39,53), which is applicable at all concentrations; it is seen that 
at high dilutions, therefore, 

j = h 1—0, 

so that hf like j, must become zero at infinite dilution. Upon introducing 

* EajQdall and White, /. Am, Chem. Soc., 48, 2514 (1926). For an alternative method 
of applying the Gibbs-Duhem equation, see Randall and Longtin, J, Phys, €kem,j 44, 806 
(1940); Randall, Libby and Longtin, ihid,^ 44, 313 (1940). 
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the value of j given by equation (39.20), it follows that in dilute solutions 


<l>^ — 

vKm 


The osmotic coefficient, which is equal to the ratio of the actual osmotic 
pressure to the ideal value, is then equal to the ratio of the observed freezing 
point depression 0, to the ideal (infinite dilution) value v\m. 

In the foregoing method the mean ionic activity coefficient of the solute 
has been calculated from actual vapor pressure data. If the osmotic co- 
efficients for a reference substance are known over a range of concentrations, 
the activity coefficients of another electrolyte can be derived from isopiestic 
measurements, without actually determining the vapor pressures. If m, ^ 
and V refer to an experimental electrolyte and ma, (^a and vn apply to a 
reference electrolyte which is isopiestic (isotonic) with the former, then by 
equation (39.46) 

4>vm = ^arama. 


since the activity of the solvent must be the same in the isopiestic solutions ; 
hence. 


v&mR 

vm 


<^R. 


(39.55) 


As the osmotic coefficient ^ for the reference substance at the molality ma 
is known, the value of <l> at the isopiestic molality m of the experimental 
electrolyte can be determined by means of equation (39.55). If the results 
are obtained for a series of concentrations of the latter, the activity coeffi- 
cient at any molality can then be calculated from equation (39.54), as de- 
scribed above.® 

39h. Activity Coefficients from E.M.F. Measurements. — ^The methods 
described so far for the determination of the activity coefficients of electro- 
lytes are really based on measurements of the activity of the solvent, e.g., 
by freezing point depression, elevation of boiling point or vapor pressure, 
and their transformation by means of the Gibbs-Duhem equation. The 
procedures now to be considered give the mean ionic activity coefficients of 
the electrolyte directly. They depend on the use of suitable galvanic cells 
containing solutions of the substance being studied.^ The first method 
requires the construction of a cell in which the reaction involves the forma- 
tion of that substance at the activity in the solution. Consider, for example, 
the cell 

Pt, H 2(1 atm.) I HCl(m) 1 AgCl(s), Ag, 

*Cf. Scatcliard, Hamer and Wood, J. Am. Chem. Soo., 60, 3061 (1938); Eobinson and 
Hamed, Chem. Rev., 28, 419 (1941). 

“ By uMng activity coefficients obtained from e.m.f. measurements, integration of the 
Gibbs-Duhem equation permits the evaluation of the activity of the solvent (water); cf., 
Newton and Tippetts, J. Am. Cfem. Soc., 58, 280 (1936). 
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consisting of a liydrogen electrode, with gas at 1 atm. pressure, and a silver- 
silver chloride electrode immersed in a solution of hydrochloric acid at 
molality m. In the operation of this cell hydrogen gas dissolves at the left- 
hand electrode, to form hydrogen ions, while silver chloride at the right-hand 
electrode is reduced to form metallic silver, leaving chloride ions in solution; 
thus, the cell reaction is 

|H 2(1 atm.) + AgCl(s) = H+(m) -h Ci-(m) + Ag(s), 

the hydrogen and chloride ions being formed in a solution in which the 
molality of each is w. 

It will be shown in § 45d that since the hydrogen gas, the silver chloride 
and the silver are in their respective standard states of unit activity, the 
E.M.F. of this cell depends only on the activities of the hydrogen and chloride 
ions in the hydrochloric acid solution. The actual value of the e.m.f. is 
given by 

„ ™ BT , . 


E = 


■ In aH+ocr, 


(39.56) 


where R, T and F have their usual significance, and oh"^ and ocr are the 
activities of the ions in the solution contained in the cell; JS® is the standard 
B.M.F. of the cell when the ionic activities in the solution are unity. Utilizing 
the standard state which makes the activity of each ion equal to its molality 
at infinite dilution (§ 39a), aH+ may be set equal to »i+'y+ and ocr to m-v-, 
where m+ and m_ are the molalities and 7 + and 7 _ the activity coefficients of 
the indicated ions. Hence equation (39.56) may be written as 


vo , 

E° — — In m+m- 


• In 7+7— 


(39.57) 


In the present case, 7 + 7 - is equal to 7 ± by equation (39.9), and m+m-., which 
is m+, is in this case also equal to m*, since v+ and v- are both unity [cf. 
equation -(39.12)3, so that (39.57) becomes, after rearrangement, 


E — In m 

F 


(39.58) 


This expression provides a method for evaluating the mean ionic activity 
coefBcient y± in a hydrochloric acid solution of molality m from a measure- 
ment of the i.e., E, of the cell described above; it is necessary, how- 

ever, to know the value of the standard e.m.f. For this purpose the 
data must be extrapolated to infinite dilution, and the reliability of the 
activity coefficients obtained from equation (39.58) depends upon the ac- 
curacy of this extrapolation. Two main procedures have been used for this 
purpose, but both are limited, to some extent, by the accuracy of e.m.f. 
measurements made with cells containing very dilute solutions.^^ 

Hitchcock, /. Am. Chem. Soc.j 50, 2076 (1928); see also, Hamed, et al,j ibid., 54, 1350 
(1932); SS, 2179 (1933); 58, 989 (1936). 
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In order to describe the methods of extrapolation, it will be convenient 
to choose a definite temperature, viz., 25° C. Inserting the known value 
of R and F, converting the logarithms, and taking T as 298.16° K, equation 
(39.58) becomes 

iS: + 0. 1 183 log m - £0 --- 0.1 183 log 7^* (39.59) * 

It will be seen in the next chapter, that by one form of the Debye-Huckel 
theory the variation with the molality of the mean activity coefficient of a 
uni-univalent electrolyte, such as hydroehloric acid, is given by 

log 7 i — “ AVm + Cm, (39.60) 

where ^1 is a known constant, equal to 0.509 for water as solvent at 25° C, 
and C is another constant whose value is immaterial Combination of this 
expression with equation (39,59) and rearrangement yields 

E + 0.1183 log m - 0.0602 Vm = £*> - O.I183Cm. 

The left-hand side of this equation should consequently be a linear function 
of the molality, and extrapolation of the straight line plot to m equal zero 
should give the value E°, which is required for the determination of the ac- 
tivity coefficients. Measurements have been made of the e.m.f.’s of the 
cell under consideration with hydroehloric acid at a number of different 
molalities m. The values of iS -f 0.1183 log w — 0.0602 Vm derived from 
these results plotted against m do not fall exactly on a straight line; never- 
theless, a reasonably accurate extrapolation to m equal zero is possible, 
when it is found that JE® is 0.2224 volt, within a probable accuracy of 0.0001 
volt. Insertion of this value of in equation (39.59) gives 

— 0.1183 log = £ ■+■ 0.1183 log m — 0.2224, 

from which the mean ionic activity coefficient of hydrochloric acid at any 
molality, for which e.m.f. measurements have been made, can be derived. 
Some of the results obtained in this manner are given in Table XXXI.‘® 


TABLE XXXI. MEAN IONIC ACTIVITY COEFFICIENTS OF HYDKOCHLORIC ACID 
FROM B.M.F. MEASUREMENTS AT 25° C 


m 

E 

E + 0.1183 log m 

y 

0.1238 

0.34199 

0.23466 

0.78$ 

0.05391 

0,38222 

0.23218 

0.827 

0.02563 

0.41824 

0.22999 

0.863 

0.013407 

0.44974 

0.22820 

0.893 

0,009138 

0.46860 

0.22735 

0.908 

0.005619 

0.49257 

0.22636 

0.926 

0.003215 

0.52053 

0.22562 

0.939 


♦With R in (int.) joules and F in Cmt.) coulombs, B/2.3026F is -1.984 X 10-<; hence 
2B2’/2.3026F at 25° C, i.e., 298.16° K, is 0.1183. 

“Earned and Ehlers, J. Am. Chem. Soc., 54, 1350 (1932). 
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The second method of evaluating also makes use of the Debye-Hiickel 
equation, but this time in a form which is more applicable to dilute solu- 
tions, viz., 

log — — , 

1 -}- &B4m 

where A is identical with that in equation (39.60) ; d and B are constants, 
the actual values of which are not required for the present purpose. If this 
expression is substituted in equation (39.59) the result is 

E -1- 0.1183 log = , (39.61) 


1 + &B4m ^ 


Upon 


taking -4, as before, as equal to 0.509 for water as solvent at. 25° C. 
rearrangement, equation (39.61) becomes 

£ + 0.1183 log m - 0.0602Vm = £<> _ (£ + 0.1183 log m 

and hence the plot of the left-hand side against (E + 0.1183 log m — £®) Vm 
should be a straight line, the intercept for m equal zero giving E^, It will 
be noted that for this purpose it is necessary to use a preliminary value 
of E^, Employing the same e.m.f. measurements as before, E^ was found 
to be 0.2225 volt. It is difficult to say whether this result is to be preferred 
over that obtained above, but the difference is not considerable; the effect 
on the activity coefficient does not exceed 0.002.^^ 

Although the method described above has referred in particular to solu- 
tions of hydrochloric acid, it can be employed, in principle, to determine the 
activity coefficient of any suitable electrolyte. The essential requirement 
is a cell in which each of the two electrodes is reversible with respect to one 
of the ions of the electrolyte (cf. §45a); for example, if the electrolyte is 
then the cell can be represented formally by 

M I solution (m)| A. 

The E.M.F. of this reversible cell is given by the expression (§ 45d) 

RT, 


E :^ E^: 


NF 


In 


170 


NF 


In 


where p is equal to + p^j and AT, the number of faradays associated with 
the formation of 1 mole of the solute in the cell, is equal to pj^^ or to p^^y 
where z+ and are the valences of the respective ions. This equation is 
analogous to (39.58) and, as before, determination of the mean ionic activity 
coefficient from the e.m.f. of the cell requires a knowledge of the standard 

D. A. Maclnnes, ^The Principles of Electrochemistry,” 1939, p. 185; see also, Brown 
and Macinnes, /. Am. Chem, Soc., 57, 1356 (1935). 
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E.M.F., i.a, which is obtained by an extrapolation procedure, as described 
above, 

39i. Activities from Concentration Cells with Transference.— When two solu- 
tions of the same electrolyte, at different concentrations, are brought into contact 
and identical electrodes, which are reversible with respect to one or other of the 
ions of the electrolyte, are inserted in each solution, the result is a “concentration 
ceil with transference/^ A typical ceil of this kind is 

Pt, H 2 (1 atm0| HCl(c0lHa(c)lH2^^a 

consisting of hydrogen gas electrodes with hydrochloric acid solutions of molarity 
c and c', respectively. The dotted line is used to indicate the “liquid junction^^ 
at which the two solutions are in actual contact. 

When this ceil produces 1 faraday of electricity, 1 g, atom of hydrogen gas 
dissolves at the left-hand electrode to yield 1 mole of hydrogen ions, and the same 
amount of these ions will be discharged to yield 1 g. atom of gas at the right-hand 
electrode. At the same time, 4 mole of hydrogen ions will be transferred across 
the boundary between the two solutions in the direction of the current, i.e., from 
left to right, and mole of chloride ions will move in the opposite direction; 4 
and are the transference numbers of the positive and negative ions, respectively, 
their sum being equal to unity. The net result of the passage of 1 faraday of 
electricity is, therefore, the gain of 1 — 4 ? i*®*? mole of hydrogen (positive) 
ions, and mole of chloride (negative) ions in the solution at the right, and their 
loss from that at the left. The accompanying increase of free energy AF is then 
given by 

AF = + t4jiL - M~), (39.62) 

where the ju's are the chemical potentials of the indicated ions in the two solutions. 

Since the transference numbers vary with composition, it is convenient to 
consider two solutions whose concentrations differ by an infinitesimal amount, 
viss., c and c + dc] under these condition, equation (39.62) becomes 

dF = t^(d}x+ + djLt^). 

Utilizing the familiar relationship fii - fjt,^ + ET In Ui for the chemical potential 
of an ion in terms of its activity ai, it is seen that 

dF ss t_(RTd In a+ 4- RTd In a_) 

== - 2t^RTd In (39.63) 

where equal to is the mean activity of the hydrogen and chloride 

ions in the hydrochloric acid of molarity c, and is the transference number of 
the chloride ion in this solution. 

It may be noted that equation (39.63) is actually applicable to any concentra- 
tion cell containing two different concentirations of a uni-univalent electrolyte in 
contact, provided the electrodes are reversible with respect to the positive ion. 
If the electrodes were reversible with respect to the negative ion, e.g., as in the Ag, 
AgCl electrode, the sign would be changed and would be replaced by 4 , 

If dE is the b.m.f. of the cell when the concentrations of the two solutions 
differ by an infinitesimal amount, then by equation (33.36) the free energy change 
dF , for the passage of one faraday, is equal to — FdEj where F is the faraday. 
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Upon equating this result to that given by equation (39.63), it is seen that 


dE = 2t_ — dlna±. 


(39.64) 


The actual e.m.f. of the ceil in which the concentrations of the two solutions differ 
by an appreciable amount can now be obtained by the integration of equation 
(39.64), but as this is not needed for the determination of activities, the procedure 
will not be given here. For the present requirement the mean activity may be 
replaced by the product of the mean ionic molarity, which in this case, i.e., uni- 
univaient electrolyte, is equal to the molarity c of the solution, and the mean ionic 
activity coefficient Yd: ; thus, 


dE = 2t^^(dlnc + dlny^) 
r 


and hence, 


M 2RT 
F 


(d In c + d In 7 ±). 


(39.65) 


The activity is expressed here in terms of molarity, rather than molality, because 
the transference numbers, which are utilized in the calculations, are usually known 
as a function of the former. The procedure to be described below thus gives 
but the results can be converted to if required, by means of equation (39.13). 

A quantity d may be defined by 




tR 


4 - 5 , 


(39.66) 


where tn is the transference number of the anion at a reference concentration cr. 
If this result is inserted in (39.65), it is found upon rearrangement that 


d In Yd; — 


2ts,RT 


dE -- dluc + 


2RT 


ME. 


Integrating between the limits of cr and c, the corresponding values of the mean 
ionic activity coefficients being yr aud y, it follows, after converting the logarithms, 
that 

^ “ 2.303 X 2t^RT + 7 + 2.303 X 2RT (39.67) 

where E is the e.m.f. of a concentration cell in which one of the solutions has the 
constant molarity cr, while the other has the variable concentration of c moles 
per liter. 

The first two terms on the right-hand side of equation (39.67) may be evaluated 
directly from experimental data, after deciding upon the concentration cr which is 
to represent the reference solution. The third term is obtained by graphical 
integration of S against E, the value of 6 being derived from the known variation 
of the transference number with concentration [equation (39.66)]. 

The procedure just described gives log {y±/yr)» hence the mean activity 
coefficient Y=b in the solution of molaiity c is known in terms of that (yr) at an 
arbitrary reference concentration cr. It is desirable, however, to express the 
results in terms of one of the more common standard states; in this case the most 
convenient is that which makes the activity equal to the molarity at infinite 
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dilution, lor tMs purpose use is made of the Debye-Huckel expression analogous 
to that given above, viz,, 

A*'4c 

lug 'y=i:(c) ry 

1 + dB^yc ' 

where the constants A' and are related to 4 and Bj but for dilute aqueous solu- 
tions they may be taken as identical. This may be written in the form 

log'll + — logyn -- ^B' ( logjR + log — \4c, (39.68) 

7r \ Te / 

For solutions dilute enough for the Debye-Huckel equation to be applicable, the 
plot of log (t±/tr) + A' 4^ against Qog yn + log (7db/7R) 1 4c should be a straight 
line, the intercept for c equal zero giving the required value of — log tr, by equa- 
tion (39.68). The values of log (7±/7 e) are obtained from equation (39.67), and 
log 7 r, which is required for the purpose of the plot, is obtained by a short senes 
of approximations. Once logya has been determined, it is possible to derive 
log Tab for any solution from the known value of log (Yrt/vR)* The mean ionic 
activity coefficient of the given electrolyte can thus be evaluated from the e.m.f,*s 
of concentration cells with transference, provided the required transference number 
information is available.^^ 

39j. Activities from Solubility Measurements.— The activity, or activity 
coefficient, of a sparingly soluble electrolyte can be determined in the pres- 
ence of other electrolytes by means of solubility measurements. In a 
saturated solution the solid salt My^Av^ will be in equilibrium, directly or 
indirectly, with ions and ions in solution; thus, 

The activity of the solid salt at atmospheric pressure is taken as unity, by 
convention, and hence the equilibrium constant is given by 

i?:,>a¥*Xa!r (39.69) 

for a saturated solution at a particular temperature and 1 atm. pressure; 

and are the activities of the positive and negative ions, respectively, 
in the saturated solution of the salt. This equation expresses the solubUity 
product principle in its exact thermodynamic form; the constant JT*, as 
defined by equation (39.69), is the activity solubility product of the salt 
The activity of each ion may be represented by the product of its 
molality and activity coefficient, so that 

wqtwl- X = iiCa. 

Eef erring to § 39a, it will be seen that this result may also be written as 

(m^y:ty^K,, (39.70) 

Maclnnes, et ol., /. Am. Chem. Soc., Sr, 1356 (1935); 58, 1970 (1936); 59, 503 (1937): 
61, 200 (1939); Chem. Beu., 18, 335 (1936). 
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where and are the mean ionic molality and activity coefiScient, re- 
spectively, in the saturated solution. It follows, then, from equation 
(39,70) that 

(39.71) 

The mean activity coefficient of a sparingly soluble salt in any solution, con- 
taining other electrolytes, can thus be evaluated provided the solubility 
product (Ks) and the mean molality of the ions of the salt in the given solu- 
tion are known. In order to obtain the %udues of are determined 
from the experimentally ob- 
served solubilities of the spar- 
ingly soluble salt in the presence 
of various amounts of other elec- 
trolytes, and the results are ex- q 

trapolated to infinite dilution 
{Fig, 27). In the latter case the ^ 
activity coefficient is unity, in 
accordance with the chosen q 

standard state, and hence, by 
equation (39,71), is equal to 
the extrapolated value of m±. 

Problem: By extrapolation of 
the experimental solubilities of TlCl 
in the presence of various electro- 
lytes in water at 25® C, the limiting Fig. 27. Solubility of thaiious chloride 
value of is found to be 0.01422. 

In the presence of 0.025 molal KCl, the solubility of the TiCl is 0.00869 molal; 
calculate the mean ionic activity coefficient of TlCl in this solution. 

The number of ions v produced by one molecule of TlCl is 2; hence, since 
is 0.01422 at infinite dilution, when 7 =j= Is h the value of is 0.01422. 

In the KCi solution, the molality of the Ti+ ion, i.e,, is 0.00869; the 
molality m- of the Cl"" ion is, however, the sum of the values due to both KCl 
and TiCl, i.e., 0.025 + 0.00869 = 0.03369. Hence the mean molality m± is 
(0.00869 X 0 . 03369 ) 1/2 0.01711, and by equation (39.71), 



^ 0.01422 
^ 0.01711 


0.831. 


The activity coefficients of thaiious chloride, in the presence of various 
added electrolytes, determined from solubility measurements at 25% are 
recorded in Table XXXII; m is the total molality of the thaiious chloride 
and the added substance. It will be observed that in the more dilute solu- 
tions the activity coefficient at a given molality is independent of the nature 
of the other electrolyte present in the solution. The significance of this fact 
will be considered below. 

is Data from Lewis and Eandail, ref. 1, p. 372. 
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TABLE XXXIL ACTIVITY COEFFICIENTS OF THALLdtJS CHLORIDE IN PRESENCE OF 
VARIOUS ELECTROLYTES AT 25® C 


Total Added Electrolyte 


Molality (m) 

KNO 3 

KCI 

HCI 

TINO 3 

0.001 

0.970 

0.970 

0.970 

0.970 

0.005 

0.950 

0.950 

0.950 

0.950 

0.01 

0.909 

0.909 

0.909 

0.909 

0.02 

0.872 

0.871 

0.871 

0.869 

0.05 

0.809 

0.797 

0.798 

0.784 

0.10 

0.742 

0.715 

0.718 

0.686 

0.20 

0.676 

0.613 

0.630 

0,546 


39k* The Ionic Strength Principle.— In order to systematize the data for 
the activity coefficients of simple salts, both in the pure state and in the 
presence of other electrolytes, G. N. Lewis and M, Randall (1921) introduced 
the concept of the ionic strength.^® This property of a solution, represented 
by |im, is defined as half the sum of the terms obtained hy multiplying the molality 
of each ion present in the solution by the square of its valence; thus, 

(39.72) 

where m^ represents the molality of the jth ion and zi is its valence, the 
summation being carried over all the ions present in the solution. In calcu- 
lating the ionic strength it is necessary to use the actual molality of the ions, 
due allowance being made, especially with weak electrolytes, for incomplete 
dissociation. It is of interest to note that although the importance of the 
ionic strength was first realized from purely empirical considerations, it is 
now known to play an important part in the theory of electrolytes (Chapter 
XVII). 

Problem: Compare the ionic strengths of solutions of (i) a uni-univalent, 
(ii) a um-bi“(or bi-uni-) valent, and (iii) a bi-bivalent electrolyte, at the same 
molality m, assuming complete ionization. 

(i) For a uni-univalent electrolyte, e.g., KCl, the molality of each ion is m 
and its valence unity, so that 

= iC(m X p) + (m X P)] = m. 

(ii) For a uni-bivalent electrolyte, e.g., K2SO4, the molality of the positive 
ion is 2m and its valence unity, whereas the molality of the negative ion is m and 
its valence is two; hence, 

^ = IC(2m. X P) + (w X 22)] = 3m. 

(iii) For a bi-bivalent electrolyte, e.g., ZnS 04 , the molality of each ion is m 
and its valence is two; thus, 

Pm = §C(m X 2®) + (m X 22)] = 4m. 

The ratio of the ionic strengths is consequently 1 to 3 to 4. In general the ionic 
strength increases rapidly with the product of the ionic valences. 

Lewis and Bandail, ref. 1, p. 373; /. Am, €hem. Sac,, 43, 1112 (1921). 
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It was pointed out by Lewis and Randall that, in dilute solutions, the 
activity coefficient of a given strong electrolyte is the same in all solutions of the 
same ionic strength. The particular ionic strength may be due to the pres- 
ence of other salts, but their nature does not appreciably affect the activity 
coefficient of the electrolyte under consideration. That this is the case for 
thallous chloride is shown by the data in Table XXXII; since the results 
are limited to uni-univalent salts, the molalities are identical with the ionic 
strengths. Another aspect of the ionic strength principle is that in dilute 
solutions electrolytes of the same valence type, e.g., KCl, NaCl and HCI, 
have been found to have equal activity coefficients at the same ionic strength. 
These generalizations, for which a theoretical basis will be given in Chapter 
X¥II, hold only for solutions of relatively low ionic strength ; as the concen- 
tration is increased the specific influence of the electrolytes present, especially 
if these yield ions of high valence, becomes evident. 

39L Results of Activity Coefficient Measurements,— The mean ionic ac- 
tivity coefficients, in terms of molalities, of a number of strong electrolytes 
at 25° C are given in Table XXXIII, 
and some of the results are plotted in 
Fig. 28.^^ It will be seen that the 
values always decrease at first as the 
concentration of the solution is in- 
creased, but they frequently pass 
through a minimum and then increase 
again. The higher the product of the 
ionic valences, the sharper is the de- 
crease of the activity coefficient as the 
molality is increased; it must be re- 
membered, however, that when ex- 
ceeds unity, the ionic strength is much 
greater than the molality. In the more 
dilute solutions, electrolytes of the same 
valence type, e.g., KCl and NaCl, CaCh 
and ZnCh, etc., have almost identical 
activity coefficients at the same mo- 
lality, but as the concentration is in- 
creased specific effects become apparent. 

Me.A,surements of the activity coef- 
ficients of electrolytes have been made 
in nonaqueous solutions and, in parti- 
cular, in solvents consisting of mixtures PIQ. 28. Activity coefficients of electro- 
of water and an organic liquid, e.g., lytes of different valence types 
methanol, ethanol or dioxane. The 

general nature of the results is similar to that for aqueous solutions. How- 

For activity coefficient data and references, see W. M. Latimer, '‘The Oxidation States 
of the Elements, etc.,” 1938; H. S. Hamed and B. B, Owen, ref. 7; Hamed and Robinson, 
Chem. Eev., 28, 419 (1941). 
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ever, the lower the dielectric constant of the solvent the more rapid is the 
fall in the activity coefficient of a given electrolyte with increasing ionic 
strength; further, a lower value is attained before the subsequent rise is 
observed. 


TABLE xxxni. MEAN IONIC ACTIVITY COEFFICIENTS IN AQUEOUS SOLUTION AT 25® C 


Molality 

0.001 

0.005 

0.01 

0.02 

0.05 

0.1 

0.2 

0.5 

1.0 

2.0 

3.0 

HCi 

0.966 

0.928 

0.905 

0.875 

0,830 

0.796 

0.767 

0.757 

0.809 

1.009 

1.316 

HBr 

0.966 

0.929 

0.906 

0.879 

0.838 

0.805 

0.782 

0.790 

0.871 

1.17 

1.67 

HNO 3 

0.965 

0.927 

0.902 

0.871 

0.823 

0.785 

0.748 

0.715 

0.720 

0.783 

0.876 

H 2 SO 4 

0.830 

0.643 

0.545 

0.455 

0.341 

0.266 

0.210 

0.155 

0.131 

0.125 

0.142 

NaOH 


, — ^ 

0.899 

0.860 

0.818 

0.766 

0.72 

0,693 

0.679 

0.70 

0.77 

KOH 

■■■ 

0.92 

0.90 

0.86 

0.824 

0.798 

0.765 

0.728 

0.766 

0.888 

1.081 

NaCl 

0.966 

0.929 

0.904 

0,875 

0.823 

0.778 

0.732 

0.679 

0.656 

0.670 

0.719 

NaBr 

0.966 

0.934 

0,914 

0.887 

0.844 

0.800 

0.740 

0.695 

0.686 

0.734 

0.826 

KCl 

0.965 

0,927 

0.901 

— 

0.815 

0.769 

0.717 

0.650 

0.605 

0.575 

0.573 

KBr 

0.965 

0.927 

0.903 

0.872 

0,822 

0.771 

0.721 

0.657 

0.617 

0.596 

0.600 

KI 

0.965 

0.927 

0.905 

0.88 

0.84 

0.776 

0.731 

0,675 

0.646 

0.641 

0.657 

NaNOa 

0.966 

0.93 

0.90 

0.87 

0.82 

0.758 

0.702 

0.615 

0.548 

0.481 

0.438 

CaCb 

0.888 

0.789 

0,732 

0.669 

0.584 

0.531 

0.482 

0,457 

0.509 

0.807 

1.55 

ZnCh 

0.88 

0.789 

0.731 

0.667 

0.628 

0.675 

0.459 

0.394 

0.337 

0.282 


Na2S04 

0.887 

0.778 

0.714 

0.641 

0.53 

0.45 

0.36 

0.27 

0.20 


— 

MgSOi 

— 

. 

0.40 

0.32 

0.22 

0.18 

0.13 

0.088 

0.064 

0.055 

0.064 

ZnS04 

0.734 

0.477 

0.387 

0.298 

0.202 

0.148 

0.104 

0.063 

0.044 

0.035 

0.041 

AlCb 

■ . ■■ 


„ 



0.389 

0.353 

0.384 

0.621 

> 2 


LaOh 

0.853 

0.716 

0.637 

0.552 

0.417 

0.356 

0.298 

0,303 

0.387 

0.954 

— 

11x2(804)3 

: ,, 

0.16 

0,11 

0.08 

0.035 

0.025 

0.021 

0.014 

..... 

, — 


062(804)3 

— 


0.171 

0.112 

0.063 

0.041 

— 

— 

— 

— 



A knowledge of activity coefficients is of importance in the study of 
equilibria involving ions and also in connection with the kinetics of ionic 
reactions. Some reference to the applications of the activity coefficients of 
electrolytes will be made in the succeeding chapters. 

39 m. Activity of Nonelectrolytes in Presence of Electrolytes. — Informa- 
tion concerning the influence of electrolytes on the activity coefficients of 
nonelectrolytes in aqueous solution is of some interest. Vapor pressure 
measurements can be utilized for this purpose, but a method based on solu- 
bility determinations is commonly employed. Consider an aqueous solution 
which is saturated, and hence in equilibrium, with a pure gaseous, liquid or 
solid nonelectrolyte solute at a given temperature. Provided this solute 
remains unchanged its activity is constant, and hence the activity in the 
saturated solution will not be affected by the addition of an electrolyte to 
the latter. Let mo be the solubility of the nonelectrolyte in pure water when 
its activity coefficient is 70, and suppose the solubility to be m in the presence 
of a certain amount of an added electrolyte when the activity coefficient of 
the nonelectrolyte is 7; since the standard states are the same, the activities 
in the saturated solutions will be equal, so that 

mo7o = m7. 

The activity coefficient 7, or its ratio to 70, i.e., 7/70, can thus be readily 
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determined from soliibility measiirements, since 



(39.73) 


If the solubilities are expressed in terms of mole fractions or molarities, 
instead of molalities, alternative forms of the activity coefficient can be 
obtained. ■ 

From solubility determinations of various nonelectrolytes, such as helium, 
argon, hydrogen and other gases, ethyl acetate, diacetone alcohol, phenyl 
thiocarbamide, phenol and aniline, in the presence of electrolytes, it has been 
found that log ( 7 / 70 ) varies approximately in a linear manner with the ionic 
strength of the aqueous solution, viz., 

log ( 7 / 70 ) = (39.74) 

where, for a given nonelectrolyte solute, depends on the added electrolyte. 
The values of k also vary with the nature of the solute, but the order for a 
series of salts is very similar for different nonelectrolytes. In most cases k 
is positive, i.e., 7/70 is greater than unity; according to equation (39.73) this 
means that mo is greater than m. In other words, the solubility of a non- 
electrolyte in water is decreased by the addition of an electrolyte; this is the 
phenomenon known as the salting-out effect. 

For most electrolytes /c lies between zero and 0.1; hence, by equation 
(39.74), in a solution of ionic strength 0.1, 7/70 for the nonelectrolyte varies 
from unity to 1.023. It is frequently assumed, therefore, that in dilute 
solutions of electrolytes, the activity coefficient of a nonelectrolyte, or of the 
undissociated portion of an electrolyte, is virtually unity. 

There are two points in connection with equation (39.74) to which at- 
tention may be drawn. First, it is seen that the activity coefficient of the 
nonelectrolyte varies directly with the ionic strength; for electrolytes, in 
dilute solution, the activity coefficient depends on the square root of the 
ionic strength of the medium (see Chapter XVII). Second, the activity 
coefficient of the nonelectroh^te increases with the ionic strength whereas for 
an electrolyte the activity coefficient at first decreases. The subsequent 
increase observed in many cases is attributed to a type of salting-out effect.^* 


EXERCISES 

1. Give the complete derivation of equation (39.13). The density of a 0.1 
molar solution in ethanol of KI, which dissociates into two ions, is 0.8014; the 
density of the pure alcohol is 0.7919. Determine the ratio of the activity co- 
efficients 7n, Tm and 7c in this solution. 

2. The densities of a number of aqueous sodium chloride solutions at 20° are 
as follows: 

Coiicn. 10.05 20.25 41.07 62.48 g. liter“i 

Density 1.0053 1.0125 1.0268 1.0413 g. cc.-^ 

Consider to what extent (i) the molality, (ii) the molarity, of each ion is propor- 
tional to its mole fraction in the various solutions. 

Baudail and Failey, Chem, Rev.^ 4, 285 (1927); Hamed and Owen, ref. 7, pp. 397 et seq. 
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3. A 0,01 iiiolal .solution of ccrous sulfate, i.e,, 062 ( 804 ) 3 , iias a mean ionic 
activity coefficient of 0A71 at 25° C. What are the values of m.., 

and aa? What is the ionic strength of the solution? 

4. A solution contains 0.1 moial sodium sulfate, 0.3 molal copper sulfate and 
0.05 molal zinc sulfate; assuming each salt to be completely ionized, what is the 
ionic strength? 

5. Show that by setting equal to unity, equation (39.24) may be used to 

determine the activity coefficient of a nonelectrolyte solute; j is now defined as 
1 {Q/\m). For an aqueous solution, X is 1.858 and a is 5.7 X 10*“^. The follow- 

ing values were obtained for the freezing point depressions of aqueous solutions of 
n-butanol at various molalities [Harkins and Wampler, /. Am. Chem. 5oc., 53, 
850 (1931)]: 


m 

6 

m 

6 

0.0242 

0.04452 

0.21532 

0.38634 

0.04631 

0.08470 

0.32265 

0.57504 

0.06894 

0.12554 

0.54338 

0.95622 

0,09748 

0.17680 

0.95555 

1.66128 

Determine the activity coefficients of the solute at the molalities 0.1, 0.5 and 1.0 

by graphical evaluation of the integrals. 

(Plot j/m against m 

for the first, and 

6/m against 6 for the second; when is the latter negligible?) 


6. The freezing points of hydrochloric acid solutions, obtained by Randall and 

Young [J. Am. 

Chem. iSoc., 50, 989 (1928)] by smoothing a 

large number of 

experimental results, are as follows: 



m 

6 

m 

6 

0.001 

0,003675 

0.10 

0.35209 

0.002 

0.007318 

0.20 

0.7064 

0.005 

0.018152 

0.30 

1.0689 

0,01 

0.036028 

0.50 

1.8225 

0.02 

0.07143 

0.70 

2.5801 

0.05 

0.17666 

LOO 

3.5172 


Determine the mean ionic activity coefficients of the hydrochloric acid in the 
various solutions. 

7. The relative partial molar heat contents (Li) in caL moie“^ and the relative, 
partial molar heat capacities (Cpi — Cpi) in cal. deg.“"^ mole™^, of the water in 
hydrochloric acid solutions are as follows: 

m 0.01 0.04 0.10 0.25 0.5 0.75 1.00 

Li - 0.0042 - 0.031 -0.111 -0.44 - 1.28 - 2.60 - 4.16 

Cpi-5%1 '^0 ^0 -0.0056 - 0.0159 - 0.0293 -0.0450 

Combine these data with the results obtained in Exercise 6 to determine the mean 
activity coefficient of the hydrochloric acid at molalities of 0.05, 0.1, 0.5 and 1.0 
at25°C. 

8. From the values of the osmotic coefficient <j> for potassium chloride solu- 
tions at 25° C given below, determine the activity coefficients at the various 
molalities by means of equation (39.54). 

m 0.1 0.2 0.3 6.5 0.7 1.0 1.5 

0.926 0.913 0.906 0.900 0.898 0.899 0.906 

9. The small proportion of undissociated molecules of hydrogen chloride in 
an aqueous solution will be in equilibrium with molecules in the vapor, on the 
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one hand, and with ions in solution, on the other hand. Hence, show that the 
fugacity (approximately, partial pressure) of hydrogen chloride over a solution of 
hydrochloric acid is proportional to where is the mean ionic activity in 
the solution. 

The hydrogen chloride pressure in equilibrium with a 1.20 molal solution is 
5.08 X 10“^ atm. and the mean ionic activity coefficient is known from e.m.f. 
measurements to be 0.842 at 25® C. Calculate the activity coefficients in the 
following solutions from the given hydrogen chloride pressures [Randall and 
YonngfJ, Am. Chem. Soc.j 50, 989 (1928)]: 

m 2.0 3.0 4.0 5.0 10.0 

p 2.06 X 10-6 7.78 X 10-6 2.46 X IQ-s 7.01 X lO-® 5.42 X 10-» atm. 

10. Show how measurements of the cell Znl ZnSO^Cm) |Hg2S04(a), Hg, 

in which the reaction is Zn + Hg2S04(s) = Zn’^’^(m) + SO4 (m) + 2Hg, might 
be used to determine the activity coefficients of sjinc sulfate at various molalities, 

11. The E.M.F.’s of the cell H2(l atm.)| HBr(m) | AgBr(s), Ag, in which the 

reaction is •IH2 + AgBr(s) = + Br^Cm) + Ag, with hydrobromic acid at 

various low molalities (m), at 25° C, were found to be as follows: 

m E m E 

1.262 X 10-' 0.53300 10.994 X 10”' 0.42280 

1.775 0.51618 18.50 0.39667 

4.172 0.47211 37.18 0.36172 

[Keston, /. Am. Chem. Soc., 57, 1671 (1935)]. Determine the standard e.m.f, 
of the cell. (The actual value is 0.0713 volt at 25° C.) 

12. With more concentrated solutions of hydrobromic acid the following 
results were obtained for the e.m.f. of the cell referred to in the preceding exercise 
[Keston and Donelson, J . Am. Chem. Soc., 58, 989 (1936)]. Using the value of 
F* obtained there, determine the activity coefficients of hydrobromic acid at the 


various molalities. 




m 

E 

m 

E 

o.ooi 

0.42770 

0.05 

0.23396 

0.005 

0.34695 

0.10 

0.20043 

0.01 

0,31262 

0.20 

0.16625 

0.02 

0.27855 

0.50 

0.11880 


13. The E.M.F.^s of the ceil with transference Ag, AgGi(s) |0.1 N HCl :HCl(c) | 
AgCl(s), Ag at 25° C and the transference numbers of the hydrogen ion in the 
hydrochloric acid solution of concentration c mole liter”^, are given below [Shed- 
lovsky and Macinnes, J. Am. Chem. Soc.^ 58, 1970 (1935); Longsworth, ibid., 54, 
2741 (1932)]. Utilize the data to calculate the activity coefficients of hydrochloric 
acid at the various concentrations. 


c X W 

E 


3.4468 

0.136264 

0.8234 

5.259 

0.118815 

0.8239 

10.017 

0.092529 

0.8251 

19.914 

0.064730 

0.8266 

40.492 

0.036214 

0.8286 

69.826 

0.020600 

0.8297 

78.076 

0.009948 

0.8306 

100.00 


0.8314 


406 


SOLUTIONS OF ELECTROLYTES 


14. The solubility of silver iodate (AglOs) in pure water at 25° C is 1 .771 X 10"“^ 
mole liter"*!; in the presence of various amounts of potassium nitrate the solubilities 
are as follows: 


KNOs 

^ mole liter*"! 
0.1301 X 10-3 
0.3252 
0.6503 


AglOa 
mole liter""! 
1.823 X 10-^ 
1.870 
1.914 


KNOs 
mole liter-! 
1.410 X 10-3 
7.050 
19.98 


AglOs 
mole liter”! 
1.999 X 10-4 
2.301 
2.665 


[Koithoff and Lingane, J. Phys. CAm., 42, 133 (1938)]. Calculate the activity 
coefficients of the silver iodate in the various solutions; state the total ionic 
strength in each case. 

15. Show that the free energy of dilution of a solution from one molality (m) 
to another (m'), i.e., the difference in the partial molar free energy (/x) of the solute 
in the two solutions, is equal to 


AF = vRT In (a'/a) - vET In (m'Y/my), 


where v is the number of ions formed by one molecule of the electrolyte solute. 
The a^s, m's and the 7 ^s are the mean ionic activities, molalities and activity 
coefficients, respectively. How can the free energy of dilution be determined from 
E.M.F. measurements? Utilize the data in Table XXXIII to determine the free 
energy of dilution, in cal. mole”! of solute, of a 1.0 molal solution of potassium 
chloride to 0,001 molal at 25° C. 

16. Give the complete derivation of equation (39.15) for an electrolyte 

solution. ^ 

17. Making use of equations (38.42), (39.42) and (39.43), show that if the 
effect of pressure on the partial molar volume of the solvent is negligible, the 
rational osmotic coefficient is equal to the ratio of the actual osmotic pressure of 
a solution to the value it would have if it behaved ideally, i.e., the solvent obeyed 
Eaoult’s law. 



CHAPTER XVII 


THE DEBYE-HtJCKEL THEORY 

40. Ionic Interaction in Solution 

40a, Deviation from Ideal Behavior. — The activity or activity coefficient 
of an electrolyte has been regarded hitherto as a purely thermodynamic 
f 4 uantity which can be evaluated from observable properties of the solution. 
The treatment involves no theory, for the activity is defined in terms of the 
chemical potential by the expression + RT In a, and its experimental 

determination depends ultimately on this definition. The activity coeffi- 
cient is related to the activity since it is equal to the latter divided by the 
measurable concentration of the substance in whatever units are chosen as 
convenient in connection with the specified standard state. It has been 
stated earlier (§ la) that theories dealing with the behavior of matter lie, 
strictly, outside the realm of pure thermodynamics. Nevertheless, it is de- 
sirable to refer briefly to the theory of P. Debye and E. Hiickel (1923) which 
has made it possible to calculate the mean activity coefficients of dilute 
solutions of electrolytes without recourse to experiment. The theory thus 
bears the same relationship to thermodynamics as do those described eiirlier 
which permit of the estimation of other properties, such as heat capacity, 
entropy, etc. Although the treatment of Debye and Hlickel has a number 
of limitations, it represents an important advance in the problem of aecount- 
ing for the departure of dilute ionic solutions from, ideal (Henryks law) be- 
havior, as is evidenced by the deviations of the activity coefficients from 
unity even at very low concentrations.^ 

The first postulate of the Debye-Hiickei theory is that if the ions of an 
electrolyte lost their charges and became neutral particles, the solution would 
behave like a dilute solution obeying Henryks law (§ 36a). The departure 
from ideal behavior is then attributed to the mutual interaction of the elec- 
trical charges carried by the ions. Hence, in writing the chemical potential 
(partial molar free energy) of an ion im the form 

iii ^ ju? -{- RT In cLi = + RT In + RT In 7 ,:, (40.1) 

where the activity of the ion is replaced by the product of its mole fraction 
Ni and its (rational) activity coefficient ji (cf. § 37b, III B), the term 

^ Debye and Hiickel, PkysiL Z., 24, 185, 334 (1923); 25, 97 (1924); for reviews, see 
H. Falkenhagen, * 'Electrolytes,” 1934 (translated by E. P. Bell); H. S. Harned and B. B. 
Owen, 'The Physical Chemistry of Electrolytic Solutions,” 1943; LaMer, Trans, Electro- 
chem, Soc.j 51, 507 (1927); Williams, Chem. Rev,^ 8, 303 (1931); Schingnitz, Z, Elek., 36, 861 
(1930). For a critical examination of the Debye-Hiickel treatment, see R. H. Fowler and 
E. A. Guggenheim, "Statistical Thermodynamics,” 1939, Chapter IX. 
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RTlnyi is equal to the partial molar free energy fXiai. of the given ions in 
the solution resulting from electrical interactions. If Feu represents the 
contribution to the free energy of the solution due to these electrical forces, 
then 


\ drii )t,. 


FT, In y ij 


(40.2) 


where Ui is the number of moles of ions of the ^th kind present in the solution. 

40b. Electrical Potential of Ionic Atmosphere.— The problem is now to calcu- 
late the electrical free energy of the solution, and in this connection Debye and 
Hlickel postulated that as a result of electrical interaction each ion in the solution 
is surrounded by an ionic atmosphere of opposite sign, arising somewhat in the 
following manner. Imagine a central positive ion situated at a particular point, 
and consider a small volume element at a short distance from it in the solution. 
As a result of the thermal movement of the ions, there will sometimes be an excess 
of positive and sometimes an excess of negative ions in this volume element. 
However, it will be expected to have a net negative charge as a consequence of 
the electrostatic attraction of the central positive ion for ions of opposite sign. 
In other words, the prohability of finding iom of opposite sign in the space surround- 
ing a given ion is greater than the probability of finding ions of the same sign. Every 
ion may thus be regarded as associated with an ionic atmosphere of opposite sign, 
the charge density of the atmosphere being greater in the immediate vicinity of 
any ion, and falling off with increasing distance. The net charge of the whole 
atmosphere extending through the solution is, of course, equal in magnitude, but 
opposite in sign, to that of the given ion. 

By assuming that Boltzmann^s law for the distribution of particles in a field 
of varying potential energy, which is based on statistical mechanics, is applicable 
to the distribution of the ions in the atmosphere of a central ion, Debye and Htickel 
were able to derive an expression relating the charge density at any point to the 
electrical potential at that point. By introducing Poisson's equation, which is 
based on Coulomb's inverse square law of force between electrostatic charges, 
another equation connecting the electrical charge density and the potential can 
be derived. From these two expressions the electrical potential at an ion due 
to its surrounding atmosphere is found to be 


== ■ 


2iC 


D 1 -f- Kd ^ 


(40.3) 


where Zi is the number of charges carried by the ion, i.e., its valence, € is the unit 
(electronic) charge, D is the dielectric constant of the medium, i.e., the solvent, 
which is assumed to be continuous in nature, d is the mean distance of closest 
approach of the ions in the solution, and x is defined by 


4ir€^N 

imDkT 


YiCjZ% 


(40.4) 


where N is the Avogadro number, k is the Boltzmann constant, i.e., the gas con- 
stant per single molecule, and T is the absolute temperature; Cj is the concentration 
in moles per liter and Zj is the valence of the ions, the summation being carried 
over all the kinds of ions present in the solution. 
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The value of the factor /c, as defined by equation (40.4), is seen to increase with 
the concentration of the Ions in the solution, and for dilute solutions nd in the 
denominator of equation (40.3) may be neglecteil in comparison with unity, so 
that this equation becomes 

: (40.5) 

As seen above, the charge of the ionic atmosphere must be equal to the charge 
cai ried by the central ion, which in this case is Zi€. If a charge equal in magnitude 
and opposite ill sign to that of the central ion itself were placed at a distance 1/k 
from the ion, the potential produced at the ion in a medium of dielectric constant 
D is given by electrical theory as — zi^k/D. This is seen to be identical with the 
electrical potential, due to the ion atmosphere, given by equation (40.5). It 
foliow^s, therefore, thati/ie effect of the ion atmosphere in a dilute solution is equivalent 
to that of a single charge^ of the same magnitude, placed at a distance 1/k from the 
central ion. If the whole ionic atmosphere were concentrated at a point, or in a 
thin spherical shell, at a distance 1/k, the effect at the central ion would be the 
same as the actual ionic atmosphere. The quantity l/ic can thus be regarded as 
a measure of the radius of the ionic atmosphere in the given solution. The 
more dilute the solution the smaller is the value of k, and hence the larger the 
thickness of the atmosphere. Under these circumstances there is a greater justi- 
fication in treating the medium, i.e., the solvent, as if it had a continuous, instead 
of a molecular, structure, as is done in connection with the dielectric constant, 

40c. Electrical Free Energy and Activity Coefficient.^ — From a knowledge 
of the electrical potential at an ion due to its atmosphere, it is possible to 
calculate the work done in charging all the ions in a solution at a given con- 
centration, and also at infinite dilution. The difference between these quan- 
tities, ignoring a possible small volume change in the charging process, is 
then identified with the electrical free energy of the solution. -Utilizing 
equation (40.5) for the potential, the result for a dilute solution is found to be 

F.i. = - Znfi (40.6) 

where represents the number of moles of an ionic species of valence zj, 
the summation being carried over all the species present in the solution. 
The derivative of Pei,, at constant temperature and pressure, with respect to 
riif all the other n^s being constant, is equal to pi^u, and hence to RT In ji, 
by equation (40.2). Recalling that, according to equation (40.4), k involves 
and hence it is found that 


and hence 



= RT\n = 


NeWi 

2D ' 



N ^KZ^i 
2DRf^ 


(40.7) 

(40.8) 


An equation has thus been derived for the activity coefficient of any single 
ionic species in an electrolytic solution. 
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In order to put this result into a practical form, the expression for k, i.e.; 
equation (40.4), is introduced, and then the values of the universal constants 
Ny Rj fc, € and ir are inserted. It will be observed that k involves the factor 
this is very similar to twice the ionic strength defined by equation 
(39.72), except that the former contains the molarity, in place of the molality 
of each ion in the latter. If the ionic strength, in terms of molarity, is 


defined by analogy with equation (39.72) as 


II 

M 

(40.9) 

it is possible to write (40.4) as 



(40.10) 

" ~ lOOODkT^' 


It should be noted that, as stated in § 39k, the value of cj in equation (40.9) 
refers to the actual ionic concentration; in the event that one or more of the 
substances present in the solution is not completely dissociated, due allow- 
ance for this must be made when calculating the ionic strength. Upon 
combining equations (40.8) and (40.10), substituting the numerical values 
for the universal constants, and converting the logarithms, it is found that 

, 1.824 X 10® 2 V /.A 11N 

log 7i = - 1 

For a given solvent and temperature, D and T have definite values which 
may be inserted; equation (40.11) then takes the general form 

log yi = - -44 (40. 12) 

where 4. is a constant for the solvent at the specified temperature. For 
water, the dielectric constant D is 88.15 at 0° C and 78.54 at 25° C; hence, 
for aqueous solutions A is 0.488 at 0° C, and 0.509 at 25° C. 

40d. Mean Ionic Activity Coefficient— No method is at present available 
for the experimental determination of the activity coefficient of a single 
ionic species, an expression for which has been derived above on the basis of 
the theoretical concepts of Debye and HiickeL All the methods described 
in Chapter XVI for the determination of activity coefficients give the mean 
value for the two ions of a particular electrolyte. In order to test the results 
of the Debye-Hiickel treatment outlined above, it is desirable to derive from 
equation (40.12) a relationship for the mean ionic activity coefficient. Ac- 
cording to equation (39.9) 

where p, equal to is the total number of ions produced by one mole- 

cule of the given electrolyte; hence, taking logarithms, 

log T± == *'+1 oST.h + P-Iog7- 


{40.13) 
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By equation (40.12), log is equal to Az%'^ and log y- to — ; 

making use of the fact that for any electrolyte >+% is equal to where 
the valences % and are numerical only and do not include the sign, it is 
found from equation (40.13) that 

lo^ y± — — (40.14) 

where A is the same as before. For an aqueous solution at 25° C, the value 
of A, as seen above, is 0.509, so that ■ 

log 7^ 0.5090+2?-. (40.15) 

These equations give the mean ionic actmty coefficient in terms of the ionic 
strength of the solution. It is important to remember that 7dr refers to a 
particular electrolyte whose ions have the (numerical) valences of 0 + and 0 -, 
but the ionic strength contains terms for all the ions present in the solution. 

If the solution contains a single, strong, uni-univalent electrolyte the 
ionic strength is equal to the molarity c of the solution; at the same time 
0 + and are both unity, so that equation (40.14) takes the simple form 

log7 ±=— AVc, (40.16) 

or, for such an aqueous solution at 25° C, 

log 7 d= =- 0.609 Vc. (40.17) 

The various forms of equation (40.15), referred to as the Debye-Hiickel 
limiting law, express the variation of the mean ionic activity coefficient of 
a solute with the ionic strength of the medium. It is called the ^limiting 
law^^ because the approximations and assumptions made in its derivation 
are strictly applicable only at infinite dilution. The Debye-Hiickel equa- 
tion thus represents the behavior to which a solution of an electrolyte should 
approach as its concentration is diminished. 

40e. Change of Units and Standard State. — Before proceeding to a comparison 
of the results derived from the Debye-Hiickel treatment with those obtained ex- 
perimentally, some consideration must be given to the matter of units and standard 
states. The ionic strength factor which appears in the Debye-Htickel equation 
involves ionic concentrations expressed in molarities, i.e., in moles per liter of 
solution. It has been seen, however, that in the study of activity coefficients, 
it is often more convenient to employ molalities, i.e., moles per 1000 g. of solvent; 
the ionic strength is then used in its original form as defined by equation (39.72). 
It will foe apparent from equation (37.6), or it can foe readily shown from general 
considerations, that in a dilute solution the molarity c and the molality m are 
related by c/po = m, where po is the density of the solvent. It follows, there- 
fore, that 

^ - IfmPo, . (40.18) 

for the concentration range in which the Debye-Huckei limiting law might be 
regarded as applicable. For aqueous solutions po is so close to unity, that and 
yrn may foe taken as identical, but for other solvents it is necessary, when employing 
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the Debye-Hlickel equation, either to use |i invoiving molarities, or to apply the 
appropriate correction [equation (40.18)] to the molai ionic strength. 

The activity coeihcients given by the Debye-Huckel treatment presumably 
represent deviations from the dilute solution behavior, i.e., from Henryks law, and 
are consequently based on the standard state which makes the activity of an ion 
equal to its mole fraction at infinite dilution (§ 37b, III B). In the experimental 
determination of activity coefficients, however, it is almost invariably the practice 
to take the activity as equal to the molarity or the molality at infinite dilution. 
The requisite corrections can be made by means of equation (39.13), but this is 
unnecessary, for in solutions that are sufficiently dilute for the Debye-Htickel 
limiting law to be applicable, the diference between the various activity coefficients 
is negligible. The equations derived above may thus be regarded as being inde- 
pendent of the standard state chosen for the ions, provided only that the activity 
coefficients are defined as being unity at infinite dilution. 

It should be noted that the Debye-Huckel theory yields true, and not stoi- 
chiometric, activity coefficients (§ 39a), since it is the behavior of the ions only, 
and not of the whole solute, which is taken into consideration. For strong electro- 
lytes dissociation is virtually complete at all dilutions for which the limiting law 
may be expected to hold; for such solutes, therefore, the distinction between true 
and stoichiometric activity coefficients may be ignored. 

41. Applications op the DEBYE-HtjCKEL Equation 

41a. Tests of the Debye-Hiickel Equation : Qualitative. — ^Although the 
Debye-Huckel treatment is generally considered as applying to solutions of 
strong electrolytes, it should be emphasized that it is not restricted to such 
solutions. The results are of general applicability, but it should be noted, 
as mentioned previously, that in the calculation of the ionic strength the 
actual ionic concentration must be employed. For incompletely dissociated 
substances, such as weak and intermediate electrolytes, this involves a 
knowledge of the degree of dissociation which may not always be available 
with sufficient accuracy. It is for this reason that the Debye-Huckel limit- 
ing law equations are usually tested by means of data obtained with strong 
electrolytes, since they can be assumed to be completely dissociated at all 
concentrations for which the law should be valid. 

It will be observed that the Debye-Huckel limiting equations contain no 
reference, apart from the valence, to the specific properties of the electrolytes 
that may be present in the solution. The mean ionic activity coefficient of 
a given solute, in a particular solvent at a definite temperature, should thus 
depend only on the ionic strength of the solution, the actual nature of the 
electrolytes present being immaterial. This conclusion is identical with the 
empirical result stated in § 39k. Further, for different electrolytes of the 
same valence type the Debye-Hiickel theory requires the activity coefficients 
to be the same in solutions of equal ionic strength; this expectation is again 
in general agreement with experiment, provided the solutions are dilute 
(§§39k,391). 

It is evident from equation (40.15) that, at a definite ionic strength in a 
given solvent at constant temperature, the deviation of the mean ionic ac- 
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iivity coefficient of an electrolyte from unity should be greater the higher the 
valences of the ions constituting the electrolyte. This is in harmony with 
the results given in Table XXXIIL ■ 

41b* Tests of the Debye-Hiickel- Equation: Quantitative.— In essence, 
the Debye-Huckel limiting law, e.g., equation (40.14), states that the plot 
of log/y± of a given electrolyte against the square root of the ionic strength, 
i.e., should approach, with increasing dilution, a straight line of slope 
equal to — Azj^^, where A is a constant whose value depends on the dielec- 
tric constant of the solvent and its temperature. For aqueous solutions at 
25^05 -4 should be 0.509, and consequently the limiting slope of log 
against should be — 0.50925+2;^. How far this theoretical expectation 
is fulfilled is shown by the results in Fig. 29 for three salts of different valence 



Fig. 29. Debye-Huckcl limiting law and valenoe typo 

types, viz., sodium chloride, = 1; calcium chloride, == 2; zinc 
sulfate, = 4. The theoretical slope in each case is indicated by a 
broken straight line. It is evident that the experimental results approach 
the values required Iry the Debye-Huckel limiting law with increasing dilu- 
tion, i.e., with decreasing ionic strength. It is not absolutely certain that 
the limiting slopes are exactly constant for salts of the same valence ty];)e, 
and that the values are always precisely equal to — 0.509/3.^2'™. There is a 
possibility that there may be slight \'ariations from thc^ theoretical figure 
according to the nature of the salt, apart from its x'aleru'.e type, but (lie 
activity coefficient data for dilute solutions are not sufficiently accurate for 
a clear decision to be made in this connection. It may concluded, tliere- 
fore, that as a first approximation, at least, the Dt^byoHi'u'kel Jaw repre.-enls 
the limiting behavior of electrolytes in aqueous soluticms at 25^ (\ 

According to equation (40.11) it appears that for electrolytes of the same 
valence type, or for a given electrolyte, the limiting slope of the plot of 
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log 7 ± against at constant temperature should be inversely proportional 
to where D is the dielectric constant of the solvent. Experimental 
data, obtained by b.m.f. measurements, on the activity coefficients of hydro- 
chloric acid in methyl and ethyl alcohols, and in a number of dioxane-water 
mixtures, with dielectric constants varying from 9.5 to 78.6, are in satis- 
factory agreement with the theoretical requirem.ent. It may be noted that 
the lower the dielectric constant the smaller the concentration at which the 
limiting slope is attained (Fig. 30) ; there are theoretical reasons for this, but 
as they lie outside the scope of thermodynamics they will not be discussed.^ 



Fia. 30. Debye-Huckel limiting iaw and dielectric constanc 

The influence of one other variable, namely, the temperature, remains to 
be considered. It is not an easy matter to vary the temperature without 
changing tlie dielectric constant, and so these factors are taken together. 
From equation (40.11) it is evident that the limiting Debye-Hlickel slope 
should vary as where T is the absolute temperature at which the 

activity coefficients are measured^ The experimental results obtained under 
a wide variety of conditions, e.g., from liquid ammonia at 75^ C to water 
at the normal boiling point, 100° C, are generally in satisfactory agreement 

2 Harned, et ol., J. Am. Chem. Boc.y 61, 49 (1939); for references to numerous tests of 

Debye-iilickei tueory, see ref, 1; also, S. Glasstone, “The Electrochemistry of Solutions/* 
2ttd, ed., 1937, Chapter VI L 
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with the theoretical requirements. Where discrepancies have been observed 
they can probably be explained by incomplete dissociation of the electrol 3 rte 
in media of low dielectric constant. 

41c. Solubility and the Debye-Hiickel Theory. — An interesting applica- 
tion of the Debye-Hiickel equation is to be found in the study of the influence 
of “inert” electrolytes on the solubility of a sparingly soluble salt. By 
equation (39.70), in a saturated solution 

(»*± 7 ±)’ = (41.1) 

where m± is the mean ionic molality of the salt at saturation and K, is a 
constant for the salt, viz., the solubility product; is the mean ionic ac- 
tivity coefficient of the salt in the given solution, which may contain added 
electrolytes. If 8 is the saturation solubility of the salt, expressed in 
molalities, then by equation (39.12) 

= m''(j';jlj'!i:) = 5f’'(i'!t!'*'!r), (41.2) 

the molality m being identified with 8, the solubility. Substitution of this 
result into equation (41.1), and simplifying gives 

Sy±, = constant. (41.3) 

This equation accounts for the fact, so frequently observed, that the addition 
of an inert salt, not having an ion in common, will increase the solubility of a 
sparingly soluble salt. The inert salt increases the ionic strength of the me- 
dium, and hence the activity coefficient 7 ± decreases. In order for the prod- 
uct /Syj, to remain constant the solubility 8 must increase correspondingly. 

If So is the solubility of the salt in pure water and 8 is that in the presence 
of anotW electrolyte which has no ion in common with the saturating salt, 
and 7 o and y are the corresponding mean ionic activity coefficients, then by 
equation (41.3) 

^ ^ To 
-So T ’ 
or 

. . . ■ ■ g 

log - 5 - = log To — log y. 

•O'O" ■ ' ■ 

Introducing the values of 70 and 7 as obtained from the Debye-Hiickel 
limiting law equation (40.14), it follows, provided the ionic strength is low 
enough for the equation to be applicable, that 

, S 

log -5- = Az+z_(Vy — V 90 ), (41.4) 

where |io and are the ionic strengths of the solutions containing the spar- 
ingly soluble salt only, and of that to which other electrolytes have been 
added, respectively* Since f 0 is a constant for a given saturating salt, it is 
apparent from equation (41.4) that the plot of log {8/S^ against should 
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be a straight line of slope where 2 :+ and z^ are the (numerical) valences 

of the ions of the saturating salt. 

A large number of solubility determinations have been made of sparingly 
soluble salts of various valence types, with values of from 1 to 9, in 
solvents of dielectric constant from 10,4, as in ethylene chloride, to 78.6, in 
water at 25® C. The results have been found in nearly all cases to be in 
very fair agreement with the requirements of the Debye-Hiickel limiting 
law.^ Appreciable discrepancies have been observed, however, when the 
saturating salt is of a high valence type, especially in the presence of added 
ions of high valence. The effect is particularly large when the high valence 
ions of the saturating and added salts have opposite signs; this suggests that 
there are electrostatic factors which have not been allowed for in the Debye- 
Hiickel treatment,^ 

Problem: The solubility of silver iodate in pure water at 25'' C is 1.771 X 10“^ 
mole liter*"^; calculate the solubility in the presence of 0.3252 X 10'’^ mole liter"'^ 
of potassium nitrate. 

.In this case, So is L771 X 10“'^ mole liter“b and since silver iodate is a uni- 
univalent salt, this is also the value of ^ 0 . In the potassium nitrate solution, ^ is, as 
a first approximation, equal to (0.3252 X 10”^) -h (1.771 X = 0.343 X lO'"^; 
hence, by equation (41.4) 

log = 0.509C(0.343 X 10-^)'/“ - (1.77 X 

taking A as 0.509 for water at 25° C, with and both equal to unity. Solving 
this equation, the solubility S in the potassium nitrate solution is found to be 
1.868 X JO”^ mole (AglOs) liter'^h (The experimental value is 1.870 X 10"'^ 
mole liter”^.) 

4id. Debye-Hiickel Theory and the Osmotic Coefficient. — Multiplication of 
equation (39.49), i.e., d In l)d In m + by m throughout gives 


mdlny^ = — l)dm + md0 

= d[m(<;^ — 1)] 


(41.5) 


for the relationship between the osmotic coefficient ^ of the solvent and the mean 
ionic activity coefficient of the solute. Upon integration of equation (41.5) 
between the molality limits of zero and m the result is 



md In y,^ — m(<^> 



and hence, 


I rm 

— 1 + — I md In 7±, 


(41.6) 


Cf., Br0nsted and Lal'vler, J. Am. Cheni. Soc.^ 46, 555 (1924); LaMer, King and Mason, 
49. 363 (1 927k 

LjaMcr and Cook, J. Am. Ckcm. Soc., Si, 2622 (1920); LaMer and Goldman, ibid., 
51, 2632 (1929) ; Neuman, ibid., 54, 2195 (1932). 
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In dilntc Ksoiution the molality and molarity are approximated proportional, 

so that 

<5^=1 4-1/ cdlny^, (4-1.7) 

where c is the molarity corresponding to the molality m at which the osmotic 
coefficient is determined. Utilizing the Debye-Hiickel limiting law expression 
for in 7 ±, i.e., 2.303 log noting that involves it is readily found that 

<3& = 1 + J In 7± = 1 + -y- log 7±, 
so that, by equation (40.14) j 

1 _ ^ (41.8) 

This is the limiting law for the osmotic coefficient as a function of the ionic strength 
of the solution. At high dilutions, when this equation may be expected to be 
applicable, 1 — is equal to j (§ 39g), so that, by equation (39.20), 

♦ ( 41 . 9 ) 

where 6 is the observed freezing point lowering of the solution, X is the molal 
lowering for infinite dilution, v is the number of ions produced by one molecule 
of the solute, and m is the molality of the solution. The Debye-Huckel theory 
thus provides a direct (limiting) relationship between the freezing point and the 



>/F ■ 

Fig. 3L Debye-Hiickel limiting law and freezing point depression 

ionic strength in dilute solutions. An illustration of the test of equation (41,8), 
with the values of <j> being determined by means of (41.9) from freezing point 
measurements in cyclohexanol as solvent, dielectric constanc 15.0 at 23.6° C, is 
provided by the results in Fig. 31.® The full curve is drawn through the values 
of 1 — for a number of uni-univalent electrolytes, while the broken line shows 
the limiting slope required by equation (41.8). 

® Schreiner and Frivold, Z, phys, Chem,^ 124 , 1 (1926). 
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41e* The Debye-Hiickel Theory in. More Concentrated ' Solntioas^ 
Even a superficiai comparison of the Debye-Huckel limiting law equation 
with the activity coefficient data in Table XXXIII (or Fig. 28) shows that 
the equation requires considerable modification if it is to be valid in solutions 
of appreciable concentration. According to equation (40.14), the activity 
coefficient should decrease steadily with increasing ionic strength, whereas 
the actual values pass through a minimum and then increase. Further, 
according to the Debye-Huckel treatment the activity coefficient of a par- 
ticular electrolyte at a given ionic strength should depend only on its valence 
type, and not on the specific nature of the ions. The experimental results, 
however, show that this is true only for very dilute solutions. At appreci- 
able concentrations, e.g., greater than 0.02 moial, the activity coefficients of 
HCl, NaCl and KCl differ at the same molality, indicating the existence of 
specific ionic effects. 

It will be recalled that in § 40b the solution under consideration was sup- 
posed to be so dilute that m was negligible in comparison with unity. If, 
however, the term 1 + Kdk retained in the denominator of the expression 
[equation (40.3)] for the electrical potential, it will also appear in the equa- 
tions for the electrical free energy and the activity coefficient. In this event, 
equation (40.14) becomes 

log7± (41.10) 

where & is the mean distance of closest approach of the ions in the solution; 
this varies with the nature of the ions, and thus a specific property of the 
electrolyte is introduced. It is seen from equation (40.10) that k is equiva- 
lent to where B involves universal constants together with the dielectric 

constant and the temperature. Hence equation (41.10) may be written as 

for a given solvent and temperature; for water as solvent, B is 0.325 X 10^ 
at 0° C and 0.329 X 10^ at 25^ C. 

In order to utilize the modified form of the Debye-Hiickel equation, it 
is necessary to know the value of & for each electrolyte; although this should 
be of the order of the diameter of the ions, i.e., about 10'”^ cm., there is, 
unfortunately, no independent method of assessing its exact value in any 
particular case. The general correctness of equation (41.11) may be tested 
by determining the value of d required to make this equation harmonize 
with the experimental activity coefficients, and seeing if the results are 
reasonable. 

By rearranging equation (41.11) it can be put in the form 
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so that if ' tEe left-hand side of this equation, obtaiiied from experimmial 
values of is plotted against the result should be a straight line of slope 
&B. Since /B is known, . the mean distance of closest approach & of the ions 
can thus be determined. It has been found that for solutions of moderate 
ionic strength, e.g., up to about 0.1 molal, this plot is, in fact, linear, and the 
values of d for several electrolytes derived from the corresponding slopes are 
about :3 to 5 X 10”® cm. (Table XXXIV),® It is seen, therefore, that; the; 


TABUl' XXXIV. MEAN DISTANCE OF CLOSEST APPEOACH OF IONS 


Electrolyte 

d 

Electrolyte 

4 ,, 

■ HGl 

4.3XiO-»cm. 

CaClg 

5.2 X 10"® cm. 

NaCi 

4.4 

MgS04 

3.4 

KCl 

4.1 

1^2804 

3.0 

CsNOj 

3.0 

La2(S04)3 

3.0 


use of reasonable values for & in equation (41.11) frequently makes it possible 
to represent the variation of the activity coefficient with the ionic strength 
up to appreciable concentrations. However, it must be pointed out that in 
some cases the experimental activity coefficients lead to values of & which, 
although of the correct order of magnitude, viz., 10”® cm., cannot represent 
the distance of closest approach of the ions. For example, with potassium 
nitrate it is necessary to postulate a value of 0.43 X 10”® cm. for d in order 
that equation (41.11) may reproduce the dependence of the activity coeffi- 
cient upon the ionic strength in aqueous solution at 25® C. Salts of high 
valence type in particular behave abnormally in this respect. These dis- 
crepancies provide further support for the view that the Debye-Huckel 
treatment is not quite complete, although it provides a very close approxima- 
tion in many instances, 

41f. The Hiickel and Brji^nsted Extensions. — It can be seen from equation 
(41.11) that as the ionic strength increases, the value of log should approach 
a constant limiting value equal to — Az^^/dB. Actually, however, it is known 
that log y± passes through a minimum and then increases. It is evidently neces- 
sary to include an additional term in equation (41.11), and various lines of argu- 
ment lead to the view that it should be proportional to the ionic strength. The 
inclusion of such a term, e.g., sometimes called the ' ^salting-out' ’ term [[cf. 
equation (39,74)3, leads to what is known as the Hiickel equation, viz., 

where C' is a constant which must be derived from experimental data. An equa- 
tion of this type, with properly selected values of the two constants d and C% has 
been found to represent the behavior of many electrolytes up to concentrations as 
high as three or more molai. It should be noted that over this range the value 
of the activity coefficient depends on the particular standard state chosen for the 
activities; equation (41.13), as already seen, gives the rational activity coefficient 

* For further data, see Hamed and Owen, ref. 1, p. 381. 
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7n, and this must be corrected to yield 7 m or 7 c, as required, by means of equa- 
tion (39.13)d 

Upon dividing the numerator by the denominator of the fraction in equation 
(41.13) and neglecting all terms in the power series beyond that involving |i, the 
result is _ 

log 7 db = + dABz+z-ii + 

= — Az+z^^f^ + C}i, ( 41 . 14 ) 

where C is a constant for the given electrolyte. This relationsliip is of the same 
form as an empirical equation proposed by J. N, Br^nsted (1922), and hence is in 
general agreement with experiment.® 

4ig. Uses of the Debye-Hiickel Equations. — ^The various equations de- 
rived from the Debye-Hiickel theory have found a number of uses in thermo- 
dynamic problems. For example, the limiting law equation may be em- 
plo 3 "ed to calculate activity coeJfScients in dilute solutions when experimental 
values are not available. For a uni-univalent electrolyte the results ob- 
tained in a solvent of high dielectric constant, such as water, are reliable up 
to an ionic strength of about 0.01. By assuming an average value of about 
3 X 10“® cm. for d, the product dB is approximately unity, since B is 
0.33 X 10® in water at 25° C, and equation (41.11) takes the simple form 

(41.15) 

1+W 

w^hich may be used to give rough activity coeflS-cients, especially of uni- 
univalent electrolytes, in aqueous solutions up to about 0.1 molal. 


Problem: Calculate the approximate mean ionic activity coefficient of a 0.1 
molal uni-univalent electrolyte in water at 25° G. 

Since A is 0.509 for water at 25° C, and % and z^ are both unity, equation 
(41.15) gives 


, 0.509Vn 

7± = 0.755. 


0 . 122 , 


(Some experimental values are 0.766 for NaOH, 0.769 for KCl, and 0.778 for NaCL) 


The Huckel equation (41.13), appropriately adjusted to give 7 m, has 
been frequently employed for the analytical representation of activity co- 
efficient values as a function of the ionic strength of the solution, and various 
forms of the Debye-Hiickel and Br^nsted equations have been used for the 
purpose of extrapolating experimental results. Some instances of such ap- 
plications have been given earlier (§§ 39h, 39i), and another is described in 
the next section. 


^Htickel, Physik Z., 26, 93 (1925); see also, Butler, J, Phys, Chem., 33, 1015 (1929); 
Scatchard, Physik. Z., 33, 22 (1932); for applica dons, see Earned and Owen, ref. 1. 

®Br0nsted, J, Am, Chem, Soc., 44, 038 (1922); Br0nsted and LaMer, ibid,, 46, 555 
(1924). 
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APPLICATIONS'^ OF THE ■ DEin'E-HUCKEI. ' EQITATIO 

Debye«Hiic^^ Equatioa and Equilibrmm Constants.--- 'Wboii jiny 
electrolyte, such as an acid or a base, is dissolved in a suitable solvent an 
equilibrium is established between the free (solvated) ions and the undissoci- 
ated portion of the solute. In the simple case of a uni-univalent, elrndrcilytc' 
MA, such as a monobasic acid, the equilibrium may be represented by 

ArA';e;M+ + A-, : 

and the equilibrium constant is .aiven by 

/v = ":A«E, (41.16) 

U-MA 

where the a terms are the activities of the indicated species, uma being that 
of the undissociated molecules. The constant K is referred to as the 
ionization constant or, better, as the dissociation constant of the substance 
MA in the given solvent at a definite temperature. ^Vriting the activity 
of each species as the product of its molar concentration Ci and activity 
coefficient yi, in this case 7 ^, equation (41.16) becomes 

X = 

Cma 7.MA 

= ( 41 . 17 ) 

7ma 

It should be understood that and ca” refer to the actual concentratiom 
of the ions, allowing for possible incomplete dissociation; 7 + and 7 - are then 
the activity coefficients, e.g., as given by the Debye-Hiickel theory. 

The equilibrium function K\ which is equal to cm+ca“/cma, is in general not 
constant,^ but it becomes equal to the true equilibrmm (dissociation) con- 
stant when the activit 3 ^ coefficient factor is unity, i.e., t\t infinite dilution. 

Before describing the method of extrapolating the results to infinite dilu- 
tion, there are some qualitative aspects of equation (41.17) that are of 
interest. The following considerations are quite genend, but the.y are pai- 
ticLilarly important in connection with the di.ssociatioii of weak electrolyses, 
e.g., weak acids and weak bases. If the ionic strength of the solution is 
increased, the addition of ‘hieiitrar’ salts, the activity coefficient factor 
in equation (41.17) decreases. As a result, in order to maintain the ecuii- 
librium constant, A' must inci'ease; this means that the dissociation uf tlio 
weak acid or base will increase, thus increasing cm+ca” while decreasing cma. 
At high salt concentrations, the activity^ coefficients will increase, after ])ass- 
ing through a minimum, and hence IC must then decrease. Consequently, 
in the presence of large amounts of salts the extent of dissociation of a weak 
electrolyse will decrease, after having passed through a maximum value. 
This variation of the degree of dissociation witli the ionic strength of the 

* If the ionic strength of the medium is maintained constant, e.g., by the addition of 
“inert^^ electrolytes, the equilibrium function K' will remain virtually constant, although it 
will, in general, differ from the true dissociation constant. 
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medium is the basis of what is called the /^secoadary kmetic salt effect^^ in 
homogeneous catalysis. If a particular reaction is catalyzed by hydrogen 
ions, for example, the concentration of these ions, and hence their catalytic 
effect, can be changed merely by altering the salt concentration of the solu« 
tion. The results, in dilute solution, can often be accounted for quantita- 
tively by utilizing the Debye-Huckel limiting law to express the ionic ac- 
tivity coefficients.® 

The particular application of the Debye-Hiickel equation to be described 
here refers to the determination of the true equilibrium constant K from 
values of the equilibrium function at several ionic strengths; the necessary 
data for weak acids and bases can often be obtained from conductance 
measurements. If the solution of the electrolyte MA is sufficiently dilute 
for the limiting law to be applicable, it follows from equation (40.12), for 
the activity coeAcient of a single ionic species, that 

logYM"^ = logYA*” (41.18) 

since and are both unity. Assuming no ions other than and A“:*, 
derived from MA, to be present in the solution, it follows that 

^ X p) + (ca” X p)3- (41.19) 

If c is the stoichi|Ometric, i.e., total, concentration of the solute, in moles per 
liter, and a is the degree of dissociation, the concentrations cm"^ and Ca"* of the 
respective ions are both equal to oic; hence equation (41.19) becomes 

|i =5 |(ac + ofc) = cue, 

so that, by (41.18), 

log Tm-^ = log Ta” - ~ A (41.20) 

In the region in which the Debye-Huckel limiting law is applicable, the 
activity coefficient of the molecules of undissociated MA is probably very 
close to unity, as may be inferred from the known variation of the activity co- 
efficient of a neutral molecule in the presence of added electrolytes (cf. § 39m). 
It follows, therefore, upon taking logarithms of equation (41,17) that 

log K = log IC + log + log 7 a“ 

-loglT' 

or 

logiiL' — \ogK + 2A^f^. (41.21) 

It is seen from tins equation that if the value of log IC in any solution is 
plotted against Voic, where c is the concentration (molarity) and a is the 
degree of dissociation of the electrolyte MA in that solution, the result 
should be a straight line with intercept equal to log K. For concentrations 
that are too high for the limiting law to hold, the values of log K' do not fall 
on the straight line, but they approach it with decreasing concentration 

® See, for example, S. Gladstone, ^‘Textbook of Physical Chemistry,'^ 2nd ed., 1946, 
p. 1139; see also, pp. 1115-18. 
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(Fig. 32). This procedure has been utilized for the determination of dissoci- 
ation constants of weak acids from conductance measurements.*® 

Another application of the Debye-Hiickel equations, involving aa equi- 
librium between polyvalent ions, is worth of mention because of its interest 
in another connection (§ 45h). If a solution of ferric perchlorate, containing 



free perchloric acid to repress hydrolysis, is shaken with finely divided silver, 
the equilibrium 

Ag(s) Fe(C104)3 AgC104 + Fe(C104)2 

is attained. Since the perchlorates are strong electrolytes, they may be 
regarded as completely dissociated, provided the concentrations are not too 
high; the equilibrium may thus be represented by 

Ag(s) + Fe+++ ^ Ag+ + Fe++, 

where the ionic concentrations are equal to the total concentrations of the 
respective salts. The equilibrium constant is then given by 

^ UAs'^g-Fe'*-^ __ CAg+CFe''"* TAg'^TFc'*"*' 

■ CFe'^'*"^ TPe'*"*''*' 




(41.22) 


the activity of the metallic (solid) silver being taken as unity; the value of 
the function K' in any solution can be determined by analyzing the solution 
for ferrous, ferric and silver ions when equilibrium is established. 

Maoinnes and Shedlovsky, J. Am. Chem. Soe., 54, 1429 (1932); Maelnnes, J. Frank. 
Inst., 225, 661 (1938); D. A. Maoinnes, “The Principles of Electrochemistry,” 1939, 
Chapter 19. 
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Upon taking logarithms of equation ( 41 . 22 ), and utilizing the extended 
Debye-Hiickel equation in the form of ( 41 . 14 ), adapted to a single ion, viz., 

log = — AzfVy + Uitf, 

it is found that 

log K = log /v' + log 7Ag+ + log 7Fe'^'*' - log 7Fe'^'*'’^ 

== log Jf' - (2iB+ + 2|„++ - z|e+-^+)A^ + Cy 
= logJU + 4A7'^ + C'tf, (41.23) 

where A is equal to 0.509 for aqueous solutions at .25° C, and C is a composite 
constant made up of the various C/s. By rearranging equation (41.23), it 
is seen that 

logK' +AA^^\ogK- 

so that the plot of the left-hand side of this expression, which is available 
from the experimental determinations of K' in solutions of various ionic 
strengths, against the ionic strength should be a straight line; the intercept 
for y, equal to zero, i.e., log if, should give the value of if, the true equilibrium 
constant. Even if the plot is not exactly linear, it should provide a con- 
venient method for extrapolating the data to infinite dilution. From 
measurements made in solutions of ionic strengths varying from about 1.4 

0. 1. the equilibrium constant has been estimated as 0.53 at 25° It 
appears from other evidence (§ 45h), however, that this result is somewhat 
too high, the correct value being probably about 0.35. The error is un- 
doubtedly due to the somewhat lengthy extrapolation necessary to obtain 
if from the experimental data. If accurate measurements could be made 
in dilute solutions, the final result obtained by the procedure described above 
would be more reliable. 

EXERCISES 

1. Show that the expression for the mean ionic activity coefficient, derived 
from equation (40.11), can be written in the form 

- 1.824 X lOV 2 

log Td= v{DTy’'^ 

2. Plot the logarithms of the activity coefficients of silver iodate obtained in 
Exercise 14, Chapter XVI against the square roots of the corresponding (total) 
ionic strengths, and hence test the Debye-Hiickel limiting law. 

3. Calculate the effective radius of the ionic atmosphere (1 A) in a 0.1 molal 
aqueous solution of potassium sulfate at 25° C. The dielectric constant of water 
at 25" C is 78.54. 

4. Show that for electrolytes of the same valence type, the Debye-Hiickei- 
Br^nsted equation (41.14), as applied to moderately concentrated solutions, leads 
to the result 

log (t/7r) = 

Schumb and Sweetser, J. Am. Chem. <7^ 871 (1935). 
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where 7/ 7 e is the ratio of the mean ionic activity coefficient of any electrolyte to 
that of a reference substance of the same valence type at the same concentration c; 
k is a constant for the given electrolyte. The plot of log (t/tr) against c should 
thus be a straight line [Akerlof and Thomas, J, Am. Chem. Soc.j 56, 593 (1934)]. 
Test this by the data for hydrochloric acid and potassium chloride in Table 
XXXIII at molalities of 0.1 and higher. (Molalities may be used to represent 
the. concentration.), , 

5. Evaluate the Debye-Huckel constants A and B for methanol as solvent 
at 25'^ C, its dielectric constant being 31.5. Hence, write an expression for the 
mean ionic activity coefficient of zinc chloride in moderately dilute methanol 
solutions as a function of the ionic strengths and ^ at 25® C. (The density of 
methanol is 0.790.) 

6. Compare the mean ionic activity coefficient of a 0.1 molal solution of (i) a 
uni-univalent, (ii) a bi-bivalent, electrolyte in w^ater and methanol as solvents 
respectively, at 25® C. The mean ionic diameter may be taken as 3 A in each case. 

7. Utilize the mean ionic activity coefficients for solutions up to 0.05 molal in 
Table XXXIII to determine by a graphical procedure the mean ionic diameter a 
of hydrochloric acid. 

8. Utilize the following data for the solubility of the uni-bivalent salt 
[Co(NH3)4(C204)]2S206 iu the presence of various amounts of added electrolytes 
[Brjzinsted and LaMer, /, Am. Chem. Soc., 46, 555 (1924)] to test the Debye- 
iltickel limiting law at 25° C. The solubility in pure water is 1.545 X 10”*^ 
mole iiter"h 


Added Salt 
(equiv. liter~^) 
0.001 NaCl 
0.002 NaCl 
0.005 NaCl 


Solubility 
(mole liter~^) 
1.597 X 10-^ 
1.645 
1.737 


Added Salt 
(equiv. liter”^) 
0.01 KNO3 
0.005 MgSOi 
0.010 BaCh 


Solubility 
(mole iiter”’^) 
1.880 X 10-'* 
1.866 
2.032 


Plot log iS/So) against — V^o; determine the slope and compare with the 
calculated value for a uni-bivalent electrolyte. 

9. Show that if 71, 1 is the mean ionic activity coefficient of a uni-univalent 
electrolyte, and 7 is that of any other electrolyte with ions of valence z+ and 

at the same ionic strength, then the Debye-Hiickel limiting law requires that 
7 = 7i^f-. What general conclusions concerning the effect of valence on the 
activity coefficient can be drawn from this result? 

10. Using the values of A and B for water given in the text, plot — log 7± for 
a uni-univalent electrolyte against for ionic strengths 0.01, 0.1, 0.5 and 1.0, 
taking d equal to (i) zero, (ii) 2A, (iii) 4A, (iv) SA. Hence, draw general conclu- 
sions as to the effect of increasing the ionic size. Investigate qualitatively the 
result of increasing the valence of the ions. 

11. By means of the Debye-Htickel theory, calculate the activity coefficients 
of silver iodate in the various potassium nitrate solutions mentioned in Exercise 14, 
Chapter XYI. Compare the values with those derived from the observed 
solubilities. 

12. Account for the following observations: (i) the addition of increasing 
amounts of an *'inert^’ electrolyte causes the solubility of a sparingly soluble salt 
first to increase to a maximum and then to decrease steadily; (ii) the addition of a 
salt with an ion in common with the sparingly soluble salt causes the solubility of 
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the latter to decrease and then to increase. (Complex ion formation should be 
disregarded.) 

13, Justify, by means of the Debye-Huckel limiting law, the statement in the 
footnote in § 41h. 

14. The freezing point depressions (^) of dilute aqueous solutions of potassium 
chloride are given below: 


c (mole liter“i) B 

0.001596 0.00586^* 

0.002143 0.00784'^ 

0.008523 0.03063° 


c (mole iiter'”^) d 

0.02867 0.1011° 

0.04861 0.1702° 

0.1047 0.3606° 


[Lange, Z, phys. Chem., A186, 147 (1934)]. Plot 1 <j) against V^and determine 

the limiting slope; compare the value with that given by the Debye-Huckei theory. 
(The constant A is 0.488 for vrater at 0° O.) 

15. The dielectric constant of cyclohexanol is 15.0 and its freezing point is 
23.6° C. Calculate the limiting slope of 1 against according to the 
Bebye-Huckel theory, and compare the result with that in Fig. 31, 

16. The following data were derived from conductance measurements of solu- 
tions of picric acid in methanol at 25° C [D. A. Macinnes, “The Principles of 
Electrochemistry,^’ 1939, p. 362]: 


c (mole liter"”^) 

€C 

Z' 

1.00 X 10-1 

0.05871 

3.662 X lO-*^ 

5.00 X 10-2 

0.07823 

3.320 

2.50 X 10-2 

0.1037 

2.996 

1.25 X 10-2 

0.1379 

2.758 

6.25 X 10-2 

0.1820 

2.532 

3.125 X 10-2 

0.2408 

2.384 


Use the Debye-Htickel equation (for A, see Exercise 5), in conjunction with a 
graphical procedure, to evaluate the true dissociation constant from the Z' values. 
(The result is 1.845 X 10""^.) 

17. The solubility of barium sulfate in pure water at 25° C is 9.57 X 10“® mole 
liter”"^. Estimate the solubility in the presence of (i) 0.01 molar sodium chloride, 
(ii) 0.01 molar sodium sulfate. Use the Bebye-Huckei equation (41.11), assuming 
a value of SA for the mean distance of closest approach of the ions. 

18. The mean ionic activity coefficients of hydrochloric acid in water and in 
dioxane-water mixtures, at an ionic strength of 0.001, together with the corre- 
sponding temperatures and dielectric constants are given below. Use the data to 
test the Bebye-Hiickel limiting law, with particular reference to the effect of 
temperature and dielectric constant. 


f C 

D 


0° 

88.15 

0.967 

25° 

9.53 

0.398 

50° 

15.37 

0.675 


[Harned and Owen, ref. 1]. 
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PARTIAL MOLAR PROPERTIES 

42. Deteemination of Paetial ' Molar Propeeties, 

■■ 42a. Thermodyaaimc Significance.— The importance' of partial molar 

properties will be evident from the many uses of these quantities that have 
been made in the preceding sections of this book. In the present chapter 
it is proposed to consider certain of these properties, such as the partial 
molar volume and heat content, and related matters, in somewhat greater 
detail. It may be pointed out that the treatment of activities given in 
Chapters XV and XVI is essentially a convenient method for studying 
partial molar free energies or, more correctly, partial molar free energies 
relative to the value in an arbitrary standard state. This may be seen by 
writing the equation ji* = ju? + RT In ai in the form 

RT In ai = ya — = Pi — F% 

since the chemical potential y is equivalent to the partial molar free energy 
F. The determination of the activity ai is thus equivalent to the evaluation 
of the partial molar free energy Pi of the constituent i relative to that (Pf) 
in the chosen standard state. 

One significant aspect of partial molar properties is that represented by 
equation (26.6) . If Qi is the partial molar value of any property in* a system 
containing Ui moles of the constituent ij then the total value G for the system 
is given by the sum of all the UiGi terms. For a system consisting of a 
single, pure substance the partial molar property is identical with the ordi- 
nary molar value. This result has often been used in the earlier treatment. 

Another aspect of partial molar volumes and heat contents, in particular, 
arises from the thermodynamic requirement that for an ideal gas mixture 
or for an ideal liquid solution, as defined for example in § 30a and § 34a, 
respectively, there is no change of volume or of heat content upon mixing 
the components. This means that the partial molar volume and heat con- 
tent of each substance in the mixture are equal to the respective molar values 
for the pure constituents. Any deviation of the partial molar quantity ^ 
from the molar value then gives an indication of departure from ideal be- 
havior; this information is useful in connection with the study of solutions. 

42b. Apparent Molar Properties.- — ^Although not of direct thermo- 
dynamic significance, the apparent molar property ^ is related to the corre- 
sponding partial molar property, as will be seen below. The importance of 

1 Cf. G. N. Lewis and M. Eandali; “Thermodynamics and the Free Energy of Chemical 
Substances,” 1923, p. 35; J, Am. Chem. Soc., 43, 233 (1921). 
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ihe. apparent molar properties lies in the fact that, they are usually capable 
of direct ex]) 0 }*imeutal detenuiiiation in cases when the partial molar propei- 
ties arc not. For this reason, apparcTit molar quantities arc frequently em- 
ployed, particuiaiiy loivthc study of the thermodynamic properties of sys- 
tems of two cfnnponenls. In the subsequent treatment it will be assumed 
throughout that the systems are of tliis kind, the two constituents being 
repn^sented by the subscripts 1 and 2; when a distinction i.s |)ossible, the 
solvent will be regarded as constituent I and the solute us constituent 2. 

If G is the value of a partieulur property for a mixture consisting of ni 
moles of constituent 1 and n-o moles of constituent 2, and 6h is the value of 
the property per mole of pure constituent 1, then the apparent molar value, 
represented by of the given property for the component 2 is given by 





(42.1) 


In order to indicate the fact that the value of as given by equation (42.1) 
applies to the constituent 2, i.e., the solute, a subscript 2 is sometimes in- 
cluded. Flowever, this is usually omitted, for in the great majority of cases 
it is understood that the apparent molar property refers to the solute. It is 
seen from equation (42.1) that 4>g is the apparent contribution of 1 mole 
of the component 2 to the property G of the mixture. If the particular 
property were strictly additive for the two components, e.g., volume and 
heat content for ideal gas and liquid solutions, the value of 4>g would be 
equal to the actual molar contribution, and hence also to the partial molar 
value. For nonideal systems, however, the quantities are all different. 

42c. Determination of Partial Molar Quantities: I. Direct Method,- — In 
view of the definition of the partial molar property Gi as 



an obvious method for its determination is to plot the value of the extensi\-e 
property (?, at constant temperature and pressure, for various mixtures of 
the two components against the number of moles, e.g., ?i 2 , of one of them, 
the value of Ui being kept constant. The slope of the curve at any par- 
ticular composition, whicli^may be determined by drawing a tangent to the 
curve, gives the value of G 2 at that composition.^ Since the molality of a 
solution represents the number of moles of solute associated with a constant 
mass, and hence a constant number of moles, of solvent, the plot of the 
property G against the molality can be used for the evaluation of the partial 
molar property of the solute. Once Gt at any composition has been de- 
termined, the corresponding^ value of Giis readily derived by means of the 
relationship G == UiQi + n^Gt. 

2 For methods of determining partial molar properties, see ref. 1; sec also, Young and 
Vogel, J. Am, Chein, Soc., 54, 3025 (1932). 

3 See Latehaw, J, Am, CImn. Soc,t 47, 793 (1925): Gucker and Brenncn, ibid,, 54, 886 
(1932). 


42c 


BETEXiMINATION OF PARTIAL MOLAK PROPERTIES 


429 


In view of the difficulty of determining the exact slope of the curve at 
all points, it is preferable to use an analytical procedure instead of the 
graphical one just described. The property <? is then expressed as a func- 
tion of the number of moles of one component, e.g., the molality, associated 
with a constant amount of the other component. Upon differentiation with 
respect to n, i.e., the molality, an expression for the partial molar property 
is obtained. ' 

Problem: At concentrations exceeding 0.25 moial, the volume of a NaCi 
solution, per 1000 g. of water, at 25° C is given by 

Y = 1002.9 + 16.40m + 2.5m^ — L2m® mi. 

The molar volume of pure water at 25° C is 18.069 ml. mole""^. Derive general 
expressions for the partial molar volume and the apparent molar volume of sodium 
chioride in aqueous solutions, and compare the values for a 1 moial solution. 


The partial molar volume is given by 


Fo - 


/dV 


(-) 

\ dm J T, p 


\d7l2 / T. P.ni 

and hence, utilizing the expression for F, 

F 2 = 16.40 + 5.0m •— moie"*h 

In a 1 moial solution, therefore, T 2 is 17.8 ml. mole"h 

The apparent molar volume is given by equation (42.1) as 




F - niFi F - (1000/18.016) Fi 




m 


since Ui is equal to 1000/Mi, where i¥i, equal to 18.016, is the molecular weight 
of the solvent, i.e., water, and n% is m, the molality. Consequently, utilizing 
the expression for F and taking Fi as 18.069, it follows that 

4>v — 16.40 + 2.5m — ml. mole~b 
and hence in a 1 moial solution the apparent molar volume is 17.7 ml. mole~^. 

II. From Apparent Molar Properties. — A method that is often more con- 
venient and accurate than that described above, makes use of the apparent 
molar property. It is seen from equation (42.1) that 

and if 7ii is maintained constant^ so that niGi is constant, difierentiation 
with respect to n 2 , constant temperatim and pressure being understoodj gives 


f, _ f ^4 >g \ 

“ [dlitnsjn 


+ 


( 42 . 3 ) 


(42.4) 


or 
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Since the molality m is equivalent to w*, with rii constant, equations (42.3) 
and (42.4) may be written as 

Qi == m^ + <1,0 (42.5) 

dm 

■and 

G 2 == ^ (42.6) 

alnm 

respectively. If the apparent molar property (j)o is determined for various 
values of n^j with ui constant, or at various molalities, the partial molar 
property G 2 can be calculated from the slope, at any given composition, of 
the plot of <t>G against (or 7rh) or against log na (or log m). The metlxod 
based on the use of equation (42.3) or (42.5) is usually more accurate than 
that involving the logarithmic plot, since it does not give undue importance 
to results obtained in dilute solutions. An analytical method can, of course, 
be used in place of the graphical procedure if <t>G can be expressed as a func- 
tion of 712 or of the molality. 

For use in a later connection, an alternative form of equation (42.5) is 
required and it will be derived here. The right-hand side of this equation 
is equivalent to d(m< 3 [>(?) /dm, that is, 

d{m4>Q) ^ 

and upon integration, m var 3 dng between the limits of zero and m, and 
between zero and m^Gt it is found that 



5=5 j 

mjQ 


For dilute solutions, the molality is proportional to the molar concentration 
e, and hence it is permissible to put this result in the form 

<^>(7 ~ ^ 2 ^ 0 . ( 42 . 7 ) 

HI. Method of Intercepts. — The method of intercepts is useful in many 
instances, especially as it gives simultaneously the partial molar properties 
of both constituents of a binary mixture of any composition. Let g repre- 
sent the mean value of a particular extensive property per mole of mixture, 
so that the observed value of the property G for the system is given by 

6 ^ — (ni -f 712)0. 

Differentiation with respect to ^ 2 , at constant ni, constant temperature and 
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presmre being underdmdy then gives 


The: mole fraction Ni of the component 1 is defined by 


ni + ^2 

and differentiation of this^ expression, keeping ni constant, gives 

(ux + ni + ?i2 ^ 

that is, 

n-i -f* ^2-2 Ni 


Utilizing this result. 


and upon insertion in equation 
(42.8), it follows that 


The value of do/dNi is indepen- 
dent of the method whereby Ni is 
varied, and hence it is unneces- 
sary to postulate ni constant; 
consequently, it is possible to 
write 


The values of the mean molar i 
property g for mixtures of various -4 
compositions are plotted against 
the mole fraction Ni, as shown in 
Fig. 33- Let 0 be the point at 
which the partial molar property is to be determined; at 0 draw the 
tangent CD and the horizontal line JS7F, parallel to the base line AB. 
The slope of CD is do/dNi, and so CE is equal to Ni(dG/dNi) at 0, Since 
AE is the value of g at that point, it is evident from equation (42,9) that 
the distance AC gives the partial molar property G 2 . In an exactly similar 
manner it can* be shown that BD is equal to Gi for the mixture whose 


Fig. 33. Partial molar quantities by method 
of intercepts 
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composition is represented by the point O; hetieo, both Gi and (hi arc obi a ined 
at the same time. 

IV. General Methods. — In the methods described above for the determination 
of partial molar quantities, it has been tacitly assumed that the property G is 
one which is capable of experimental determination. Such is the case, for ex- 
ample, if G represents the volume or the heat capacity. However, if the property 
under consideration is the heat content then, like the free energy, it cannot be 
determined directly. In cases of this kind modified methods, wliich involve 
measurements of changes in tlie property, rather than of the property itself, can 
be used. It should be pointed out that the procedures are quite general and they 
are frequently adopted for the study of properties susceptible of direct measure- 
ment, as well as of those which are not. 

If moles of constituent 1 and 712 moles of constituent 2 are mixed, the ob- 
servable change A(? in the property G is given by 

m ^ G - {niGi + niGi), (42.10) 

where G is the value of the property for the mixture, and Gi and Gi are the molar 
properties for the pure substances. The change A(j upon mixing can be deter- 
mined experimentally, even though G cannot. For a series of mixtures, in which 
ni is maintained constant while ^2 is varied, the change in the property per n^.ole 
of constituent 2 is AG/n^t and equation (42.10) may be written as 

ni{AG/u%) =s (? — {uiGi 4- ^26^2)* 

Upon differentiating with respect to ^ 2 , with Ui constant, the constancy of tem- 
perature and pressure being understood, the result is 



This equation is seen to be similar to (42.3), and the values oi G^ — Gi can be 
derived in an analogous graphical manner from the plot of AG/n 2 against n 2 , with 
ni constant. An equivalent relationship can be employed to obtain Gi — Gi, 

An alternative procedure is to divide both sides of equation (42,10) by Ui + ^ 2 ; 
thus, 

Ag = G — (Nifri + (42.12) 


where Ag is the change in the property upon mixing the constituents, per mole of 
mixture. As before, g is the value of the property itself per mole, and Ni and N2 
are the mole fractions. By differentiating equation (42.12) with respect to Ki, 
with temperature and pressure constant, and bearing in mind that N 2 is equal to 
1 — Ni, it is possible to derive an expression for Ni(dG/dNi) which, upon insertion 
into equation (42.9), gives 


G2 Gi = Ag 


Ni 


d(AG) 

dNi 


(42.13) 


This expression is seen to be similar to equation (42.9), and hence the method of 
intercepts can be applied to the plot of Ag against Ni, for various mixtures, in 
order to obtain Gt — G 2 and Si — (?i for any composition. If Gi and Gi are 
known, as would be the case if S represented the volume, then Si and S 2 can also 
be determined. 
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When Ni is zero, i.e., pure 2, and Ns is unity, i.e., pure 1, Ag must be zero; 
the plot of Ag against Ni is thus of the form shown in Fig. 34 if Ag is positive, e.g., 
heat of inixing of ethyriodide and ethyl acetate. If Ag is negative, the curve is 
similar in form but it lies on the other side of the Ni-axis. Another possibility is 
that Ag is positive when one constitiieni is present in excess, and negative when 
the other is in larger proportion. ‘‘ 



Fig. 34. Generalized method of intercepts 


It is frequently more convenient to determine the partial specific proper- 
ties, defined in terms of grams instead of moles, of the constituents of a 
solution, and then to multiply the results by the respective molecular 
weights to yield the partial molar properties. Any of the methods described 
above may be adapted for this purpose. The value of the property G or 
of AG per mole is replaced by the value per gram, and n or n, the mole 
fraction or number of moles, is replaced by the corresponding gram fraction 
or number of grams, respectively. 


43. Partial Molar Volumes 


43a. Partial Molar Volumes from Density Measurements. — A conveni- 
ent form of method I for determining partial molar volumes in liquid solu- 
tions is based on density measurements at a number of different concentra- 
tions. Consider a solution containing Ui moles of solvent of molecular 
weight Ml to 1 mole of solute of molecular weight in a total volume of 
V liters; then its density p is given l)y 


_niMi + M2 

" lOOOF ’ 

SO that 

lOOOpF .¥2 

^ _ — 

Ml 


^Sosnick, /. Chmi, Soc., 49, 2255 (1927); li. F. Newton, private (.^omruunicalion. 
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Upon differeBtmting, at constant temperature and pressure, the resuit is 

, _ mO(pdV + Vdp) 


and hence 


dni 1000[p + F(dp/dF)] > * V 

Since the value of dV/dui refers to a constant amount, viz., 1 nmie, of the 
constituent 2, it is equivalent to (dV/dn})T,p,n^j and hence to Fi, so that 
equation (43.1) gives the value of the partial molar volume, in liters, of 
constituent 1. In order to use this expression, F on the right-hand side is 
replaced by 1/c, where c is the concentration in moles per liter, so that 


^ IOOOCp c(dp/dc)] ^ 

since VidpfdV) is equal to — c{dp/dc). To evaluate Fi it is necessary, 
therefore, to determine the density of the solution at various concentrations, 
and to plot the results. The slope at any point gives the required value of 
dp/dcj and this, together with the density, can then be inserted in equation 
(43.2), so as to_obtain the partial molar volume of the constituent 1. An 
expression for F 2 , similar to equation (43.2), and involving dp/dc, can be 
derived in an analogous manner. 

43b. Liquid Mixtures. — When two liquids which form an ideal solution 
are mixed there will be no change of volume, and the partial molar volume 

of each constituent will be equal to its 
1 n ^ A o^^dinary molar volume, as indicated 

0.4 earlier. If a solution exhibits positive 

deviations from EaoulFs law (§ 36a), 
there is usually an increase of volume 
upon mixing, and the partial molar 
volume of each substance is greater than 
its molar volume in the pure state. This 
may be attributed to the mean attractive 
force between the molecules in the mix- 
ture being smaller than for the com 
stituents separately. In fact, the same 
underlying cause is responsible^Tor 
increased vapor pressure, i.e., positive 
deviations, and the volume change.'' ' ^ 
a systeih which shows negative deviation 
from Eaoult^s law, the attractive force in 
the mixture is greater because of the net attraction of the two molecular 
species; this results in a lowering of the vapor pressure and a decrease of 
volume. Negative deviations from ideal behavior are thus, in general, asso- 
ciated with partial molar volumes that are less than the respective molar 


0 0.2 0.4 0,6 0.8 1.0 

Mole Fraction of Etiianol 

Fig. 35. Partial molar volumes in 
water-ethanol mixtures 
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volumes. Ar illustm system of this type is provided by the results 

in Fig. 35, which give the partial molar volumes of water and ethanol in mix- 
tures of these two liquids.® The results for the alcohol are, of particular 
interest, since: they show a steady decrease, followed by, an increase in dilute 
solution, /when the mole" fraction is less :than 0.1.; The interpretation of 
these' facts is of , considerable interest although it lies, outside the, immediate 
scope of thermodynamics. / ' ■ 

43c. Solutions of Electrolytes. — Because of the thermodynamic relationship 
between the partial molar volume and the partial molar free energy (chemical 
potential) it is possible to develop a theoretical treatment of partial molar volumes 
of electrolytes by means of the Debye-Huckel concept.^ According to the argu- 
ments in Chapter XVII, the mean activity coefficient given by the Debye-Hiickel 
limiting law, e.g., equation (40.14), represented by Td.h., is determined solely by 
the electrostatic forces between the ions in the solution at constant temperature 
and pressure. Strictly speaking, the complete mean activity coefficient should 
contain another factor, designated Vn.e., to allow for nonelectrical forces in the 
solution; this factor may be close to unity, but it will not necessarily be f :.i«lependent 
of temperature and pressure. Consequently, it is possible to write, in general, 
7± == Td.h. X 7n.e. or 

In 7± = In 7d.h. + in 7n.c.- (43.3) 

By equation (39.2), 

M 2 — Ma = In a 2 , 


where mS Is the chemical potential of the electrolyte in its standard state, which is 
defined in terms of a reference state at 1 atm. pressure, and is consequently inde- 
pendent of the pressure. Replacing ^2 by (mdt7d=)^ iu accordance with the treat- 
ment in § 39a, it is seen that 

M 2 — M? = + vRT In 7 ±, (43.4) 

V being the total number of ions produced by the dissociation of one molecule of 
solute. If equation (43.3) is substituted into (43.4), and the resulting expression 
differentiated with respect to pressure, at constant temperature and composition, 
recalling that, by equation (26.26), (dM 2 /dP)ar,N is equal to V' 2 , whereas mS Is inde- 
pendent of pressure, it is found that 


d In 7 d.h. 
dP 


f 2 - vRT 


d In 7n.c. 

dP 


As the solution approaches infinite dilution and the electrostatic forces become 
negligible, In 7 d.h. approaches zero irrespective of the pressure; that is to say, 
as m tends to zei’o, the left-hand side of equation (43.5) becomes zero, and hence 


vRT 


d In 7n.e. 
dP 



as 



where 7* is the partial molar volume of the solute at infinite dilution. Although 
this result is strictly applicable only at infinite dilution, it may be assumed to 


® Adapted from Lewis and Randall, ref. 1, p. 40. 

®Rediich and- Rosenfeld, Z, phys. Chem.^ A155, 66 (1931); R. F. Newton, private 
communication. 
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liold in the same region as does the Debye-Hlickei limiting law, and hence substi- 
tution in equation (43.5) gives 

vRT ( y = 2.303vRT ( ) . (43.6) 

\ dP /r.N \ oF /t,n 

The Debye-Hiickel equation (40.11) for log 7i, for a single ion, may be com- 
bined with (40.13) to give an alternative expression for the mean ionic activity 
coefficient represented here by the symbol 7d.h.; thus (cf. Exercise 1, Chapter 
XVII), 

, 1.824 X 10 V . r 

iog.7D.H. (43.7) 

where Vi is the number of ions of valence Zi formed from one molecule of the solute 
in the solution. For the present purpose, that is, the evaluation of the partial 
molar volume of the solute, equation (43.7) is restricted to a solution containing a 
single completely dissociated electrolyte. In this case, the concentration Ci of any 
ion is equal to ViC, where c is the concentration of the solute in moles per liter, 
and hence 

V = I£ci2^ = 

so that equation (43.7) becomes 

tog 7 d.h. = - (43.8) 

^l2v(.DTyi^ 


This result may now be inserted into equation (43.6) and the differentiation 
carried out, at constant temperature and composition; taking E as 8.314 X lO’' 
ergs deg.”*^ mole^^, it is found that 



2-469 ..X .1 0 :^ (V . ..n3/a i / i . ^ + i . V ^ c 

j53/2fi/2 2\D dP V dP/T 


(43.9) 


Attention may be called to the presence of the term (dF/dF)(r/F; this arises 
because the concentration is inversely proportional to the volume, and the latter 
varies with the pressure, at constant temperature. Actually, — (d F/dP) 7 ’/F is 
the compressibility of the solution, but since equation (43.9) can apply only to 
dilute solutions, it may be regarded as the compressibility of the solvent, and 
hence is known. The dependence of dielectric constant upon pressure, which is 
required for the value of (dD/dP)^, has not been studieci to any extent except for 
water as Bolvent, and even in this case the results are not too relia.ble. Taking 
the compressibility of water as 45 X (dyne and {dD/dP)T/D as 

47 X 1 0 (rlyne crn."*-)"^- at 25 °C, with D equal to 7cS.54, equation (43.9) reduces to 


1“., — . j?* Vc cc. mole 


(43.10) 


for dilute ;u]UCous .s(»lution.s at 25" C; hence, 

Vo — f J + cc. moie 'h (43.11) 


Problem: Derive nn expression for the partial molar volume, of BaCIo in dilute 
aqueous solution nt 25‘' C. 

For Ba(.4-, = 1, 2 .^ === 2, and ^ 2, — \ ; lienee “ [(1 X 2“) 
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therefore, 


= vt + 0.99 X 14.7 Vc 
= VI + 14.6a/c cc. mole"'^ 


The accuracy of equation (43.11) may be tested by plotting the experimental 
values of F 2 , the partial molar volume of the solute, at various concentrations 
against Vc; the results should approach a straight line of slope 0.99 in 

dilute aqueous .solution at 25® C. A simpler method, however, is to derive an 
analogous relationship involving the apparent molar volume, for this can be ob- 
tained more readily from the experimental data. The general equation (42.7), for 
dilute solutions, in the present case takes the form 




(43.12) 


If the expression for F 2 given by equation (43.11) is now introduced, it follows 
directly that 

(j)Y - (j>Y + I X 

= 4>v + cc. mole”h (43.13) 


The verification of this equation requires accurate measurements of density 
of aqueous solutions at high dilutions, and so not many data are available for the 
purpose. From such information as is available, however, it appears that the 
limiting slope of the plot of the apparent molar volume of an electrolyte solute 
against the square root of the molar concentration is approximately equal to 
0.66(X^^'2^D®^^ as required by equation (43.13).^ 

Attention may be called to the interesting fact that for a large number of salts 
the apparent molar volume in aqueous solution is a linear function of the square 
root of the molarity at concentrations exceeding about 0.25 molar up to quite high 
values. The slope of this line, however, is specific for each electrolyte, whereas, 
according to equation (43.13), in dilute solution, it should be dependent only on 
the valence type of the solute. In general, the slope at high concentrations differs 
from the theoretical limiting Debye-Htlckel slope as given by equation (43.13).® 


44. Partial Molar Thermal Properties 

44a. Relative Partial Molar Heat Contents. — The partial molar thermal 
properties, namely, heat content and heat capacity, are of particular interest, 
as well as of practical importance, as will be seen from some of the examples 
to be given below. In accordance with the general definition (§ 26a), the 
partial molar heat content of any constituent of a solution is represented by 



Redlich, J. Phys, Chem.^ 44, 619 (1940); Eediich and Bigeieisen, Chem. Rev,, 30, 
171 (1942). 

s For review, see H. S. Harned and B. B. Owen, “The Physical Chemistry of Electrolytic 
Solutions/^ 1943, pp. 250 et seq.; also, Gucker, Chem, Rev,, 13, 111 (1933). 
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the amoiints of all the constituents, except n*, being constant* As indicated 
earlier, since it is not possible to determine absolute values of the heat con- 
tent H of any system, it is the practice to consider values relative to the 
reference state chosen in connection with the definition of activity (§ 37b), 
vk., pure liquid at 1 atm. pressure for the solvent (constituent 1) and the 
infinitely dilute solution at 1 atm. for the solute (constituent 2). 

For the solvent, the standard state and the reference state are identical, 
on the basis of the usual convention, and consequently the molar heat con- 
tent in the reference state may be represented by Hi, The partial molar 
heat content of the solvent in any solution relative to the heat content in 
the reference state is then Hi — H?; this quantity is called the relative partial 
molar heat content of the solvent, and is represented by the symbol Li, 
so that in any solution 

Li^Hi-Hl (44.1) 

For the sake of consistency, a slight modification is sometimes made in this 
expression. The partial molar heat content of the pure solvent, i.e., E% 
which is the same as in a solution at infinite dilution, is, of course, identical 
with the molar heat content of the pure solvent, i.e., H\ Hi; hence, 
equation (44.1) may be written 

Li -- St - SI (44.2) 

For the solute, the reference state is the infinitely dilute solution, and 
although this is not the same as the standard state, the partial molar heat 
contents are the same in both cases (§ 37d). The reference value, which is 
the partial molar heat content^of the solute at infinite dilution, can then 
be represented by the symbol St- The relative partial molar heat content 
L 2 in any solution is thus given by 

L 2 --S 2 -SI (44.3) 

It may be noted that with the reference states chosen above, Si becomes 
identical with 5$, and #2 becomes' identical with B% at infinite dilution. 
Hence, in an infinitely dilute solution, £1 and L 2 are both zero. 

In accordance with the usual properties of partial molar quantities [cf. 
equation (26.6)], the heat content of a system consisting of ni moles of 
constituent 1, and nz moles of constituent 2, is 

H ^niSi + nzSz, (44.4) 

and hence, by equations (44.2) and (44.3), 

H — nzBt) = niLi + (44.5) 

The quantity UiSi + may be taken as the reference value of the total 
heat content of the solution, so that the left-hand side of equation (44.5) 
gives the total relative heat content, for which the symbol L is used. It 
follows, therefore, that 

L ^ niLi + nzLzi (44.6) 

which is consistent with the general property of partial molar quantities. 
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44b« Heats of Soliitioa and Dilution* — The partial molar heat contents 
are related to such experimental quantities as heats of solution and dilution, 
and hence these will ;be considered.. If H is the' heat content of a solution, 
as described above, and Hi and H^ are the molar heat contents of the pure 
solvent and solute/ respectively, at the' same temperature and pressure, the 
change ' of heat content upon mixing the constituents of the solution is then 

■ ixH = If — (ritHi + ' (44.7) 

This quantity, divided by ^2 so as to, give the value of AH per mole of solute, 
is the total or, integral heat of solution at the given concentration (§ 121). 

If equation (44.7) is differentiated with respect to n 2 , while the tempera- 
ture, pressure and ni are maintained constant, it is found that 


L <3^2 Jr.P.ni \ / T,P,ni 

- H 2 -H 2 , (44.8) 


since, by definition, the first term on the right-hand side is equal to H 2 . 
The quantity obtained in this manner is the partial or differential heat of 
solution of the solute; it is seen from equation (44.8) to be the increase of heat 
content per mole of solute when it is dissolved in a large volume of solution at a 
particular concentration^ so that there is no appreciable change in the latter. 

Another expression for the differential heat of solution of the solute may 
be obtained by adding and subtracting the term H% at the right-hand side 
of equation (44.8) ; thus, 

H. - Hs = (H 2 - 51) - (Hs - S%) 

U, ‘(44.9) 


where L 2 is the relative partial molar heat content of the solute in the given 
solution, and L 2 is the relative (partial) molar heat content of the pure solute, 
the reference state in each case being the partial molar heat content at 
infinite dilution. Since ~ L 2 is equal to H% ~ H 2 , it is evident from equa- 
tion (44.8) that it represents the differential heat of solution of the solute at 
infinite dilution. 

By differentiation of equation (44.7) with reference to ni, keeping T, 
P and n 2 constant, the result, analogous to (44.8), is 



since in this case Hi, for the pure solvent, is identical with H? and 5?. The 
left-hand side of (44.10), which is seen to be equal to the relative partial 
molar heat content Li of the solvent in the given solution, is called the partial 


The quantity Ei is identical with El and Si, but the same relationship does not apply 
to If 2; the latter refers to pure solute, whereas Si applies to infinite dilution. 
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or differential heat of dilution.^ it itrly bo defined sfi the change of heat 
content per mole of solvent lohni it is added to a. large volume of the solution at 
the given concentration. 

The integral heat of dilution is the change of heat content^ per mole of 
solute j when a solution is diluted from one specified concentration to another. 
By Hesses law, i.e., by the first law of thermodynamics, the integral heat 
of dilution must be equal to the difference of the integral heats of solution in 
the initial and final states. If the dilution is carried out by means of an 
infinite amount of solvent, so that the final solution is infinitely dilute, the 
heat change is referred to as the integral heat of dilution to infinite dilution. 

44c, Relative Apparent Molar Heat Contents. — If 4>h is used to represent 
the apparent molar heat content of the solute, then by equation (42.1), 




H - niE\ 




(44.11) 


where Hi is used, as before, in place of H% for the molar heat content of the 
pure solvent; hence, 

H = R-ijiF/i + (44.12) 

At infinite dilution, equation (44.4) becomes 

^ niSi+ n^M, (44.13) 

and at the same time the general equation (44.12) takes the form 

m = nilTi + (44.14) 

where <j)n is the apparent molar heat content of the solute at infinite dilution. 
(.''omparison of equations (44.13) and (44.14) then shows that 




(44.15) 


so that the apparent and the partial molar heat contents of the solute are 
identical at infinite dilution, t 

By equation (44.12), H — is equal to and since, by (44.15), 
is equal to no/??, it follows that 


II - {uM + ntHt) 
and hence, by (44.5), 


n2<t>n 


^ 20 //, 


niLi -+* — <l>%) 


(44.16) 


where the relative apparent molar heat content of the solute, i.e., <t>E — <l>Ht 
is represented by cj>L^ This quantity, as will be seen below, is equal in 

* Heats of dilution arc sometimes considered as heats of solution of the solvent^ to indi- 
cate that there is no essential difference between the solvent and solute. 

t This result is of general applicability; thus <I>g = for infinite dilution at any con- 
stant pressure. In equation (44.15) the implied pressure is that of the reference state, 
i.e., 1 atm. (cf. §44a). 
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magEitude but opposite in sign to the (integral) heat of dilution to infinite 
dilution per mole of solute, as defined in § 44b, for a solution consisting of ni 
moles of solvent and ^2 moles of solute. 

44ci« Heats of Dflution to Infinite Dilution. — When moles of solute are 
dissolved in an infinite amount, i.e., «© moles, of solvent, the heat content 
of the infinitely dilute solution, i.e., is given by equation (44.4) as 

HO =ooS? + n2Ht, (44.17) 

the partial molar heat contents being Hi and H% for solvent and solute, 
respectively. For a solution consisting of ni moles of solvent and n -2 moles 
of solute, the heat content H is [cf, equation (44.4)] 

iJ = niHi + n2S’2v (44.18) 

If 00 — m moles of solvent are added to this solution, it will become identical 
with the one Just considered, i.e., moles of solute in an infinite amount of 
solvent; the change of heat content is then the heat of dilution to infinite 
dilution. The heat content of oo — m moles of solvent is («» — ni)Hij and 
so the sum of the heat contents of the given solution and the infinite amount 
of solvent, before mixing, is niHi + 11282 + (00 — ni)Hi, The heat con- 
tent, after mixing, is given by equation (44.17), and hence the heat of dilu- 
tion to infinite dilution, represented by is 

AHc^o = (ooH? + nsHE) - IniHt + ^^2-^2 + - ni)H?] 

= niim - So + 712(81 ’- 82 ). ( 44 . 19 ) 

By the definitions of equations (44.2) and (44.3), this becomes 

AHc-^o ~ — TllLl — TI2L2} 

and hence, by (44.16), 

AHc^o — — 712^ (44.20) 

The value of AHc-*q is for the infinite dilution of a solution containing 712 
moles of solute, and consequently the integral heat of dilution to infinite 
dilution, per mole of solute^ is equal — as stated above. 

The integral heat of dilution of any solution to infinite dilution can be 
determined experimentally. To measure the heat change accompanying 
the actual dilution of a given solution by an infinite amount of solvent is, 
of course, not practicable. The procedure employed is to dilute the given 
solution in stages by using finite amounts of pure solvent, or by adding a 
more dilute to a more concentrated solution. The heat content changes in 
the various states are additive, and from the results it is possible to derive 
the heats of dilution to increasing extents. The data obtained in this 
manner for the dilution of 0.1 molar sodium chloride solution to various 
final molarities c, at 25® C, are given in Table XXXV.® The values of 
AHo.i-^c represent the heats of dilution, per mole of solvie, of the 0.1 molar 
solution to the final concentration of c mole per liter. Extrapolation of these 

® Eobhison, J* Am, Chem, Soc,, 54, 1311 (1932); HAmed and Owen, ref. 8, p. 225. 
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values to infinite dilution, preferably by plotting A// 0 . 1 -.C against Vc, gives 
— 83.0 cal. mole“^ for the integral heat of dilution to infinite 

dilution. Hence for 0.1 molar sodium chloride at 25° C, the value of 4>l, 
i.e., — <^?r, is 83.0 cal. mole~‘. 

TABLE XXXV. HEAT OF PILUTIGN OF O.In SOPIUM CHLOBmE SOLUTION AT 25® C 


c 

AHq.I^C 

A // c ->0 

0.05 mole liter'"^ 

— 12.8 cal. mole~^ 

— ' 70.2 cal.'' 

0.025 

- 27.8 

- 55.2 

0.0125 

-42.9 

-40.1 

0.00605 

-52.9 

- 30,1 

0.00305 

-61.5 

-21.5 

0.00153 

- 67.4 

-15.6 

0.00076 

- 73.1 

-9.9 

0.00039 

-75.7 

- 7.3 

0 

{ - 83.0) 

0 


Once the integral heat of diluting a given solution, e.g., 0.1 molar, to 
infinite dilution is known, the values of for other solutions can be deter- 
mined much more easily. All that is necessary is to measure the total 
(integral) heat change accompanying the dilution of any solution to 0.1 
molar; upon adding the value of for 0.1 molar, the result is <I>l for the 
former solution. For solutions more dilute than 0.1 molar, the values of 
i.e., — AHc^a per mole of solute, can be obtained by subtracting AFoa->c, 
which is determined experimentally, from which may be regarded 

as known. 

The relative apparent molar heat contents of sulfuric acid (solute) in 
mixtures with water (solvent), for various compositions at 25^ C, are re- 
corded in Table XXXVL*^^ It may be noted that when 4^1 is positive, 
AJToh-o is negative, and the dilution process is accompanied by the evolution 
of heat. It is seen, therefore, from Table XXXVI that heat is evolved 
upon the infinite dilution of sulfuric acid solutions at all concentrations down 
to the lowest studied, viz., 0.00108 molal. 

44e. Integral Heat of Finite Dilution.— The relative apparent molar heat 
content values in Table XXXVI give not only the heat changes accompany-* 
ing infinite dilution of a particular solution, but also the change in heat con- 
tent for a finite dilution. This is, of course, merely a reversal of the pro- 
cedure described above for determining heats of dilution to infinite dilution. 
If a solution is diluted from molality m' to molality m, the change of heat 
content per mole of solute is represented by 

AHm-^O 

--(4-0l), (44.21) 

where and are the relative apparent molar heat contents of the solute 
at the molalities m' and m, respectively. 

Calculated by Craig and Vinal, J, Ees, Nai. Bur. Stand., 24, 475 (1940). 

*The relative partial molar beat contents Xi and L 2 are also included in the table; 
they are derived from the values, as explained in § 44f. 
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/TABLB XXXVI. HEAT CONTENTS OP AQUEOUS SOLUTIONS OF SULPUilIC AGIO AT 25® C 


JVIolality , 

Moles H 2 O 


d<f>L 

Li 

L 


Moles H 2 SO 4 cal. mole"”^ 


: cal. . ■ : 

: , cal. 

' 0 

00 

0 

33.0 X W 

,'0/ ' 

0 

. 0.00108 

51,200 

1,160 

30.8 

0.01 

1,665 

0.00217 

25,600 

1,540 

29.8 

, 0.03 

■ ' 2,234 

0.00434 

12,800 

2,080 

27.4 

0.06 

2,889 

0.00867 

6,400 

2,900 

17.74 

- 0.13 

3,725 

: 0.01734 

3,200 

3,480 

12.74 

- 0.26 

4,318 

0.03469 

1,600 

4,040 

8.28 

. 0.48 

4,811 

: 0.06938 

800 

4,550 

5.24 

- 0.91 

5,280 

0.1388 

400 

5,020 

3.32 

~ 1.54 

5,638 

0.2775 

200 

5,410 

1.64 

- 2.16 

■5,842 

0.6551 

100 

5,620 

0.72 

-2,68 

5,888 

1.1101 

50 

5,780 

0.54 

- 5.70 

6,065 

2.2202 

25 

6,070 

0.82 

- 24.4 

6,681 

3.7004 

15 

6,550 

1.40 

- 89.8 

7,896 

5.551 

10 

7,300 

i.98 

- 233 

9,632 

6.938 

8 

7,880 

2.20 

- 362 

10,777 

9.251 

6 

8,800 

2.25 

- 570 

12,222 

13.876 

4 

10,410 

2.24 

- 1,043 

14,581 

18.502 

3 

11,660 

2.06 

-1,477 

16,089 

27.75 

2 

13,580 

1.76 

-2,318 

18,216 

55.51 

1 

16,720 

1.27 

- 4,731 

21,451 

111.01 

0.5 

19,730 

0.64 

-6,743 

23,102 

00 

0 

(23,640) 

(0.00) 


(23,540) = L, 


Problem: What is the net amount of heat required to remove half of the water 
from a solution containing 1 mole of H 2 SO 4 to 400 moles H 2 O at 25® C? 

The final solution will contain T mole H2SO4 to 200 moles H2O, and the heat 
which must be supplied is equal in magnitude but opposite in sign to the heat 
evolved upon diluting this solution to one containing 1 mole H2SO4 to 400 moles 
H2O, The change of heat content accompanying the dilution in this case is given 
by equation ( 44 . 21 ) as — (for 2OOH2O/IH2SO4) — <j>L (for 4OOH2O/IH2SO4)]* 
Hence, from Table XXXVI, 

AH = - (5,410 - 5,020) = -- 390 caL 
The heat required to remove the water is thus 390 cal. 

Problem: How much heat is evolved when 1 mole of H 2 SO 4 is added to 200 
moles H 2 O at 25® C? 

The process is here equivalent to dilution from an initial solution containing 
OH2O/IH2SO4 to a final solution of 2OOH2O/IH2SO4- Hence, by Table XXXVI, ^ 
the value of AH is - C<3!>l (for OH2O/IH2SO4) - (for 2OOH2O/IH2SO4)]; thus, 

AH = - (23,540 - 5,410) « - 18,130 cal. 

The amount of heat evolved is 18,130 cal. This is the integral heat of solution 
of the sulfuric acid in the solution. 

Although it is mainly of theoretical interest, there is a simple relationship 
between the integral heat of finite dilution and the corresponding 


m 
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apparent molar heat contents stnd <j>H of the solute in the initial and final 
solutions. Thus, by definition fcl equation (44.16)], 

— 4>E <i>H ^Od (l>L = <I>B — 

the same reference value <l>% being applicable in both cases. Inserting these 
expressions into equation (44.21), it is seen that 

== ““ (<j>H (44.22) 

441 Determination of Relative Partial Molar Heat Contents. — A number 
of methods are available for evaluating the relative partial molar heat con- 
tents Li and L 2 of the constituents of a solution. One of these makes use of 
the apparent quantities, such as those given in Table XXXVI. Since 

L = TiiLi + ^ 2 X 2 = (44.23) 

by equations (44.6) and (44.16), it follows, upon differentiation with respect 
to 712, the temperature, pressure and number of moles ni of solvent being 
constant, that 

~ is — + 7^2 * (44.24) 

\an2/ T.P,hi \0n2 /T,P,ni 

This result is identical with the general equation (42.3), and could, of course, 
have been obtained directly from it. Since in equation (44.24) may be 
replaced by the molality m, for this satisfies the condition that ni is constant, 
it follows that, at constant temperature and pressure^ 

+ + (44.25) 

dm dinm 


By plotting <I>l against m (or log m), and determining the slope d<j>L/dm 
(or d4>L/d log m) at any required molality, the value of £2 can be found, as 
described in § 42c, II. 

For electrolytes, more accurate results are obtained by plotting 
against thus, utilizing the relationship 

dm ^ 

it follows from equation (44.25) that 

— (44.26) 


If the value of L given by equation (44.24) is substituted in (44.23), 
it is found that 



(44.27) 


Further, if is replaced by -the molality, then ni is equal to 1000/Mi, where 
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Ml IS the molecular weight of the solvent; hence equation (44.27) becomes 


f - 

1000 dm ' 


at constant tempemture and pressure. For a solution of an electrolyte, this 
is preferably written in the form 


Li 


d4>L 

2000 


(44.29) 


It is thus possible to derive both Li and from the slope of the plot of 4>l 
against m for a nonelectrolyte, or against for an electrolyte.* The 
results obtained in this manner, for aqueous solutions of sulfuric acid, are 
included in Table XXXVI, above. 

In the procedure just described, both Li and Ls are obtained from the 
same data, viz., the^relative apparent molar heat contents; other methods, 
however, give only Li or X 2 , as will be seen shortly. If one of these quanti- 
ties is known, the other can be calculated by using a form of the general 
equation (26.8) ; thus, in the present case, at constant temperature and pressure, 


UidLi + 712^X2 = 0 , 


so that 


dLi =--~dU 


mMi 

Togo 


dXa. 


(44.30) 


Consequently, if n 2 /ni (or m) is plotted against X 2 for various compositions, 
it is possible to evaluate Xi by graphical integration (cf. § 38f). 

According to the results derived in § 44b, it is seen that Xi is equal to the 
differential heat of dilution of the given solution. This may be obtained 
experimentally by determining the heat changes upon mixing a definite quan- 
tity of solute with varying amounts of solvent. If the results are plotted 
against the number of moles of solvent, the slope, i.e., 
at any concentration gives the differential heat of dilution, and hence Xi, 
at that concentration [cf. equation (44.10)^; this is equivalent to method I 
(§42c). If the solute is a solid, this procedure is not convenient. The 
method that can then be employed is to take a solution of definite concen- 
tration and determine the heat change per mole of solvent, i.e., ISH.jnx, upon 
dilution with varying amounts of solvent. If these data are extrapolated 
to zero added solvent, the result is equivalent to the heat change accompany- 
ing the dilution of the solution by a mole of solvent under such conditions 
that the composition remains virtually constant; this is evidently the differ- 
ential heat of dilution of the given solution. An approximate value of this 

* It will be evident that if either Xj or X 2 is determined in this manner, the other could 
be obtained directly from equation (44.23). 
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qiuintity may be determined directly by adding a small amount of solvent 
to a solution, and assuming that tbe heat change per mole of solvent is equal 
to Li at a mean concentration between the initial and final compositions^^ 

Problem: Solve the first problem in § 44e by using the relative partial molar 
heat contents Xi and 1/2 in Table XXXVI. 

The relative heat content L in the initial state is 400l/i + ^2 for the system 
4 OOH 2 O/IH 2 SO 4 ; this is (400 X — 1.54) + 5,638 — 5,022 cai. The final solution 
consists of 200 moles H 2 O and 1 mole H 2 SO 4 , and in addition there are 200 moles 
of pure H 2 O. Since pure solvent is the reference state, Li for the latter will be 
zero (cf. Table XXXVI), and hence L for the final state is 200Li + L 2 for the 
system 2 OOH 2 O/IH 2 SO 4 , i.e., (200 X — 2.16) + 5,842 - 5,410 cal. The change 
of heat content is thus 5,410 — 5,022 = 388 cai. Since the final state has a larger 
heat content than the initial state, 388 caL must be supplied. (The small diffex’- 
ence from the result in § 44e is due to the use of two decimal places only in Lu It 
should be noted that since L is equal to ^ 2 ^ 1 ,, by equation (44.23), the method used 
here is identical in principle with that employed in the previous solution of the 
problem. The use of relative heat contents is, however, more fundamental.) 

Problem: Calculate the heat change when 1 mole of H2SO4 is added to a 
solution of 1 mole H2SO4 in 400 moles H2O, using Table XXXVI. 

The relative heat content L in the initial state is equal to 400ii + L 2 for the 
solution 4 OOH 2 O/IH 2 SO 4 , plus L 2 for the pure H 2 SO 4 ; this is (400 X — 1.54) 
+ 5,638 + 23,540 == 28,562 cal. In the final state, L is 400ii + 2 L 2 for the solu- 
tion 2 OOH 2 O/IH 2 SO 4 , i.e., (400 X 2.16) + (2 X 5,842) = 10,820 cai. The 
change of heat content is thus 10,820 — 28,562 = — 17,742 cai. (This problem 
could also be solved by using the values in Table XXXVI.) 

44g. Activity CoefScients and Relative Partial Molar Heat Contents.*— It was 
seen in § 39c that the variation of the activity coefficient with temperature 
is dependent upon L 2 ; this variation can be utilized, both directly and indi- 
rectly, to evaluate relative partial molar heat contents. By equation (26.25), 
ld(fii/T)/dT2p,N =— Ili/T^ for any constituent of a solution; hence, utilizing 
(43.4), for an electrolyte, in the form 

M 2 ni 

— - — - vR In 771:^7 

it follows, upon differentiation with respect to temperature, at constant pressure 
and composition, that 


H2 - Hi 


d in 7± 


Since i /2 — Jli is equal to L<>^ this is equivalent to 

Li = - yRT^ ( 


\ (>T Jp.fi 


(44.31) 


“ Randall and Bisson, J. Am. Chem. Soc., 42, 347 (1920); Randall and Rossini, ihid., 
51, 323 (1929) ; Rossini, J. Res. Nat. Bur. Stand.. 6 791 (1930) ; 9, 679 (1931) ; Guckor, J. Am. 
Chem. Soc., 61, 459 (1939). 
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or 


„7? / 

\a(i/r) /p.i 


(44.32) 


By determiniEg the mean ionic activity coefficient at several temperatures^ e.g., 
from the elevation of boiling point at different pressures,* the values of L 2 at 
various concentrations may be calculated from the plot of In 7 ^ (or log 7 ±) against 
either T or 1/37. The relative partial molar heat contents of a few salts have been 
determined ill this manner .^2 

The reverse of this procedure provides one of the main applications of the 
relative partial molar heat contents. If these are determined by means of thermal 
measurements, as described in § 44f, they can be employed to evaluate the ac- 
tivity coefficients at one temperature if those at another temperature are known 
(§§38c, 39c). 

Problem: Assuming La to remain constant, calculate the relative change in the 
mean ionic activity coefficient of 1 molal sulfuric acid solution from 0 ° to 25° C. 


Integration of equation (44.31) with £2 constant gives 


log 


^ W 1 1 

4.576y\ T T 




where 7 and 7' are the mean ionic activity coefficients at T and T\ respectively. 
For H 2 SO 4 , V is 3, i.e., 2H+ + S07“ and by Table XXXVI, L 2 for a 1 molal 
solution is close to 6,000 cal. Hence, 

4.576 X 3\273 X 298/ 


log 


7273 

7298 


so that 7273/7293 = 1«36. (If allowance were made for the variation of L 2 with 
temperature, using partial molar heat capacities given later (Table XXXVIII), 
a slightly smaller ratio, about 1.34, is obtained. The experimental value, derived 
from E.M.F. measurements, is 1.33. The variation of 7 ± with temperature is 
unusually large, because L 2 for sulfuric acid is considerably greater than for most 
electrolytes.) 

An indirect method of using equation (44.31) is based on the employment of 
E.M.F. measurements. For example, if the solute is a suitable electrolyte 
the E.M.F. of a cell of the type M| Solution of A, referred to in § 39h, is, 

in the general case, 

jpm 

E ^ ^ In a;+( 2 l- 

NF 


E^ 


vRT 

NF 


In m± 7 ±, 


where N is the number of faradays associated with the formation of 1 mole of the 
solute in the cell. Upon rearranging this result, and differentiating with 

* The variation of the activity coefficient with pressure is negligible. 

^2 Smith, et cd,, /. Am. Chem. Soc., 61, 1123 (1939); 63, 1351 (1941). 
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respect to temperature, at constant pressure and composition, it is seen that 

/m 


- g»)/r \ »>B/ ainY± \ 

V dT /p,N NF\ dT Jp,N 

Utilizing equation (44.31), it follows that 

\ dT /p,N 
' djE - E^) \ 

^ BT } 


NET \ 


NFiE - E^), 


(44 33) 


(44.34) 


(44.35); 


which is a form of the Gibbs-Helmholtz equation (25.31), since Lz is equal to 
82 Si [cf. also, equation (45.3)]. 

By means of equation (44.35), it is evidently possible to determine the relative 
partial molar heat content of an electrolyte by measuring the e.m.f. of a cell of 
the type mentioned above at several temperatures, so that the temperature coeffi- 
cient can be evaluated. This gives the first term on the right-hand side of equa- 
tion (44.35), and the second term is obtained from the actual e.m.f. 

The most convenient procedure, however, is to express the e.m.f. of the cell, 
with electrolyte at a given molality or molarity, as a power series function of the 
temperature; thus, 

E ^ a + bT + cT^ + dT^ +-r>, (44.36) 


Similarly, the standard e.m.f. can 


where a, 6, c, etc., are empirical constants, 
be represented by an analogous expression 

« o« + ¥T + + . . . . (44.37) 

If the temperature range is not too large, it is not necessary to proceed beyond 
three terms; hence, 

= <5L:^ + (6 _ 60) + _ c«)r. 

Upon differentiating with respect to temperature and inserting the result in 
equation (44.34), it follows that 


Xa ^ NFl(a - ¥) - (c - cO)P]. 


( 44 . 38 ). 


The relative partial molar heat content of the solute can thus be determined at 
any temperature within the range in which equations (44.36) and (44.37) are 
applicable. 

The relative partial molar heat contents of the constituents of a liquid metallic 
alloy can be obtained in an analogous manner by making use of cells of the type 
described in § 38e, viz., Metal A(liquid) | Fused salt of A | Solution of A in metal 
B (liquid). In this case the standard state is taken as pure liquid A, and, conse- 
quently, FPj the standard e.m.f., is zero; equation (44.34) then becomes 

« Hamed, et d., J. Am. Chem. Soc., S4, 423 (1932); 55, 2179, 4838 (1933); LaMer, ei d., 
ibid., 55, 10)4, 4343 (1933); Akerldf, et d., ibid., 59, 1855 (1937); 62, 620 (1940); see also, 
Earned and Owen, ref. 8, Chapters 10, 11, 12 and ik 
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The values of Xa for a series of compositions can thus be obtained by changing the 
proportion of A in the alloy electrode; the corresponding values of Zb can then be 
calculated by a suitable application of the equation (26.8), i.e., = 0, 

as.seen m,§ 44f.^^, 

44h. Determination of Heat of Solution of Solute.^ — In some cases, par- 
ticularly, w the solute is a liquid which is completely miscible with the 
solvent, e.g., sulfuric acid and water, or a gas that is very soluble, e.g., 
hydrogen chloride in water, Jt is possible to extrapolate the relative partial 
molar heat content i 2 , i.e., — H%, to the value for the pure solute. This 

quantity is if 2 — 5|, where Hz refers to the pure solute, and hence is 
identical with X 2 defined in § 44b, and employed in equation (44.9). Inci- 
dentally, for the pure solute Ui is zero, and hence, by equation (44.16) the 
corresponding value of X 2 , in this case Lz, is equal to The figures on the 
last line of Table XXXVI were obtained by extrapolation of the <I>l values. 
Once Lz is known, the differential heat of solution of the solute at any 
composition can be calculated, since it is equal to X 2 — X 2 C^f- equation 
(44.9)]; — X 2 is itself equal to the differential heat of solution at infinite 
dilution, as seen in § 44b. 

An expression for the integral heat of solution can be derived in various 
ways; perhaps the simplest is to utilize equation (44.21). In this case the 
initial state m' is the pure solute, so that is identical with X 2 , as found 
above; hence the integral heat of solution, to form a solution of molality m, 
is — (X 2 — <t>L) or — X 2 , where refers to the final molality. This 
procedure was actually used in the second problem in § 44e. 

When the solute is a solid having a limited solubility, then it is not pos- 
sible to obtain Lz at all accurately by ex- 
trapolation of the <^>L values, and another 
procedure is used. The solute, e.g., a salt, 
can invariably be obtained in the pure 
state, and the integral heat of solution to 
a particular concentration can then be de- 
termined experimentally. By reversing the 
procedure Just described, it is thus possible 
to evaluate L 2 , provided 4>l is known for 
the same concentration. 

Alternatively, the differential heat of 
solution £d(AH)/dn 22 ni, which is equal to 
Lz Lzj may be obtained if the observed 
heat change AH, when m moles of solute (equivalent to nz) are added to a 
definite quantity, e.g., 1000 g, of solvent (equivalent to constant ui), is plot- 
ted against m, and the slope determined at any required composition (e.g., 
C, Fig. 36). If Lz at this composition is available, then Lz may be derived 
immediately. 

See, for example, Strickler and Seitz, J, Am, Chem, 80 c., 58, 2084 (1936); Seitz, 
Trans. Eledrochmi. 80 c., 77, 233 (1940). 
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It may be remarked that in dilute solution the heat of solution AJ? is 
usual!}’' a linear function of the molality (see Fig. 36); the integral heat of 
solution per mole, i.e., AH/m, is then equal to the differential heat of solution 
d{AH)/dm, Provided the solution is sufficiently dilute, therefore, the ex- 
perimental value of the former may be identified with — L 2 , since this is 
equivalent to the differential heat of solution at infinite dilution. 

Problem: The integral heat of solution at infinite dilution per mole of KCi 
was found by extrapolation to be 4,120 cal. at 25° 0. The integral heat of solution 
of 1 mole of KCi in 55,5 moles of water, to make a 1 molal solution, is 4,012 eai. 
From the slope of the plot of the heat of solution per mole of solute against the 
number of moles of solvent, the differentialheat of dilution of 1 molal KCi solution 
is found to be 3.57 cal. mole^h What is the differential heat of solution of KCi 
in this solution? 

The integral heat of solution at infinite dilution may be identified with the 
differential heat of solution under these conditions, and hence — L 2 = 4,120 cal. 
mole’^h Further, for a finite solution, the integral heat of solution per mole of 
solute is < 5 ^>L — 1^2 (or L — I/ 2 ); this is 4,012 cal. moIe~^ for the 1 molal solution, 
so that (pL (or L) is — 108 cal. mole”'^. The differential heat of dilution, 3.57 cal. 
mole“h isii; since L = riiLi + where is 55.5 and ?i 2 is 1 mole, L 2 = — 306 
cal. molc~^. The differential heat of solution of the solute is Z 2 1 ^ 2 , and hence 
in the 1 molal solution this is — 306 + 4,120 ~ 3,814 cal. mole”’^ of KCL 

For a system consisting of two similar, miscible liquids, e.g., alcohol and 
water or benzene and toluene, it is neither necessary nor desirable to dis- 
tinguish between solvent and solute. The treatment for deriving heats of 
solution may be applied to either constituent. The fact that the pure liquid 
is chosen as the reference state for each substance is immaterial, for the 
results must be independent of the particular reference state. 

44i. Thermal Properties and the Debye-Hiickel Theory. — Since equation 
(44.31) relates the relative partial molar heat content of an electrolyte to the mean 
ionic activity coefficient, there is clearly a possibility of introducing the Debye- 
Htickei treatment.^*’ Thus, inserting equation (43.8) into (44.31) and carrying 
out the differentiation, allowing for the fact that c is inversely proportional to 
the volume, the result is 

ergs mole'^h ' , 

;(44.39), 

For water at 25® C, (0D/dT)p, at atmospheric pressure, is — 0,3613 deg“^, the 
dielectric constant D is 78.54, and the coefficient of cubical expansion (dV/dT)p/V 
is 2.58 X 10""^ deg.~^; the quantity in the large parentheses is thus — 0.346. 

Z, phys. Chem,^ IIP, 145 (1926); Scatchard, Am. Chem. Soc., 53, 2037 
(1931); H. Falkenhagen, ^^Electrolytes,” 1934 (translated by R. P. Bell); Harned and Owen, 
ref. 8 , p. 48. 

* By following the procedure used in § 43c it can be shown that in dilute solutions, at 
least, the nonelectrical factor in the activity coefficient is independent of temperature; hence, 
may be used for 7 ^ when differentiating with respect to temperature. 


2.469 X 10^" 
jymfm 




'14.^ ^ j. A :!I\ 
^ D'ar iv' dTj 
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Consequently, ■ dividing by 4.184 X to convert the result into calories, equa- 
tion (44J§) becomes , 


1/2 = cal. 


(44.40) 


The quantity most easily determined experimentally is the integral heat of 
infinite dilution AH'c-*.o; as seen in § 44d, the value per mole of solute is equal to 
— the relative apparent molar heat content of the solute at the concentration c. 
By utilizing a similar procedure to that employed in deriving equation (43.12), 
it is found that 


and hence, by (44.40), 


=-U' 


= “ f X 

= — 170(X^v»z?)®/2^ |inole~h 


(44.41) 


The heat of dilution to infinite dilution, per mole of solute, should thus be propor- 
tional to the square root of the concentration, at least for dilute solutions. The 
slope of the plot of AHc-»o against ^!c should approach the limiting value of 
— for aqueous solutions at ■ . ^ . .■ 

25° C. The experimental results appear 
to be in general agreement with equation 7 - 

(44.41), Although the data are probably *| 
notpreciseenough to permit the exact verifi- S -..40 - 
cation of the theoretical slope, they show 1 „ 

that equation (44.41) probably constitutes | 
a satisfactory limiting approximation — 20 - 

(Kg-37)« ^ 

It is of interest to observe that the nega- Jr X X 

tive sign of AFch^o means that the infinite ^ 

dilution of a dilute solution of an electrolyte • • 

is accompanied by an evolution of heat. At 

higher concentrations, however, when the Fig. 37. Heats of dilution and the 
limiting equation (44.41) is no longer, even Debye-Hlickel limiting law 

approximately, applicable, the sign of the 

heat of dilution for many salts is reversed (cf. Kg. 37); heat is then absorbed 
when the solution is diluted to infinite dilution. 

Attention may be called to the fact that equation (44.41) can be derived from 
the Debye-Hlickel treatment in an alternative manner, which is based on the 
same fundamental principles as that just described. In § 40a the deviation from 
ideal behavior, as represented by the activity coefficient, was attributed to the 
interaction of the ions, and the heat of dilution to infinite dilution may be ascribed 
to the same cause. The quantity AiIc-».o can thus be identified with — Hei, corre- 
sponding to Fei. evaluated in § 40c; these quantities are then related by a form of 
the Gibbs-Helmholtz equation [of. (25.28)], 


A//C..0 - Hei. - - 




For reviews, see Lange and Eobinson, Cfcem. Rev., 9, 89 (1931); Robinson and Wallace, 
ibid., 30, 195 (1942); Earned and Owen, ref, 8, pp, 223 seq. 
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If equation (40.6) for Fei. is inserted in this expression, and the differentiation per- 
formed, the result obtained, after making appropriate substitutions for (dD/ar)p, 
(dF/dT)p/F, etc., is found to be identical with (44.41), 

Capacities.— The. heat capacity: 
pressure Cp of a solution containing ni moles of solvent and 
solute is given by 

the pressure and composition being constant. Upon differentiation with 
respect to ni, maintaining constant, it follows that 


Cl 




\dni/T,p,n, 


dH 

dTdni ’ 


(44.42) 


where €pi is the partial molar heat capacity, at constant pressure, of the 
constituent 1 of the given solution. The partial molar heat content Si of 
this constituent is defined by 


St 


'm\ 

1 . 3ni ) t, p.n, ’ 


and hence differentiation with respect to temperature gives 


\ dT 


)p.N 


dH 

dnidT 


= Cpi, 


(44.43) 


the result being identical with Cpi, by equation (44.42). The partial molar 
heat capacity of the solvent in any particular solution may thus be defined 
by either equation (44.42) or (44.43). Similarly, for the solute, i.e., con- 
stituent 2, 

/ <^n \ / ntr \ 

(44.44) 




If equation. (44.2) for the relative partial molar heat content, i.e., 

is differentiated with respect to temperature, at constant pressure and 
composition, it follows that 

\ BT /p,N \ d!F /p,N \ BT /p,N 




PI 


(44.45) 

where €pi, identical with Cpi or C%i, is the molar heat capacity of the pure 
solvent or the partial molar heat capacity of the solvent in a solution at 
infinite dilution. Thus, Cpi may be regarded as an experimental quantity, 
and if the variation of the relative partial molar heat content of the solvent 
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with temperature, i.e., idLi/dT)p, 3 si, is known, it is possible to determine 
Cpi at the corresponding composition of the solution. The necessary data 
are rarely available from direct thermal measurements of Zi, such as those 
described in § 44f, at several temperatures, but the information can often 
be obtained, although not very accurately, from e.m.p. measurements. 

By differentiating the expression for the relative partial molar heat 
content of the solute [equation (44.3)] it is found, in an exactly similar 
manner to that used above, that 

^(dS2\ _ (dm\ 

\dT )p,n \ dT /p,n \ dT /p,n 

= Cpi-C%2- (44.46) 

In this expression Cp^ is the partial molar heat capacity of the solute in the 
infinitely dilute solution. Although the experimental significance of this 
quantity is not immediately obvious, it will be shown below to be capaMe 
of direct determination. Thus, from a knowledge of the variation of La, 
the partial molar heat content of the solute, with temperature, it diouid be 
possible to derive, with the aid of equation (44.46), the partM molar heat 
capacity of the solute €p 2 at the given composition. 

It was seen in § 44g that it is sometimes possible to express La as a function 
of temperature by means of e.m.f. measurements. In this event, the differentia- 
tion can be carried out so as to give 0p2 — Cp 2 directly. Thus, utilimng equation 
(44.38), it follows from (44.46) that 

Cp2 - d%2 = 2JVF(c - c^)T, 

which is applicable at the same concentration as are (44.36) and (44.37), In 
Table XXXVII a comparison is made of the relative partial molar heat capacities 
of hydrochloric acid in various solutions as obtained from e.m.f. and from thermal 
measurements; the corresponding values of the relative partial molar heat contents 
are also giveh.^^ 

TABLE XXXVII. THEBMAL PROPEKTIES OF HYDROCHLORIC ACID 




IN AQUEOUS SOLUTION AT 25® C 




L. 

Cp2 


Molality 

E.M.F. 

Thermal 

E.M.F. 

Thermal 

0.02 

87 

100 cal. mole~^ 

1.5 

— cal. deg.”^ mole”^ 

0.05 

132 

150 

2.2 

— 

0.10 

181 

203 

2.9 

2.4 

0.20 

245 

274 

3.7 

3.4 

0.50 

396 

431. , ■ 

5.3 

5.3 

1.0 

606 

645"' 

7,6 

7.5 

2.0 

1055 

1056 

11.2 

10,6 

3.0 

■ 1506 

1486 

14,0 

13.0 


It will be recalled that in connection with partial molar heat contents it 
was not possible to determine actual values, but only the values relative to 


See ref. 13. 


454 


PARTIAL MOLAR PROPERTIES 


44k 


a chosen reference state. However/ with partial molar heat capacities, 
actual values can be obtained from experimental measurements at constant 
pressure (or volume), just as can the total heat capacity of the system. In 
fact, by determining the latter at various compositions, the partial molar 
heat capacity of each constituent can be evaluated by the method of inter- 
cepts (§42c, III and IV). For solutes of limited solubility, e.g., electro- 
lytes, when heat capacity measurements cannot be made over the %vhole 
range of composition from pure 1 to pure 2, only one intercept:, namely, the 
one which gives Cpi, can be obtained. The corresponding Cp 2 could then 
be estimated by the use of equation (26.8) and graphical integration. How- 
ever, because of the relatively low concentrations, in terms of mole fractions, 
the method of intercepts is not very accurate for solutions of salts. 

44k. Apparent Molar Heat Capacities. — Another approach to the prob- 
lem of partial molar heat capacities is through a consideration of the respec- 
tive apparent quantities. In accordance with the usual definition [equa- 
tion (42,1)], the apparent molar heat capacity of the solute is given by 



Cp - niC%^ 

n% 


(44.47) 


where Cpi has been written, for consistency, in place of Cpi, the heat ca- 
pacity of the pure solvent; Cp is the experimental heat capacity of the solu- 
tion containing ni moles of solvent and moles of solute. In accordance 
with the general equation (42.3), therefore, 




P2 




dUi Jm ’ 


(44.48) 


constant tempercAure and pressure being understood. Utilizing the molality ni 
in place of in the usual manner, this becomes 


(7f>2 = 4>c "h m 


d4>c 

dm 


(44.49) 


By plotting the observed values of the apparent molar heat capacity against 
the molality, it is possible to determine d<l>cldm at any molality, and hence 
Cp 2 at that molality can be obtained from equation (44.49). This procedure 
is satisfactory for nonelectrolytes, but for electrolytes it is preferable to 
plot <j>c Bs a function of as in § 44f; thus, equation (44.49) may be 
written 



d4>c 

2 


(44.50) 


For solutions of electrolytes containing large proportions of solute, e.g., 
concentrated solutions of sulfuric acid, the plot of 4>c against gives less 
accurate results than does an alternative method. Utilizing the fact that the 
mole fractions Ni and Ns are equal to ni/{ni + Ws) and n^/ini + ni), re- 
spectively, it can be readily shown that equation (44.48) can be put in 
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Cp2 = <l>c 4* N 1 H 2 (44,51) 

<iN2 ■ 

at coBstant temperature and pressure. The 'Values of d<j>c/dN 2 me then 
obtained from the plot of (pc against N 2 , the mole fraction of the soluoe; thus, 
Cp 2 can be obtained for any composition by means of equation (44.51). 

It will be observed from equation (44.49) that at infinite dilution, when 
m is zero but d4>c/dm is finite, Cp 2 must become equal to <pc] hence [cf. 
equation (44.15)], 

' ^P2 = <i>%- 

Since the value of the apparent molar heat capacity at infinite dilution may 
be obtained by the extrapolation of experimental data, it is thus possible, 
as indicated earlier, to determine C% the partial molar heat capacity of the 
solute at infinite dilution. 

The foregoing treatment permits the calculation of the partial molar heat 
capacities of the solute; it will now be shown how the values for the solvent 
may be obtained from the same data. By combining equations (44.47) and 
(44.48) with the general relationship for partial molar quantities, viz., 

Cp = niOpi + n%Cp2^ 

where Cp is, as before, the^ observed heat capacity of the solution of the 
specified composition, and Cpi and Cp 2 are the partial molar heat capacities 
of solvent and solute in that solution, it is found that, at constant temper- 
ature and pressure, 

, ( 44 . 62 ) 

ni \ dn2 /«! . 

which is analogous to equation (44.27). As before, replacing 712 by the 
molality, and ui by 1000/ilf 1 , where Mi is the molecular weight of the sol- 
vent, equation (44.52) becomes 

« ^0 Mim^ d(j>c 

and hence 

n __ /to d4>c 

The former of these two equations may be used for nonelectrolytes and the 
latter for electrol 3 d)es. Since Cpi is actually equal to the molar heat capacity 
of the pure solvent, its value may be taken as known. For solutions of high 
molality, better results are obtained by utilizing the equivalent form 

/y ...2 d(l>c 

^ dN2 ^ 

where N 2 is the mole fraction of the solute.^® 

Randall and Ramage, J, Am. Chem. Soc., 49, 93 (1927); Randall and Rossini, ibid., 
32, 323 (1930); Rossini, J. Res. Nat. Bur. Stand., 4, 313 (1930); 6, 791 (1931); 7, 47 (1931); 
5, 679 (1932). 
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The partial molar heat capacities of water (1) and sulfuric acid (2) at 
25® C, obtained as described above, are recorded in Table XXXVIII.^® 


TABUS xxxvtn. 

HEAT CAPACITIES 

OP AQUEOUS SOLUTIONS 

i OF SULPUSIC ACIB 

AT 25 

Molality 

Moles H2O 

. 4*c 

■ Opi 

Cpz 

m 

Moles H2SO, 

1 

cal. deg.”^ 


0.0347 

1,600 

6.00 

18.01 

7.06 

0.0694 

800 

6.85 

18.01 

8.37 

0.1388 

400 

8.10 

18.01 

10.22 

0.2775 

200 

9.82 

18.00 

12.84 

0.5651 

100 

12.32 

17.97 

16.55 

1.110 

50 

15.85 

17.90 

21,78 

1.860 

30 

19.35 

17.77 

26.80 

3.700 

,15 

22.40 

18.04 

22.01 

5.551 

10 

21.22 

18,57 

15.68 

6.938 

8 

19.85 

18.88 

12.92 

9.251 

6 

18.77 

18.02 

18.77 

13.876 

4 

20.16 

16.46 

26.39 

18.502 

3 

22.20 

15.33 

30.26 

27.753 

2 

26.03 

12.51 

37.05 

44.406 

1.25 

31.62 

9.92 

41.64 

55.51 

1.00 

33,16 

15.09 

36.08 

85.62 

0.6483 

32.40 

22.94 

29.21 

186.51 

0.2976 

31.40 

17.96 

31.42 

388.70 

0.1428 

31.68 

14.23 

32.22 

00 

0 

32.88 

2.94 

32.88 


Attention may be called to the remarkable variations in these quantities 
with the composition, particularly the sharp drop of Cpi from about 18 to 
9.9, followed by ajapid increase to over 20 cal. deg.~^ mole”^, and the corre- 
sponding rise of Cp 2 up to 41.6, followed by the decrease to 29 cal. deg.“^ 
mole”S in the region of 50 molal. This composition corresponds closely to 
equimolecular amounts of water and sulfuric acid, and suggests the forma- 
tion of a strong complex, viz., H2SO4.H2O. The other, minor, variations 
must also have a definite chemical significance, but their consideration lies 
outside the scope of this book. It may be mentioned, however, that these 
variations are not evident in the total heat capacity of the mixture; they 
become apparent only when the results are treated thermodynamically so 
as to give the respective partial molar quantities. 

Problem: A solution of 2 moles of H2SO4 to 100 moles H2O at 30® C is mixed 
with one containing 1 mole of H2SO4 to 200 moles H2O at 25® C. Assuming the 
heat capacities to remain constant, and ignoring losses due to radiation, etc., 
what will be the final temperature? 

The problem is here somewhat similar to that involved in the determination 
of flame temperatures in §§ 13a, 13c, The simplest procedure is to bring the 
initial solutions to the reference temperature, 25® C, and allow them to mix at 
this temperature; from the net heat change, the temperature of the final solution 
can be calculated. 

Calculations by Craig and Vinal, ref; 10 from data that are probably not too reliable. 
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I For the solution of 2 moles H2SO4 to 100 moles H2O, i.e., 5OH2O/IH2SO4, 

Of is lOOCpi + 2 C?f 2 == 100 X 17.90 + 2 X 21.78 = 1,833.6 caL deg (from 
Table XXXVIII). Hence, if this is cooled from 30® to 25*" C, Aff is — 5 X 1,833.6 
= — 9,168 cal., assuming Of to remain constant. The other solution is already 
at 25® C, and for this AJf is zero. 

Since L is equal to n 2 <l>Lj by equation (44.23), the relative heat contents of the 
initial solutions at 25® € are 2 <^>l for 5OH2O/IH2SO4 plus for 2OOH2O/IH2SO4, 
i.e., 2 X 5,780 + 5,410 = 16,970 cal. (from Table XXXVI). The final solution 
^ contains 3 moles of H2SO4 and 300 moles H2O, so that the relative heat content is 

S(I>L for iO0H2O/lH2SO4, i.e., 3 X 5,620 = 16,860 cal. Hence AH for mixing is 
16,860 — 16,970 =— 110 cal. The total AH for cooling and mixing is thus 
I - 9,168 - 110 = ,- 9,278 cal. ^ . 

This value of AH must be equal in magnitude but opposite in sign to that re- 
quired to heat the final solution to the final temperature. The heat capacity of 
the solution is 300 X 17.97 + 3 X 16.55 = 5,441 cal. deg.*"^ Hence, the increase 
of temperature, above 25® C, is 9,278/5,441 = 1.71®; the final temperature is, 

■ therefore, 26.71® C. 

441. Heat Capacities and the Debye-Htickel Theory.- — By combining the 
general equation (44.46) with the expression for L 2 C^quation (44.39)] derived 
from the Debye-Hiickel theory, it is found that for a solution containing a single 
strong electrolyte, 

j Cpi - C %2 = (EviZ^yi^U{0, V, r)]pVcergs deg.-imole-S (44.53) 

where /(D, V, T) is a somewhat complicated function involving the first and second 
derivatives of D and V with respect to temperature, at constant pressure. These 
quantities are known only approximately, but for aqueous solutions at 25® C, 
r equation (44.53) becomes, after conversion to calories, 

Cf 2 — <5 f2 = 4:,7Q2viZf)^^^4c cal. deg.~^ mole""^ (44.54) 

I 

; From this result, it is possible to obtain, by means of an equation of the form of 

: (42.7), an expression for the apparent molar heat capacity; thus, 

== + I X 4.7(2]Fi0f)®^2Vc cal. deg.”^ mole~^ (44.55) 

It is doubtful if heat capacity measurements of sufficient reliability have yet 
been made in solutions dilute enough for equations (44.53) to (44.55) to be ap- 
i plicable. It cannot be said, therefore, that the Debye-Htickel limiting law for 

heat capacities of electrolytes has been adequately tested. Such a test, involving 
as it does two successive differentiations with respect to temperature of the Debye- 
Htickel equation for the activity coefficient (or electrical free energy), would be 
i extremely stringent.^® It may be mentioned that, as in the case of the apparent 

jj molar volume, both the apparent and relative molar heat capacities have been 

I found to vary in a linear manner with the square root of the concentration in the 

!j range from about 0.2 to 3.0 molar. The slope of the plot of the heat capacity 

I function against Vc is specific, varying even among electrolytes of the same valence 

20 QL Young and Machin, Am, Chem, Soc.j 58, 2254 (1936); Wallace and Robinson, 
ibid., 63, 958 (1941). 

I 
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type. The slopes are, of coiirse, quite different from the limiting values required 
by the Debye-Hiickei equations.^^ 

EXERCISES ■ 


1. Derive an expression for f % in terms of dp/dc, analogous to equation (43.2). 
The variation of the density of aqueous ammonium nitrate solutions with the 
molarity (c) at 25° C is given by . 

p = 0.99708 + 3.263 X - 9.63 X _ 473 ^ lO-^c^ g. mir^ 

[Gucker, J, Pkys, C/iern., 38, 307 (1934)3. Determine the partial molar volume 
of the salt in a 1.0 molar solutionf ^^^ ^ ^ ^ 

2. Show that if V is the volume of a solution consisting of m moles of solute 
in 1,000 g. of solvent (i.e., molality m), then 





where M 2 is the molecular weight of the solute and F2 is its partial molar volume 
in the given solution. 

3, The apparent molar heat capacity of sucrose in water is given as a function 
of the molality by the expression 


4>c “ 151.50 + 1.130m — 0.0466w^ eai. deg mole“^ 


[Gucker, Pickard and Planck, /. 4; m. 80c,, 61, 459 (1939)]. Derive 

expressions for Cpi and Cpaj.Cpi is 18.02 cal. deg.""^' moie""^. Caicuiate the heat 
capacity of a solution consisting of 1 mole of sucrose and 1,000 g. w^'ater. 

4. Give in full the derivation of equation (42.13). 

5. Prove that, in general, — 5$, so that the apparent molar 'value of ' any 
property of a solution at infinite dilution is equal to the partial molar property of 
the solute in the same solution. 

6. When various numbers of moles (?ii) of water were added to 9,500 g. of a 
2.9 molar solution of strontium chloride at 25° C, the observed changes of heat 
content were as follows: 


ni 37.2 30.0 27.7 20.0 10.0 moles 

AH - 129.8 - 113.3 - 109.2 86.3 - 48.5 cal 

[Steam and Smith, /. Am. Chem. Soc.^ 42, 18 (1920)]. Evaluate the differential 
heat of dilution, i.e., £1, of the 2.9 molar strontium chloride solution. 

7. The mean ionic activity coefficient of 1 molal sodium chloride was found 
to be 0.641 at 80°, 0.632 at 90° and 0.622 at 100° C [Smith and Hirtle, /. Am. 
Chem. Soc.f 61, 1123 (1939)]. Determine the value of L 2 at about 90° C. 

8. Using the values for £2 for hydrochloric acid solutions at various molalities 
at 25° C, calculate by a graphical method the values of Lx at 0.1, 0.5, 1.0, 2.0 and 
3.0 molal. 


m 

£2''" ' ' 

m 

u 

m 

£2 

0.0001 

7.2 cal. 

0.04 

136 cal. 

1.0 

645 cal 

0.0016 

28.6 

0.10 

202 

2.0 

1,055 

0.01 

71 

0,50 

430 

3.0 

1,484 


21 Randall and Rossini, ref 18; Rossini, ref. 18; Gucker, et al.j J. Am. Chem. Soc.^ 54, 
1358 (1932); 55, 1013 (1933); 57, 78 (1935). For nonelectrolytes, see Gucker, et al.j ibid., 
59, 447, 2152 (1937); 61, 459 (1939). 
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9. The values of C />2 - C %2 for hydrochloric acifl in the temperature range 
from 0° to 25*^ may be taken to be constant, vb., 2.4 cal. deg.-^ for 0.1 moial, 
7.5 cal. deg.”^ for 1.0 molai, and^lS.O cal, deg.““^ for 3.0 moiai. Use these results 
together with the data in Exercise 8 to calculate the ratio of the mean ionic ac- 
tivity coefficients of hydrochloric acid at the temperatures 0*" and 25® C for 0.1, 

I. 0 and 3.0 moiai solutions. What error is involved in neglecting the variation 
of i 2 with temperature, i.e., in taking CVa. — ^ 2^0 be zero? ■ 

10. Making use of the known heats of formation of lead dioxide, pure sulfuric 
acid, lead sulfate and water, and of the data in Table XXXVI, determine the 
change of heat content for the reaction 

Pb + PbOs + 2H2S04(25 aq) - 2 PbS 04 + 2H20(Ni/isr2 - 25.0) 

which takes place in the lead storage battery, (Compare Exercise 4, Chapter Y 
which is for a slightly different concentration of acid.) 

11. Upon mixing chloroform and the dimethyl ether of ethylene glycol, the 
following changes of heat content, per mole of mixture, were observed for various 
mole fractions (n) of chloroform at 3® C: 

N 0.1 0.2 0.4 0.5 0.6 0.8 0.9 

Ah 290 - 560 - 1010 - 1180 - 1180 - 720 - 400 cal. 

[Adapted from Zellhofer and Copley, /. Am. Chem. Soc., 60, 1343 (1938).] De- 
termine S — IP for each component by a graphical method at the mole fractions 

0.2, 0.4, 0.6 and 0.8, and plot the results. Does the system exhibit positive or 
negative deviations from ideal behavior? 

12. Pure acetone has a vapor pressure of 185.2 mm. and ether one of 443.5 mm. 
at 20® C. For a liquid mixture containing 0.457 mole fraction of the former, the 
respective partial vapor pressures are 105.2 and 281.8 mm., respectively. Assum- 
ing ideal behavior of the vapors, determine the partial molar free energy p — po 
of each constituent of the mixture, relative to that of the pure liquid. 

13. The E.M.F. of the H 2 |HCl(m) [ AgCl(s), Ag ceil can be expressed as a func- 
tion of the temperature of the form 

Ei - FJ + a(t - 25) -t- h(t - 25)^, 

t being on the centigrade scale. The following values of a and h were obtained 
for various molalities of hydrochloric acid, and for the standard (hypothetical 
1 moiai ideal) solution: 

m 0.001 0.01 0.1 1.0 Standard 

a X 10® 560,1 177.9 - 180.5 - 512.1 - 639.64 

5 X 10® - 3.149 - 3.041 - 2.885 - 2.541 - 3.181, 

Determine £2 and each solution at 25® C [Plarned and Ehlers, 

J, Am. Chem. Soc., 54, 2179 (1933)]. 

14. The apparent relative molar heat contents of potassium chloride in 
aqueous solution at 25® C at various molalities are as follows: 


m 

<t>L 

m 


m 

<i>L 

0.01 

38 caL mole”^ 

0.50 

48 

2.00 

- 169 

0.05 

69 

0.70 

18 

3.00 

- 300 

0.10 

78 

LOO 

- 26 

4.00 

- 405 

0.20 

81 

1.50 

- 99 

4.50 

- 448 
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Plot 4>l against and hence verify the values of I 2 given below. 


m 

L, 

■ m ■; 

Xij 

0.10 

91 cal. mole~^ 

2.00 

-446 

0.20 

72 

3.00 

- 648 

0.50 

21 

4.00 

- 782 

1.00 

- 176 

4.82 (sat.) 

-840 


(Data from Earned and Owen, ref. 8.) 

15. The heat of solution of solid potassium chloride to form an infinitely 
dilute solution at 25"^ C is + 4,120 cal. mole"“^. Use this result and the data in 
the preceding exercise to determine (i) the magnitude and sign of the heat change 
when 1 mole of KOI is dissolved in sufficient water to make a saturated solution 
(4.82 molal); (ii) the integral heat of dilution of a 4.0 moM solution to 0.1 moial, 
per mole KCl; (iii) the heat change per mole KCl, apart from heat of vaporimtion, 
required to concentrate a 0.01 molal solution to the saturation point; (iv) the heat 
change when 1 mole of KCl separates from a large amount of saturated solution; 
(v) the heat change when 1 mole of KCl is added to a solution consisting of 1 mole 
of KCl and 1000 g. water; (vi) the heat change when 1 mole of KCl is added to a 
very large amount of a 1 molal solution; and (vii) the heat change, apart from 
heat of vaporization, for the removal of 1 mole of water from a large amount of 
a 1 molal solution. Give the sign of AH' in each case. 

16. Verify equation (44,41) by using the expression for Fei. given by (40.6) 

17. Show that for a solution consisting of %% moles of solvent and moles of 
solute the following relationship holds: (integral heat of solution — differential 
heat of solution) = Ui (differential heat of dilution). 

18. The following thermal properties have been recorded for sodium hydroxide 
solutions at 20® C [adapted from Akerlof and Kegeles, /. Am* Chem* Soc*j 62, 620 


(1940)]: 

Lx 

Lx 

€pi 

Cpt 

m 

cal. mole" 

-1 

cal. deg.' 

mole-’- 

0.6 

0.6 

- 14 

17.96 

- 11.3 

1.0 

2.4 

- 162 

17.81 

- 1.6 

1.6 

4.4 

- 250 

17.64 

4.4 

2.0 

5.3 

- 275 

17.46 

7.8 

3.0 

0.3 

- 170 

17.16 

9.7 

4.0 

~ 16.1 

88 

16.94 

7.7 



Assuming the heat capacities to be independent of temperature, determine the 
final temperature when 1 mole of solid NaOH is dissolved in 1,000 g. water, given 
that the heat of solution to form an infinitely dilute solution is ■“ 10,100 cal. 

Determine the final temperature in each of the following cases: (i) 1,000 g. 
water are added to a solution consisting of 4 moles NaOH and 1,000 g. water; 
(ii) 2 moles NaOH are added to a solution containing 2 moles NaOH and 1,000 
g. water; (iii) a solution consisting of 1 mole NaOH and 500 g. water is mixed 
with one consisting of 0.5 mole NaOH and 1,000 g. water. 

19. Show that if the vapor behaves as an ideal gas, the relative partial molar 
heat content Li of the solvent in a solution is given by 


Li 



^ jPl/Pl) 
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where pi is the vapor pressure in equihbrium with the solution, of constant compo- 
sition, and p 5 is that of the pure solvent; the external (total) pressure P is supposed 
to be 1 atm. Hence suggest possible methods for the determination of Lx of a 
given solution. , 

20. Show that in very dilute solution the nonelectrical factor 7n,e. in the 
activity coefficient of an electrolyte, defined in § 43c, is independent of tempera- 
ture, at constant pressure and composition. 
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E.M.F.’S AND THE THERMODYNAMICS OF IONS 

45. E.M.F/S ANB EliBCTRODE POTENTIALS 

45a. Reversible Cell and Reversible Electrodes.— It was seen in Chapter 
XIII that the e.m.e. of a reversible cell is a measure of the free energy change 
of the process taking place in the cell, and this fact has been already utilized 
to determine activities and activity coefficients. There are, however, many 
other useful applications of reversible cells, and some of these will be de- 
scribed in the succeeding sections. It is desirable, in this coxmection, to 
consider first the fundamental structural basis of reversible galvanic cells. 
Every reversible cell consists of at least two reversible electrodes, and several 
types of such electrodes are known. The first type of reversible electrode 
consists of an element in contact with a solution of its own ions j e.g., zinc in 
zinc sulfate solution or silver in silver nitrate solution. Although electrodes 
of this kind usually involve metals, certain nonmetals yield reversible elec- 
trodes, at least in principle; these are hydrogen, in particular, and also 
oxygen and the halogens, the corx’esponding ions being hydrogen, hydroxyl 
and halogen ions respectively.* Since the electrode material is a noncon- 
ductor and often gaseous when the element is a nonmetal, a sheet of platinum, 
or other inert conductor, coated with a finely divided layer of this metal, 
is employed for the purpose of maintaining electrical contact. 

If the reversible element is a metal or hydrogen, which is in equilibrium 
with positive ions (cations), the reaction occurring at the electrode when it 
forms part of a cell may be formulated as 

where e represents an electron; the valence of the cation in this case is 
so that it carries z positive charges. The direction of the reaction indicated 
depends on the direction of flow of current through the cell of which the 
electrode under consideration is part. If the electrode element is a non- 
metal A, the corresponding reactions are 

, ^ A + , 

where A®“ is the negative' ion '(anion) of valence z, e.g., OH~, Cl”. : 'W 
oxygen electrode, which is theoretically reversible with respect to hydroxyl 

* Although no method has yet been found for establishing a reversible oxygen gas- 
hydroj^l ion solution electrode, this electrode is possible in principle; other electrodes, e.g., 
nickel in a nickel salt solution, are somewhat similar. Such electrodes will be referred to 
as ^‘theoretically reversible” or as “reversible in principle,” 
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ions, the reaction may be 

20H- ;:± IO2 + H2O + 2e. 

Electrodes of the second type comist of a metal and a sparingly soluble 
salt of this metal in cofitact with a solution of a soluble salt of the same anion. 
An example of this form of electrode consists of silver, solid silver chloride 
and a solution of a soluble chloride, e.g., hydrochloric acid, vi25., 

Ag, AgCl(s)|HClsoln. 

The reaction in this electrode consists, first, of the passage of silver ions 
into solution, or the reverse, i.e., 

Ag(s) Ag+ + €, 

and this is followed by interaction of the silver ions with the chloride ions 
in the solution, i.e., 

Ag+ + Cl- AgClCs) 

to form the slightly soluble salt silver chloride. The net reaction is then 
Ag(s) + Cl-^AgCl(s) +€, 

which is essentially the same as that of a chlorine electrode, 

Ci-^iCb + e, 

except that the silver chloride is to be regarded as the source of the chlorine. 
Electrodes of the type under consideration are thus reversible with respect 
to the common anion, namely, the chloride ion in this case. The Ag, AgCl 
electrode is thermodynamically equivalent to a chlorine gas electrode with 
the gas at a pressure equal to that in equilibrium with silver chloride dis- 
sociating at the experimental temperature (cf. § 45 j) according to the 
reaction 

AgCl(s) == Ag(s) + |Cb(f/). 

Electrodes of this kind have been made with other similar halides, e.g., silver 
bromide and iodide, and mercurous chloride and bromide, and also with 
various sparingly soluble sulfates, oxalates, etc. 

The third type of reversible electrode consists of an inert metal, e.g,, gold 
or platinum, immersed in a solution containing both oxidized and reduced states 

of an oxidation-reduction system, e.g., Fe"^ and Fe"*-^, Fe(CN)^ and 

Fe(CN)6 — , and Mn"’-^ + 4H2O and MnOr + The purpose of the 

inert metal is to act as a conductor for making electrical contact, just as with 
a gas electrode. The oxidized and reduced states may consist of more than 
a single species, as in the case of the manganous ion-permanganate system, 
just given, and the substances involved are not necessarily ionic. For ex- 
ample, in an important type of reversible electrode the oxidized state is a 
quinone, together with hydrogen ions, while the corresponding hydroquinone 
is the reduced state. Electrodes of the kind being considered are sometimes 
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called oxidation-reductioE electrodes or redox electrodes; the chemical reac- 
tions occurring at these electrodes are either oxidation of the reduced state 
or reduction of the oxidized state, e.g., 

, Fe++^Pe+^ 

Mn++ + 4 H 2 O Mn 04 + 8H+ + Se, 

depending on the direction of the current through the cell In order that 
the electrode may behave reversibly, it is essential that both oxidized and 
reduced states of the given system should be present. 

The three types of reversible electrodes described above differ formally, 
as far as their construction is concerned; nevertheless, they are all based on 
the same fundamental principle. A reversible electrode always involves an 
oxidized and a reduced statCy using the terms ^'oxidized'^ and “reduced’^ in 
their broadest sense; thus, oxidation refers to the loss of electrons, and reduc- 
tion means gain of electrons. If the electrode consists of a metal M and its 
ions the former is the reduced state and the latter is the oxidized state. 
Similarly, for an anion electrode, the A"~ ions are the reduced state and A 
represents the oxidized state. In the Ag, AgCl electrode, the metallic silver 
and the chloride ions together form the reduced state of the system, while 
the silver chloride is the oxidized state. It can be seen, therefore, that all 
three types of reversible electrodes are made up from the reduced and 
oxidized states of a given system, and in every case the electrode reaction 
may be written in the general form 

Reduced state ^ Oxidized state + Ne, 

where Nis the number of electrons by which the oxidized and reduced states 
differ.! 

4Sb* Reactions in Reversible Cells— The reaction occurring at a re- 
versible electrode is either oxidation, i.e., 

Reduced state --^ Oxidized state -f iVe, 

or reduction, i.e., 

Oxidized state + Ne — ^ Reduced state. 

It can be seen, therefore, that in a reversible cell consisting of two reversible 
electrodes, there is a continuous flow of electrons, and hence of current, if 
oxidation occurs at one electrode, where electrons are set free, and reduction 
occurs at the other electrode, where the electrons are taken up. According 
to the convention widely adopted, the e.m.f. of the cell is positive when oxida-> 
tion takes place at the left-hand electrode of the cell as written^ reduction occurring 
at the right-hand electrode^ as a result of spontaneous operation. If the e.m.f. 
is positive, there is thus a tendency for electrons to pass from left to right 
through the wire connecting the electrodes outside the cell. If the reverse 
is the case, so that reduction is taking place at the left-hand electrode and 
oxidation at the right-hand electrode, the e.m.f. of the cell as written is 

^ See S. Glasstone, **An Intmduchon to Eiectroche 1942, Chapter VI. 
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negative. If the cell is written in the opposite direction, the sign of its 
E.M.F. would be reversed; it is important, therefore, to pay special attention 
to the actual representation of the cell. 

If the sign of the e.m.p. of a cell is known, there is no uncertainty con- 
cerning the direction of the reaction, but if it is not available, the reaction 
is written as if oxidation takes place at the left-hand electrode. By utilizing 
the general information concerning electrode reactions, it is usually a simple 
matter to determine the process taking place in a particular cell. Consider, 
for example, the cell. 

Pt, Hs (1 atm.) 1 HCl(m) 1 AgCl(s), Ag, 

referred to in § 39h; assuming the process at the left-hand electrode to be 
oxidation, i.e,, liberation of electrons, it may be written as 

IH 2 (1 atm.) = H+ + €, 

whereas at the right-hand electrode, the reduction process is 

AgCl(s)-f 6 = Ag(s) + Cl- 

so that the complete cell reaction is 

iH 2 (1 atm.) + AgCl(s) = H+(?n) + Cl-(m) -h Ag(s), 

the hydrogen and chloride ions,* representing hydrochloric acid, being 
formed at the molality m existing in the cell. The complete reaction would 
occur for the passage of 1 faraday of electricity, for 1 electron only is involved 
in each individual electrode process as written. 

If the cell had been written in the reverse direction, viz., 

Ag, AgCl(s) j HCl(m) ] H 2 (1 atm.), Pt, 

the reaction would be exactly opposite to that given above; thus, for 1 
faraday, 

Ag(s) + H'^(m) + Cl-(m) == AgCl(5) + 4 H 2 (1 atm.). 

In this case the silver is oxidized to silver chloride at the left-hand electrode, 
while hydrogen ions are reduced to hydrogen gas at the right-hand electrode. 
At moderate concentrations of hydrochloric acid the cell in this form has a 
negative e.m.p.,' and so the spontaneous cell reaction is the reverse of that 
given here, coinciding with the direction given above. 

Another example of a reversible cell for which the reaction is of interest is 

Ag j AgC 104 soln. Fe(C 104 ) 2 , Fe(C 104 ) 3 soln. [ Pt, 

equivalent to 

Ag|Ag+ Fe++,Fe+++|Pt. 

* The ions are, of course, hydrated in solution; this may be understood without actually 
indicating the inclusion of water molecules. 
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Assuming oxidation to take place at the left-hand electrode, the process is 

Ag(s) Ag+ + €, 

whereas at the right-hand electrode the reduction process is 

so that the complete cell reaction, for the passage of 1 faraday, is 

Ag(s) + Fe’^’^ = Ag+ + Fe++ 

with the ions in solution, i.e,, 

Ag(s) + Fe(C104)3 = AgC104 + Fe(Ci04)2. 

45c. Change of Heat Content in Cell Reaction. — The e.m.f. of a re- 
versible cell is related to the free energy change AF of the reaction occurring 
within it, at constant temperature and pressure, by equation (33.36), viz., 

AF NFE, (45.1) 

where E is the e.m.f., and N is the number of faradays (F) required for the 
cell reaction. If the entropy change for the process were known it would 
be possible to determine the change in heat content AH, i.e., the heat of 
reaction at constant pressure, at the given temperature. Alternatively, 
A/S for the reaction may be determined, as indicated in § 33m, from the 
temperature coeifficient of the e.m.f. of the cell. As given in that section, 
the treatment referred in particular to the standard entropy change, but the 
results are applicable to any conditions existing in the cell. 

The matter may be treated quite generally by utilizing the Gibbs- 
Helmhcltz equation (25.31), viz., 

AF = AH + r[^]^, (45.2) 

so that combination with (45.1) gives 

NFE =- AH + NFT f 

\dT)p 

or 

iff — Wf[£-r(||)J. (46.3) 

From this equation it is possible to calculate AH for any cell reaction, irre- 
spective of whether the substances involved are present in their standard 
states or not. It will be evident that the term NF{dE/dT)p is equivalent 
to AS, the entropy change for the cell reaction. 

Problem; The e.m.f. of the cell 

Zn I ZnCl2(1.0m) | AgCl(s), Ag 
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is 1,015 volts at 0® C and 1.005 %’’o!ts at 25® C, AsBUining the temperature coef- 
ficient to be approximately consta.nt in this vicinity, calculate the hea.t change of 
the cell reaction at 25® C., ' 

First, consider the actual ceil reaction. Since the b.m.f. is positive, oxidation 
takes place at the left-hand electrode; thus, 

Zn(5) — > Zn'^+ + 2€. 

The simultaneous reduction reaction at the light-hand electrode is 
2AgCi(s) + 2Ag0s) + 2Ci- 
so that the complete cell reaction is 

Zn(s) + 2AgCl(s) = Zn'^(lm) + 2Cl'"(2m) + 2Ag(s), 

or 

Zii(s)'+ 2AgCl(s) = ZnCUClm) + 2Ag(s), 

for the passage of 2 faradays, since 2 electrons are involved in each electrode 
process.* It will be noted that the Zn++ + 2CI'" is equivalent to zinc chloride 
in the 1 molal solution existing in the cell. 

The heat of the reaction as written may be obtained from equation (45.3). 
By taking F, the faraday, as 23,070 cal. volt~^ g. equiv.“~^ (Table 1, Appendix) with 
E in volts and {BE/dT)p in volt deg,""^, the value of Ai7 will be in calories. At 
25® C, E is 1.005 volts and (dE/dT)p may be taken as equal to AE/ATj i.e,, 
(1.005 — L015)/25 ~ 4.0 X lO’^^ volt deg.""h Hence, since Af is 2 equiv. in 

this case, it follows that at 25® C, i.e., 298.2® K, 

AH ^- 2 X 23,070C1.005 + (298.2 X 4.0 X 10"^)] 

= - 51,830 cal. = - 51.83 kcal. 

It may be noted that since the zinc chloride solution is 1 molal, the ionic activities 
are somewhat different from unity and vary with temperature; hence AH as 
calculated is not quite the same as the standard value, although the difference 
would probably be less than the experimental error. 

45d. General Expression for E.M.F.’s of Reversible Cells. — Suppose 
that the general reaction 

ciA * 4 " 4 " * ■ * ~ 4 “ 4 ^ • • * 

can take place in a reversible cell of e.m.f. equal to E, for the passage of N 
faradays; for this reaction the free energ}^ change AF is — NFE, with the 
substances A. B, . . . , L, M, etc., at the activities actually existing in the cell. 
If these substances ^vere all in their respective chosen standard states, the 
E.M.F. would be the standard value E^, and the standard free energy change 
AF^ would be - NFE^. 

It would be quite permissible to wTite the reaction as 

|Zn($) + AgCI(s) ~ IZnCbClm) 4" Ag(s) 
for the passage^of one faraday. 
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According to the reaction isotherm derived in § 33a, the free energy 
change of the process is represented by 


AF = AF> + RT In ' 

alXaiX' 

= AF^ + RT In J a, 


(46.4) 

(45.5) 


where, as in § 32c, the symbol indicates a function of the same form as 
the equilibrium constant involving, in this instance, the activities of the 
various substances in the given cell. Replacing AF by — NFE and AF^ 
by ~ NFEP, the result is 

£ = (45.6) 

which is the general equation for the b.m.f, of any reversible cell. 

In order to employ equation (45.6), the values may be inserted for the 
constants R and F; since E is almost invariably expressed in volts, F may 
be conveniently used in coulombs g. equiv.~^, and i? in int. joules (i.e., 
volt-coulombs) deg.*”^ mole“^ (see Table I, Appendix). Upon converting 
the logarithms, therefore, equation (45.6) becomes 


^ ^ 2.3026 X 8.313 r, , 

^ = ^ 96^00 

= £« - 1.984 X lO-^^log Ja volts. 


(45.7) 


At 25° C, which is the temperature commonly employed for e.m.f. measure- 
ments, T is 298.16° K, and hence 


E = Eo 


0.05914 

N 


log Ja volts. 


(45.8) 


The application of the foregoing equations may be illustrated with refer- 
ence to the cells considered in § 45b. Thus for the cell Pt, Ha (1 atm.) 1 
HCl(m)|AgCl(s), Ag, the reaction for 1 faraday (JV = 1) is 

JHa (1 atm.) -h AgCl(s) = H+ + Cl" ■+• Ag(s), 

and hence, by equation (45.6), 


£0 


RT aH''~aci ^Ag 


(45.9) 


Since the silver and silver chloride are present as solids, they are in their 
conventional standard states; * hence OAg and aAgci may be set equal to 
unity. Further, the hydrogen gas is at a pressure of 1 atm. and although 

* Unless there is a specific statement to the contrary, it may be assumed that the ex- 
ternal pressure is 1 atm., so that pure solids taking part in cell reactions are in their standard 
states. 
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this does not represent unit fugacity, the departure from ideal behavior is 
so small that the difference is quite negligible; hence the hydrogen gas may 
be regarded as being in its standard state, so that is also unity. Conse- 
quently, equation (45.9) becomes 

E^E^-^ln aa+ocr. (45.10) 

Another convenient form of this equation is .obtained by replacing aa+oci" 
by (aaci)® in accordance mth (39.6) ; hence, 

£ = £0 _ ( 45 . 11 ) 

r 

where anci is the mean activity, i.e., a=b, of the hydrochloric acid in the cell 
solution. The standard e.m.f. of the cell is seen to be its e.m.f. when the 
product of the activities of the hydrogen and chloride ions, or the activity 
of the hydrochloric acid, in the cell is unity. Actually this standard e.m.f. 
was determined by the extrapolation procedure described in § 39h, its value 
being 0.2224 volt at 25^ C. 

For the other cell considered in § 45b, involving silver and iron per- 
chlorates, the reaction for 1 faraday is 

Ag(s) + Fe*^ = Ag+ + Fe++ 
so that the e.m.f. is given by 

E ^ E0-~ln , (45.12) 

the activity of the solid silver being omitted, since this is unity. In general, 
the activity factors for substances which are present in the cell in their 
standard states may be omitted from the expression for the e.m.f. 

45e. Single Electrode Potentials. — ^There is at present no method avail- 
able for the experimental determination of the potential of a single electrode; 
it is only the e.m.f. of a cell, made by combining two or more electrodes, 
which can be actually measured. In fact, it is doubtful if absolute single 
electrode potentials, like single ionic activities, have any real thermodynamic 
significance. However, by choosing an arbitrary zero of potential, it is 
possible to express the potentials of individual electrodes on an arbitrary 
reference scale. The zero of potential used in thermodynamic studies is the 
potential of a reversible hydrogen electrode with gas at 1 atm. pressure (or 
ideally, unit fugacity) in a solution containing hydrogen ions at unit activity. 
This particular electrode, i.e., H 2 (1 atm.), = 1), is the standard 

hydrogen electrode, since both the hydrogen gas and the hydrogen ions are 
in their respective standard states of unit activity. The convention given 
above, therefore, is to take the potential of the sta^ard hydrogen electrode as 
zero at all temperatures; electrode potentials based on this scale are said to 
refer to the hydrogen scale. 
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If any electrode, e.g., one consisting of the metal M in contact with a 
solution of its ions is combined with the standard hydrogen electrode 
to make the complete cell 

M|M«+(a+) H+(aH+ = l)|Ha (1 atm.), 

the potential of the left-hand electrode, on the hydrogen scale, would be 
equal to the measured e.m.f. of the cell, since the potential of the right- 
hand electrode is zero, by convention.* The reaction taking place in this 
cell for the passage of faradays is 

M(s) -I- 2 +H+(oh+ == 1) = M^(o+) -1- iz+Ha (1 atm.), 

and since the solid metal M, the hydrogen ions and the hydrogen gas are all 
in their standard states, it follows immediately, from equation (45.6), that 
the E.M.F. of the cell or the potential of the electrode is given by 

TtT 

= £S*-^lna+, (46.13) 

where a+ is the activity of the ions in the electrode solution. The 
standard electrode potential is seen from equation (45.13) to be that 
when the ions in the solution are at unit activity. 

If the electrode is reversible with respect to an anion of valence z_, so 
that the cell obtained by combining it with a standard hydrogen electrode is 

A 1 A‘-(o_) H+(aH+ = 1) I Hs (1 atm.), 

the cell reaction for z_ faradays is 

A*~(a_) + z_H+(aH''' = 1) = A -f |z_H 2 (1 atm.). 


Here again, the electrode potential is equal to the e.m.f. of the cell, given 
by equation (45.6) as 





RT, 1 
— -In — 
z-F a_ 


£i-hglna_. 


(45.14) 


where is the activity of the A*" ions in the electrode solution; the non- 
metal A is assumed to be in its standard state. As before, the standard 
potential of the electrode is that when the reversible ions, i.e., A^, are 
present at unit activity. 

The results just derived may be put in a general form applicable to 
electrodes of all types. When any reversible electrode is combined with a 
standard hydrogen electrode, as depicted above, an oxidation reaction takes 
place at the former, while at the latter the hydrogen ions are reduced to 

*It is tacitly assumed here, and subsequently, tliat liquid-junction potentials, i.e., 
potentials existing at the junction between two different solutions, do not arise or else have 
been completely eliminated. 
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hydrogen gas. Writing the electrode process in the general forin given at 
the end of § 45a,, viz,,.; „ 

Reduced state = Oxidized state + Ne^ 

and the corresponding hydrogen electrode reaction as 


i\rH+(aH-^ = 1) + iV€ = JiVHs (1 atm,), 

the complete cell reaction for the passage of N faradays is 

Reduced state + == 1) = Oxidized state + IMia (1 atm.). 

The E.M.F. of the cell, which is equal to the potential of the reversible elec- 
trode under consideration, is then obtained from equation (45.6) as 


RT , (Oxidized state) 
NF (Reduced state) ’ 


(45.15) 


the activities of the hydrogen gas and hydrogen ions being omitted since they 
are both unity in the standard hydrogen electrode. This equation, in which 
the parentheses are used to indicate the product of the activities of the 
substances concerned, is completely general, and expresses the potential of 
any electrode on the hydrogen scale* The standard potential is that 
for the electrode when all the substances concerned are present in their 
respective standard states of unit activity. 

In the case of an electrode consisting of a metal M (reduced state) and 
its ions (oxidized state), the activity of the reduced state, i.e., the metal, 
is unity; hence, the general equation (45,15) becomes equivalent to (45.13), 
since N is now equal to On the other hand, for an electrode involving 
anions (reduced state) and A (oxidized state), the activity of the latter 
is unity, and equation (45.15) becomes identical with (45.14). 

For an electrode containing a conventional oxidation-reduction system, 
terms are included in both numerator and denominator of equation (45.15). 
For example, if the system is manganous-permanganate ions, as given in 
§ 45a, the expression for the electrode potential is 



^ RT Y ^Mn04 

5F ^ ^ 


the solution being assumed to be dilute enough for the activity of the water 
to be taken as unity (cf. § 38c, problem). 

451 Sign of Electrode Potential.— It, will be recalled that in deriving 
equation (45.15) for the potential of an electrode on the hydrogen scale, the 
electrode was placed at the left in the hypothetical cell in which it was com- 
bined with a hydrogen electrode. The reaction taking place in the cell, 
as seen above, involved the conversion of the reduced state to the oxidized 
state of the (left-hand) electrode system. For this reason, the potentials 
given by equation (45.15), and also by the related equations (45.13) and 
(45.14), are qalled oxidation potentials. If the electrode had been written 



472 e.m.f/s anb the theemobynamics of ions 45f 

to the right of the cell, the reaction taking place within it would be reduction, 
and the potential would be equal to the value given by equation (45.15) but 
with the sign reversed. The reduction potential of any electrode is thus equal 
in magnitude, but of opposite sign^ to the corresponding oxidation potential. 

In order to indicate whether the process in a particular electrode is to be 
regarded as oxidation or reduction, a simple convention is employed. If 
the electrode material is a metal, an oxidation electrode is represented by 
writing the reduced state of the system to the left and the oxidized state to 
the right; the following, for example, are all oxidation electrodes; 

Cu, Cu++ (e.g., CUSO 4 soln.); Ag, Ag*^ (e.g., AgNOs soln.) ; 

Ag, AgCl(s), Cl- (e.g., KClsoln.). 

The potentials of these electrodes are given by the appropriate forms of 
equation (45.15). 

If the electrodes are written in the reverse manner, with the oxidized 
state to the left and the reduced state to the right, viz., 

Cu++, Cu ; Ag+, Ag; Cl*-*, AgCl(s), Ag, 

it is implied that the electrode process is reduction, and the potential is 
given by equation (45.15) with the sign revefeed. 

When the electrode material is nonmetallic, and an inert metal must be 
used to act as an electrical conductor, the convention is to write the symbol 
of the inert metal, e.g., Pt, to the left when an oxidation electrode is implied 
and to the right when a reduction process is to be inferred. The order of 
writing the components of the solution is immaterial, although if one is a 
gas or a sparingly soluble liquid or solid it is usually written next to the 
inert metal. The following are oxidation electrodes: 

Pt, CI 2 , C1-; Pt, O 2 , OH-; Pt, I 2 , 1*“; Pt, Fe^*^, Pe+++, 

and the corresponding reduction electrodes are: 

C1-, CI 2 , Pt; OH~, O 2 , Pt; I-, I 2 , Pt; Fe++, Fe+-»^, Pt. 

If these conventions are rigidly adopted, many of the complexities which are 
to be found in the literature become unnecessary 

If any two reversible electrodes are combined to form a reversible 
ceil, e.g. 

Pt,Cl 2 (^)|Cl-“lAgCl(s),Ag, 

then in accordance with the conventions given above the process at the left* 
hand electrode is presumed to be oxidation, while at the right-hand electrode 
a reduction is supposed to take place when the cell operates spontaneously, 
upon closing the external circuit. It will be noted that this is in agreement 
with the convention adopted in § 45b. The of a complete cell is then 

® G. N. Lewis and M. Randall, ^^Thermcwiyiiandcs and the Free Energy of Chemical 
Substances,” 1923, p. 402. 
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equ&l to the algebraic sum of the potentioJk of the two electrodes, one being an 
oxidation potential and the other a reduction potentiaL Assuming, for sim- 
plicity, that in the cell depicted above the chlorine gas is at 1 atm. pressure 
and the activity of the chloride ions is unity, the (oxidation) potential of 
the left-hand electrode is found experimentally to be — 1.358 volt, and the 
(r^uction) potential of the right-hand electrode is + 0.2224 volt, at 25® C. 
The ' E.M.F, of the cell as written k therefore — 1.358 
volt. : The negative . sign- shows immediately that- if this cell were^o be 
constructed, then upon closing the circuit there would actually be reduction 
at the chlorine gas electrode and oxidation at the silver electrode. By 
writing the cell in the opposite direction, Le., 

Ag, Aga(s)ia~jcu(^), 

the E.M.F. would be 1.136 volt, indicating that the spontaneous cell reaction 
involves oxidation at the left-hand electrode, viz., 

Ag(s) + Cl- = AgCl(^r) + c, ^ 

and reduction at the right-hand electrode, viz., 

|Cl2 + e- Cl- 

The net reaction in the cell when the circuit is closed is therefore 
Ag(s) +iCl2(^) « AgCKs), 

that k, the formation of solid silver chloride from solid silver and chlorine 
gas; thk k in agreement with expectation, for the reverse reaction would 
certainly not be spontaneous at ordinary temperature and pressure. 

Attention may be called to a matter of interest in connection with the 
E.M.F. of a cell. As seen above, the latter is the sum of an oxidation and 
a reduction potential, and this k equivalent to the difference of two oxidation 
potentials. As a consequence, the b.m.f. of a cell is independent of the 
arbitrary zero chosen for the representation of single electrode potentials; 
the actual value of the zero of the scale, whatever it may be, cancels out 
when taking the difference of two potentials on the same scale. 

4Sg. Standard Electrode Potentiais. — ^For the purpose of recording elec- 
trode potentiak the important quantity k the standard potential for any 
given system. The actual value of this potential depends on the chosen 
standard states; as usual, pure solids and liquids at atmospheric pressure 
are taken as being in their standard states, and the standard state of an ion 
is generally chosen so that the ratio of the activity to the molality becomes 
unity in very dilute solution (§§ 37b, 39a). The activities of ions are thus 
expressed in terms of their respective molalities. Once its standard poten- 
tial k known the potential of an electrode containing arbitrary activities 
(concentrations) of the various substances concerned can be readily calcu- 
lated by means of the appropriate form of equation (45.15). The obvious 
method of determining the standard potential of any electrode is to set up 
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this electrode with the components at knowm activities, to combine it with 
a standard hydrogen electrode, and then to measure the b.m.f. of the result- 
ing cell. This will give the potential of the electrode on the hydrogen scale. 
By inserting the value for E in equation (45.15) and using the known activi- 
ties, the standard potential EP can be evaluated. Actually this procedure 
is not simple: the standard hydrogen electrode is not always a practical 
device, the activities of the cell substances are not necessarily known, and 
there is always the possibility of a junction between two liquids in the cell 
which introduces an uncertain “liquid junction” potential. 

One way whereby the difficulties are overcome is to use a reference 
electrode, of a form more convenient than the hydrogen electrode, as a 
secondary standard. One such reference electrode is the silver-silver chlor- 
ide electrode. As already seen, the standard e.m.p. of the cell formed by 
combining a hydrogen electrode with this electrode is 0.2224 volt at 25° C 
(§§ 39h, 45d); thus, the e.m.p. of the cell 

Pt, Hs (1 atm.) 1 H+(aH+ = 1) Cl-(acr = 1) | AgCl(s), Ag 

is 0.2224 volt. The left-hand electrode is the standard hydrogen electrode, 
and so its potential, by convention, is zero; thus the standard reduction 
potential of the silver chloride electrode, viz., 

Cl-(acr = l)|AgCl(s),Ag, 

is 0.2224 volt at 25° C. 

In order to determine the standard potential of a metal forming a soluble, 
highly dissociated chloride, e.g., zinc, the measurements are made on ceils 
of the type 

Zn j ZnCls(m) 1 AgCl(s), Ag. 

The cell reaction for the passage of 2 faradays is 

Zn(8) + 2AgCl(s) =* 2Ag(8) + Zn++ + 201", 

and since the solid zinc, silver chloride and silver are in their respective 
standard states, the e.m.f. is given by equation (45.6) as 

£ = ^ In aza++acr. (45.16) 

The activity of each ionic species may be represented as the product of its 
molality and its (stoichiometric) activity coefficient; hence azn** is equal to 
mT+ and Ocr to 2my-, where m is the molality of the zinc chloride solution 
in the cell. By equation (39.9), y+yt is equal to y%., where y^ is the mean 
ionic activity coefficient; hence equation (45.16) becomes 

In lmX i2my--}y'^ 

■ „ rt: . , mr, 
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wMch, upon rearrangement, gives 

E + H in 4m* = P _ ^ In (45 17) 

The problem of evaluating £® is now similar to that in § 39h. The simplest 
procedure is to determine the e.m.f. of the cell for various molalities of zinc 
chloride, and to plot the values of jB + {RT/2F) In 4m* as ordinate against 
a function of the molality, e.g., as abscissa. At infinite dilution, i.e., 
when m is zero, the right-^nd ade of equation (45.17) is equal to jE®, since 
is then unity and In 7 ± is zero. The extrapolated value of the ordinate 
for m = 0 is thus equal to J5®. Alternatively, the method of extrapolation 
utilizing the Debye-Hfickel limiting law, as in § 39h, may be employed. 

The value of for the cell was found to be 0.9834 volt at 25° C, and 
since the standard (reduction) potential of the right-hand i.e., silver chloride, 
electrode was recorded above as 0.2224 volt, it follows that the standard 
(oxidation) potential of the zinc electrode is given by -f 0.2224 
— 0.9834 volt, so that is 0.7610 volt at 25®. 

K the chloride of the metal is not saitable, for one reason or another, the 
sulfate may prove satisfactory. In Ibis event a sulfate reference electrode, 
e.g., SOr", Hg^ 04 (s), Hg may be employed in place of the silver chloride 
electrode. The standard (reduction) potential of this electrode has been 
found to be 0.6141 volt at 25® C, by means of measurements similar to those 
described in connection with the diver chloride cell in § 39h. 

In some cases, e.g., the diver-silver ion electrode, neither the chloride'' 
nor the sulfate is satisfactory because of their sparing solubility. It is then, 
necessary to construct cells contaiiung solutions of the nitrate, e.g., silver 
nitrate.' There is, however, no nitrate reference electrode, and a chloride 
electrode is employed, the two solutions being separated by a solution of 
an inert electrolyte, constituting a “salt bridge.” Due allowance must then 
be made for liquid junction potentials, but as the values of these potentials 
are somewhat uncertain, the results are not always highly accurate.* 

45h. Standard Potentials from Equilibrium Constants and Free Energy 
Data. — ^When direct measurement of electrode potentials is not convenient 
or when the allowance for the activity coefficients is uncertain, it is often 
posdble to determine the standard electrode potential by indirect procedures. 
One of these is based upon the relationship AF“ — — AfFE®, where E° is the 
standard e.m.f. of a cell, and AF° is the standard free energy change of the 
reaction taking place within it. As seen in § 33b, AF° is related to the equi- 
librium constant K of the reaction, i.e., AF° = — BT In K [[cf. equation 
(33.6)3, and hence it follows that 

NFE» = BT In K, 

E»-^lni:, (45.18) 

3 For d^mptions of detenriiamlaoii of standard potentaals, see Lewis and Eandall, 
ref. 2, Chapter XXK; see also, D. A. Macinnes, Prindples of Electrochemistry/' 
i939, Chapters 10 and 16; G'asstone, ref, 1, Chapters VII and VIII. 
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0.05914 

N 


logK. 


(45.19) 


It is seen, therefore, that if the equilibrium constant of a reaction could be 
determined experimentally, the standard e.m.f. of the cell in which that 
reaction takes place can be calculated. The constant K is, of course, the 
true (thermodynamic) equilibrium constant, and in its determination allow- 
ance should be made for departure of the solution from ideal behavior, either 
by including activity coefficients or by extrapolation to infinite dilution. 

The method may be illustrated by reference to the Sn, Sn++ electrode. 
If combii'.ed with a Pb, Pb+^ electrode there would be obtained the cell 


in which the reaction 


SnlSn+ 


Pb++lPb, 


Sn(s) + Pb++ = Sn++ + Pb(s) 

would take place for the passage of 2 faradays. The equilibrium constant 
K is given by 

■ K - 

Opb++’ 

the activities of the solid tin and lead being unity. By shaking finely 
divided metallic tin and lead with a solution containing the perchlorates of 
these metals, and analyzing the solution after the equilibrium 

Sn(s) -f PbC 104 (ag) SnG 104 (a 3 ) + Pb(s) 

was established, the value of K was found to be 2.98 at 25° C. Upon inser- 
tion of this result into equation (46.19), the standard e.m.f. of the tin-lead 
cell, depicted above, is found to be 


£0 


0.05914 


log 2.98 = 0.014. 


This is equal to the standard (oxidation) potential of the Sn, Sn'*^' electrode 
minus that of the Pb, Pb'*^ electrode; the latter is known to be 0.126 volt, 
and so the standard (oxidation) potential of the Sn, Sn'^^ electrode is 0.140 
volt at 25° C.‘ 

The same method has been used to determine the standard potential of 
the ferrous-ferric electrode, by considering the cell 

Ag|Ag+ Fe++, Fe+++|ptj 

in which the reaction, for the passage of 1 faraday, is 

Ag(s) -f- Fe+++ = Ag+ -f- Fe++. 

The value of K for this equilibrium was given as 0.53 at 25° C in § 41h, and 
* Noyes and Toabe, /. Am. Chem. Soc., 39, 1537 (1917). 


4Sli 


' AND ELEeraODE' POTENTIALS 


477 


hence the standard e^m^p." of the ceil is- .found' to be — 0,016, by equation 
(45.19), . The/standard (oxidation) potential of the Ag, Ag+ electrode is 
known to be — 0.799 volt, and hence that of the Pt, Fe++, Fe"^^ electrode 
is — 0.783 volt at 25® C. It appears from various direct e.m.f, measure- 
ments that the correct standard potential is about — 0.771 volt, the dis- 
crepancy being probably due to uncertainty in the extrapolation of the 
equilibrium constant values to infinite dilution, as indicated in § 41h. 

The procedure just described essentially utilizes free energy values to calculate 
E.M.F.^s, and another example, based on the same principle, is the determination 
of the standard potential of the oxygen electrode. The problem is to evaluate 
the E.M.F. of the cell 

Pt, H 2 (1 atm.)lH+(aH+ = 1), OH''(aoii“ = 1)|02 (1 atm.), Pt, 

for the potential of the left-hand electrode is zero, by convention, and the right- 
hand electrode represents the standard (reduction) potential of the oxygen eiec 5 - 
trode. The reaction taking place in this cell is 

Ii 2 (1 atm.) + IO 2 (1 atm.) = H 20 (Z), 

for the passage of 2 faradays. The standard free energy change of this reaction 
is known to be — 56.70 kcal. at 25® C (see Table XXIV), and this is equivalent to 
— NFE^, where N is here equal to 2 equiv. Hence, taking F as 23,070 cal, volt~^ 
g. equiv.~^, it is seen that 


= 


56.70 X 1,000 


= 1.229 volts 


2 X 23,070 
This is the standard e.m.f. of the cell 

Pt, H 2 (1 atm.) I Water 1 02 (1 atm.), Pt, 

in which both hydrogen and oxygen electrodes are in contact with the same solu- 
tiorif the latter having the same activity as pure water, at 25® C. If the hydrogen 
ion activity in this solution is taken as unity, the potential of the left-hand elec- 
trode is then zero, and hence 1.229 volts is the potential of the electrode 

H20(0, H+(aH-" - 1) IO 2 (1 atm.), Pt. 

It is known from other investigations that in pure water the product of the activities 
of hydrogen and hydroxyl ions, i.e., aH***<3^0H“, is always equal to 1.008 X 10~^* at 
25® C (§ 45k). Hence the electrode just indicated can also be represented as 

OH"(aoH-“ = 1.008 X 10~i")|O2 (1 atm.), Pt, 

or reversing the electrode, so as to imply oxidation, the potential of the electrode 

Pt, O 2 (1 atm.)iOH“(aoH“ = 1.008 X 

is “■ 1.229 volts at 25® C. This result may be inserted into equation (45.14), 
which gives the oxidation potential of an electrode yielding negative ions; thus, 
at 25® C, since the valence of the OH~ ions is unity, 


E^ 


+ 0.05914 log (1.008 X 
0,401 volt. 
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The standard (oxidation) potential of the oxygen gas electrode is thus — 0.401 
volt at 25® C. 

Another method for calculating standard potentials from free energy 
data will be described in § 46c; this employs heat content and entropy values, 
so that the free energies are obtained indirectly. 

45i. Standard Electrode Potentials and their Applications. — By the use 
of methods, such as those described above, involving either e.m.p. measure- 
ments or free energy and related ealculations, the standard potentials of a 
large number of electrodes have been determined. Some of the results on 
the hydrogen scale for a temperature of 25® C are quoted in Table XXXIX ; ® 
as noted above the standard state for any ion is taken as the (hypothetical) 
ideal solution of that ion at unit molality. The potentials in Table XXXIX 
are all oxidation potentials, as indicated by the symbols (cf. § 45f) and by 
the expression for the electrode process in each case. The corresponding 
standard reduction potentials are obtained by reversing the signs. The 
standard e.m.p. of any cell can be obtained by adding the standard oxidation 
potential of the left-hand electrode to the standard reduction potential of 
the right-hand electrode. The same result is obtained, of course, by sub- 
tracting the standard oxidation potential of the right-hand electrode from 
that of the left-hand electrode. 

Numerous applications of standard electrode potentials have been made 
in various aspects of electrochemistry and analytical chemistry, as well as 
in thermodynamics. Some of these applications will be considered here, 
and others will be mentioned later. Just as standard potentials which 
cannot be determined directly can be calculated from equilibrium constant 
and free energy data, so the procedure can be reversed and electrode poten- 
tials used for the evaluation, for example, of equilibrium constants which 
do not permit of direct experimental study. Some of the results are of 
analytical interest, as may be shown by the following illustration. Stannous 
salts have been employed for the reduction of ferric ions to ferrous ions in 
acid solution, and it is of interest to know how far this process goes toward 
completion. Although the solutions undoubtedly contain complex ions, 
particularly those involving tin, the reaction may be represented, ap- 
proximately, by 

Sn++ + 2Fe+"H- =- + 2Fe-^. 

A knowledge of the equilibrium constant would provide an indication of the 
extent to which the reaction proceeds from left to right; if it were large, then 
the process could be regarded as being virtually complete. The reaction 
between stannous and ferric ions can, in principle, be made to take place in 
the reversible cell 

Pt I Sn++ Sn^-H- Fe-H-, | Pt, 

® Data mainly from W. M. Latimer, ‘“Ihe Oridation States of the Elements and Their 
Potentials in Aqueous Solutions/* 19^, where a very complete collection of electrode 
potentials will be found. 
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TABLE XXXIX, 

STANDABD' (oXIBATIOH) POTENTIALS AT 25° C * 


Electrode 

Eeaction 

Potential | 


Li-->Li+ + € 

3.024 volt ' 

K,K+ 

K-^K+4.6. 

2.924 i 

Na,,Na+ ;■/ • 

Na-»-Na+ + € 

2.712 1 

■vPt,'H2;GH™ ' 

iHs-f 0H”-^ H20 + e 

0.S28 

Zn,'ZB++,'. ■■■ 

Zn -»- Zn++ 4- 2€ 

0.762 j 

Fe,.Fe++' •' 

Fe-^Fe-^+ + 2e 

0.440 ^ 

■ '■'■.■■Ft,CrnCr+-^'^ ■ 

Cr++ Qy+++ 4- e 

0,41 

Cd,Cd+’^ 

Cd-^Cd++4-2e 

0.402 ? 

Co,Co++ ' ' 

Co-^Co-^4-2€ 

0.283 1 

Ni, Ni++,, 

Ni-“»-'Ni++ 4- 2€ . ■ 

0.236 ‘t 

: Ag, AgIW,I” ■ 

Ag 4- 1*- Agl 4" € 

0.1522 '■ 

Sn,Sn++ 

Sn-^Sn++-f2€ 

0.140 

,.Pb,Pb++ 

Pb-^Pb++4'2€ 

0.126 

i H2,H+ 

iH2->-H+ + € 

0.000 

1 > Pt »Jli+4'+Hh 

Ti+++-^Ti++++4.g 

-0.06 

Ag, AgBr(s), Br” 

Ag 4- Br” AgBr + e 

- 0.0711 

Pt, Sia++ Sn++++ 

Sn++-^Sn++++4-2€ 

- 0.15 ! 

Pt,Cu+Cu++ 

Cu'^~^Cu*^+ 4- c 

- 0.167 ! 

1 Ag, AgClW, Cl” 

Ag 4“ Cl” — AgCl 4* € 

- 0.2224 

1 Hg, HgaClaW, Cl” 

Hg + Cl”— JHg2Cl2 4‘« 

- 0.2680 1 

Cu, Cu++ 

Cu-^Cu++ + 2e 

- 0.340 

1 Pt, Fe(GN)e- , Fe(CN)^-~ 

Fe(CN)i-”””->^Fe(GN)r”' + € 

- 0.356 

Pt,02,0H” 

20H~-^J02 4-H20-f-26 

-0.401 

i Pt, Us), I” 

J~ — ► II 2 4* € 

-0.536 

Pt, MnOi'“, MnO^ 

MnOj^” MnOi* 4- e 

-0.54 

: Hg, Hg^so^w, sor- 

2Hg + S0r”-^Hg2S04 4-2€ 

- 0.6141 

Pt, Fe++ Fe'^++ 

Fe++->Fe+++ + € 

- 0.771 

! Hg, Hg2^"^ 

2Hg->HgJ+4-26 

- 0.7986 

Ag, Ag+ 

Ag *-> Ag+ 4- € 

- 0.7995 I 

Pt, Hg-^+ 

Hgr*->2Hg++4-2€ 

-0.906 

Pt, Br 2 ®, Br- 

Br~ JBr 2 4- e 

- 1.066 1 

Pt, Ti+, TF++ 

T1+~>TF++ + 26 

-1.22 

Pt, Cl2(^), Cl” 

Cl”" — > ^Ch 4" c 

- 1.358 i 

i Pt, Mn++ MnOr , 

Mn++ 4- 4 H 2 O AlnOr 4- 8H+ + Be 

- 1.52 1 

I Pt, Ce+++ Ce++++ 

Ce+++~^Ce++++4- € 

- 1.61 

Pt, PbS 04 (s), PbOsCs), BOr 

PbS04 4- 2H20-^ PbOa + 4II+ + SOr*" -f 2e 

- 1.685 

Pt, Pbn Pb++++ 

Pb++~^Pb++++4'2€ 

- 1.7 ] 

Pt, Co^-*-, Co+++ 

Co++-h.Co+++4-€ 

- 1.8 : 

* Numerous other standard potentials can be calculated from the standard free energy | 

values in Table 5 at the end of the book. 1 

j':-".' ■ ^ ■ . . . . ■ ' ■ ■ ■ ■■■ ^ ;■ : 

J. ' ■■ . ■■■’ II 

1 for the passage of 2 faradays. The standard e.m.f, is equal to the standard ^ ,! 

(oxidation) potential of the stannous-stannic electrode, i.e., — 

0,15 volt, 

i minus the standard (oxidation) potential of the ferrous-ferric electrode, i.e., i 

- 0.771 volt; hence, 

is - 0.15 - (- 0.771) = 0.62 volt at 25° C. By j 

equation (46.19), therefore, since Nis 2, 

0.05914, 

0.62 — - — log K, 


1 : 

A = 9.3 X KP. 

* 1 

4«l 

m i'f' 

^1 

J 1 , '■‘•(ft ll 
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The large value of the equilibrium constant diows that the reaction proceeds 
to virtual completion from left to right, within the iimite of analytical 
accuracy. 

An examination of these calculations shows that the large value of the 
equilibrium constant is determined by the large difference between the 
standard potentials of the Sn++, Sn++++ and Fe++, Fe+++ systems. In 
general, the greater the difference in the standard potentials, the more com- 
pletely will the system with the lower (algebraic) oxidation potential be 
reduced, and that with the higher oxidation potential be oxidized. This 
conclusion is applicable to oxidation and reduction in the general sense, al- 
though the example given above refers to conventional oxidation and 
reduction. 

For the sake of completeness, attention may be called to the fact that 
the calculation of an equilibrimn constant from standard potentials is 
equivalent to the determination of the standard free energy of the corre- 
sponding reaction. Since AF® is equal — IST In K the former can be readily 
obtained if X is known. Alternatively, of course, AF“ could be calculated 
directly from — NFE?, without the use of the equilibrium constant. 

Another important use of standard potentials is for the determination of 
solubility products, for these are essentially equilibrium constants (§ 39j). 
If M,^A,_ is a sparingly soluble saU, a knowledge of the standard potentials 
of the electrodes M, M,^A,_(s), A*- and M, M*+ permits the solubility 
product to be evaluated. A simple example is provided by silver chloride 
Ifor which the standard (oxidation) potential of the Ag, AgCl(s), Cl~ elec- 
trode is known to be — 0.2224 volt at 25“ C. The activity of the chloride 
ion in the standard electrode is unity, and hence the silver ion activity must 
be equal to the solubility product of silver chloride. The value of may 
be derived from equation (45.13), utilizing the standard potential of silver; 
thus Eu is — 0.2224 volt, JSm for silver is — 0.799, and z is 1, so that at 25“ C, 

- 0.2224 = - 0.799 - 0.05914 log uas* 
aAg+ = 1.78 X 10-“, 

so that the solubility product UAg* X ocr of silver chloride is 1.78 X 10““ 
at 25“ C, in terms of molalities. 

Since the solubility product, e.g., of silver chloride, is the equilibrium 
constant of the process 

AgCl(s) = Ag+ -f- C1-, 

the ions being in solution, the standard free energy change AF“ is equal to 
— RT In K,, where Ks is the solubility product. Hence, the standard free 
energy change for the solution of solid silver chloride in water at 25° C is 
equal to - 2.303 X 1.987 X 298.2 log 1.78 X 10"“, i.e., 13,300 cal. It will 
be observed that this value is positive, and hence (cf. § 25f) solid silver 
chloride will not dissolve to form silver and chloride ions at unit activity in 
terms of molality. Because of the low solubility of silver chloride in water 
it is obvious that the reverse process, namely the precipitation of this salt 

■ ■ ■ ■ ■ .. . ■ 
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from a solution in which the silver and chloride ions have activities, or 
(approximately), concentrations, of 1 molal/will be spontaneous. For this 
process the' standard free energy change is —13,300 cal. at 25® C. 

45}. Dissociation Pressures.— In § 45a it was stated that the Ag, AgCi(s), Cl~ 
electrode could be regarded as a chlorine electrode with tlie gas at a pressure equal 
to the dissociation pressure of silver chloride at the experimental temperature. 
That this must be the case can be seen in the following manner. Consider the 
reaction between solid silver chloride and hydrogen taking place in the hydrogen- 
silver chloride cell; this may be written in two stages, viz., first, an equilibrium 
between solid silver chloride, on the one hand, and solid silver and chlorine gas at 
its dissociation pressure pci 2 on the other hand, 

AgCl($) Ag(s) + ICUCpcig), 

and second, reaction between the chlorine and hydrogen in the presence of water, 
to form hydrochloric acid, i.e., hydrogen and chloride ions in solution, 

iCUpcu) + JHo (1 atm.) = + Ci~. 

The free energy change for the dissociation of solid silver chloride to yield chlorine 
gas at the pressure pcu is zero, since the system is in equilibrium; hence, the free 
energy change of the second reaction is identical with that for the over-all process. 
An electrode consisting of chlorine gas at the dissociation pressure pcu would thus 
have the same potential, in a given chloride ion solution, as would the Ag, AgCl(s) 
electrode. 

The conclusion just reached may be utilized to determine the dissociation 
pressure of chlorine gas in equilibrium with solid silver chloride; for this purpose 
it is necessary to consider the problem of a gas electrode in which the pressure 
differs from the standard value of 1 atm. For such electrodes, the general equa- 
tion (45.15) is still applicable, but allowance must be made for the activity, i.e., 
approximately the pressure, of the chlorine gas, as well as of the reversible ions. 
For a chlorine electrode, the gas is the oxidized state and the chloride ion the 
reduced state, and hence the electrode process may be written as 

201 *“ = Cl^ig) + 26 , 

for the passage of 2 faradays of electricity. By equation (45.15), therefore, the 
oxidation potential is given by 


(45.20)’** 

If the pressure (or fugacity) of the chlorine gas were 1 atm,, this would reduce to 
exactly the same form as equation (45.14), 

At 25® C, the value of ~ (Table XXXIX), and if the activity 

OcC of the chloride ions is taken as unity, the oxidation potential of the chlorine 

* It would be permissible to write the electrode reaction as Cl“" ■= iClsfi^) 4* so that 

JV' is unity; in this case, however, the activity of the chlorine gas would be and that of 
the ions Oq!-, thus leading to the same result as in equation (46.20). 
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gas electrode would be 

1 oso 0.05914, 

Moh 1.358 — log K!is> 

from equation (45.20). Further, if pcia is the- dissociation pressure of silver 
chloride at 25® C, this potential must be identical with that of the Ag, AgCi(s), 
Ci"(aci’" — 1) electrode, which is — 0.2224 volt; hence, 

- 0.2224 = - 1.358 - pci, 

Pols = 3.98 X 10-’® atm. 

The dissociation pressure of solid silver chloride at 25° C is thus 4 X 10“"®® atm.; 
if the necessary thermal data were available, it would be possible to calculate the 
dissociation pressure at other temperatures (cf. §§ 33h, 33i) . 

Although the preceding discussion has dealt in particular with silver chloride, 
the general conclusions are applicable quite generally, not only to the chlorides 
of other metals, but also to bromides, iodides and oxides. Thus, the potential of 
an electrode M, MO (a), OH"” is exactly equivalent to that of the oxygen electrode 
Pt, 0^{'po^9 OH~ in the same hydroxyl ion solution, with oxygen gas at the dis- 
sociation pressure of the oxide MO, at the experimental temperature. By utilizing 
this relationship, together with heat of reaction and heat capacity data, estimates 
have been made of the temperatures at which various metallic oxides dissociate 
freely in air, the dissociation pressure being then equal to the partial pressure of 
oxygen in the atmosphere, i.e., 0.21 atm. 

Problem: The standard potential of the Ag, Ag20(5), OH“ electrode is — 0.344 
volt at 25° C. The heat of formation of silver oxide is — 7,300 cal. at 25° and 
ACp is about 1.0 cal. deg.*”^ mole^h Estimate the temperature at which silver 
oxide will dissociate freely in air. 

Treating the electrode as an oxygen electrode in a solution in which aoH" is 
unity, the potential is given by equation (45.15) as 

E = £0 ~ — Inpoj, 

since 4 faradays are required to convert an oxygen molecule into GH“" ions. In 
this case, F is — 0.344, and for the oxygen electrode is — 0.401 volt (Table 
XXXIX); hence, at 25° C, 

- 0.344 = - 0.401 - - log po„ 

so that P 02 is 1.40 X 10""^ atm. This may now be taken as the equilibrium con- 
stant for the reaction 

2Ag20(s) = 4Ag($) + 02(^), 

two molecules of silver oxide being necessary to produce one molecule of oxygen, 
so that Kp is equivalent to pOt* S'or this reaction Alf at 298° X is — 2AH for 
the formaiion of the oxide, i.e., 14,600 cal., and AGp is, similarly, — 2.0 cal. deg.""^; 
hence, by equation (12.16) or (33.29), 

14,600 - AHl - 2.0 X 298; AHt = 15,200 caL 
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Utilissing equation (33.30), with K equal to 1.40 X 10-* atm. at 298° K. 


log (1.40 X 10-‘) 


15,200 

2.303RT 


2-0i nr.I' 

R ^ + 2.303' 


Taking R as 2 cal. deg.-i moIe-S /72.303 is found to be 9.76; hence, the general 

expression for log K becomes , 


log K = « 


15,200 

4 . 576 r 


LO log r + 0 . 76 . 


Tbe oxide will dissociate freely in air when pos, i.e., K, is 0.21 atm. ; inserting tMs 
value in the expression for log Kj and solving by successive approximations, T is 
found to be 435® K, i.e., 162® C. (The experimental value is about 150® C.) 

45k. The Dissociation (Ionization) Constant of Water. — In pure water, 
and in any aqueous solution, an equilibrium exists between the undissociated 
molecules of water, on the one hand, and hydrogen and hydroxyl ions, on 
the other hand; thus, 

H20(I) ;=± H+(ag) + OH~(ag). 

The equilibrium (dissociation) constant of this reaction is given by 

uh'^ooh”' 
il — ^ , 

ttHaO 

but for pure water, or for dilute aqueous solutions of electrolytes, the ac- 
tivity of the water, i.e., aHjO, may be taken as unity; the result, referred to 
as the dissociation (or ionization) constant or, sometimes, as the ionic 
product, of water, is then 

Kt. - UH+aoH- * (45.21) 

One of the most accurate methods for determining the dissociation con- 
stant of water is based on e.m.f. measurements of cells of the type 

Pt, Hg (1 atm.) 1 MOH(mi) | AgCl(s), Ag, 

where M is an alkali metal, e.g., lithium, sodium or potassium. The e.m.f. 
of this cell, like that for other hydrogen-silver chloride ceils (§45d) is 
given by 

E = EP -^In aH+ocr. (45.22) 

F 


Since, by equation (45.21), an’^OoH" is equal to Kw, it follows that 


P OOH"" 

RT 

F VdoigC 


In 2211 

P you 


(45.23) 


where, in equation (45.23), the activities have been replaced by the products 
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of the respective molalities and activity coefficients. Upon rearrangement, 
equation (45.23) gives 


E~ EP + 


RT 

F 


In 


mci~ 

moir 


RT 


In Ka — 


RT , yci- 

F yon 


2.30357 >JnoH- 


= — log Kw — log 

Toh- 


(45.24) 


At infinite dilution the activity coefficient fraction 7 cr/T 0 H“ becomes equal 
to unity, so that log (tcr/yoH'") is then zero; under these conditions, there- 
fore, the right-hand side of equation (45.24) becomes equal to — logKw 
It follows, therefore, that if the left-hand side of this equation, for various 
molalities of MOH and MCI, is plotted against some function of the concen- 
tration, e.g., the ionic strength, the intercept for infinite dilution gives the 
value of — log At 25® C, FP for the cell under consideration is known 
to be 0.2224 volt, and the actual e.m.p. of the cell, i.e., JE, can be measured; 
by assuming mcr to be equal to m 2 (for MCI) and moii" to be equal to mi 
(for MOH), the left-hand side of equation (45.24) can be readily evaluated. 
From results of this kind, with various chlorides and hydroxides, Kv> has 
been found to be 1,008 X 10"^^ at 25® C. Accurate measurements of the 
same type have been made in the temperature range from 0® to 50® C, 
with cells containing a number of different chlorides. 

The E.M.F. of the hydrogen-silver chloride cell 

Pt, H 2 (1 atm.) j HCl(m() MCl(mQ | AgCi(s), Ag, 
containing hydrochloric acid and a metallic chloride solution, is 

jr>m 

^ (45.25) 


If this result is combined with equation (45.22) for the e.m.f. of the similar cell 
containing the hydroxide (and chloride) of the metal M, it is seen that 


F an^oci 
^ FT 


+ — m 


_ TH'^Tcr 
mn^Tncf ' F 7H'*'7cr 


(45.26) 


the standard potentials being the same in equations (45.22) and (45.25). If 
the ionic strengths in the two cells are kept equal, then provided the solutions are 
relatively dilute, the activity coefficient factor in equation (45.26) is unity and its 
logarithm is zero; equation (45.26) then becomes 


E -E' = In 

F Tnii’^mci~ 


(45.27) 


By introducing the term (RT/F) In moH“, equation (45.27) can be rearranged 
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to give 


RT 


In jwh+otoh" = E — E ' 


E nici~ 


(45.28) 


where, as before, the primed quantities refer to the cell containing hydrochloric 
acid, and those without primes apply to the alkali hydroxide cell. The particular 
interest of equation (45.28) lies in the fact that it permits of the determination 
of known as the molal ionization product of water, in various halide 

solutions. In a pure halide solution the molalities of the hydrogen and hydroxyl- 
ions are equal; hence, the square root of mn*mon~ gives the actual molalities of 
the hydrogen and hydroxyl ions, produced by the ionization of water, in the 
halide solution.® 

451. The Dissociation (Ionization) Constant of a Weak Acid. — The 
dissociation constants of weak acids, as defined in § 41h, may also be deter- 
mined by means of b.m.e. measurements. For this purpose another form 
of the hydrogen-silver chloride cell, viz.. 

Ft, Hs (1 atm.) | HA(mi)NaA(m 2 )N'aCl(OT 3 ) | AgCl(s), Ag, 

where HA is the weak acid and NaA is its sodium salt, is employed. The 
E.M.p. of this cell is given, as usual, by 

F 


E = 


In an+ocr 


= E° 


RT 


In 


RT 


In 


(45.29) 


The dissociation constant K of the acid may be expressed in the form 


K 


(XH+aA“ mn+mA" 7 h+7a" 


Uha WiHA 7HA 

and combination of this result with equation (45.29) gives 


E £0 

F(E - E°) 
2.30322 T 


RT , msA.mci 

t'" 


+ log 


rtijC 

Wa”" 


F 7A- F 
= _ log ISArni: _ log K. (45.30) 


If the left-hand side of this equation, for various molalities of HA, NaA 
and NaCl, is plotted against the ionic strength, the value extrapolated to 
infinite dilution gives — log i?, since the first term on the right-hand side 
of equation (45.30) is then zero. As a first approximation, mnA is taken as 
equal to mi, mcr to m% and to m 2 ; this neglects the dissociation of the 
acid HA in the presence of the salt. Allowance for the dissociation can be 
made, if necessary, by utilizing a preliminary value of K for the given acid, 

® Hiymed and Hamer, J. Am, Chem. 8oc,y 55, 2194 (1933) ; for reviews, see H. S. Earned 
and B. B. Owen, “The Physical Chemistry of Electrolytic Solutions,^' 1943, Chapter 15; 
Chm. 25, 31 (1039), 
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The procedure just described has been used for the determination of the 
dissociation constants of a number of weak monobasic acids. It has also 
been extended to the study of polybasic acids and amino-acids. 

Dissociation constants of weak acids can also be derived from measure- 
ments on “unbuffered^’ cells of the type 

Pt, H 2 (1 atm.) IHA(mi) NaCl(m 3 )| AgCl(s), Ag. 

These are similar to those described above except for the omission of the salt 
NaA from the electrolyte. By means of these cells it is also possible to 
determine the quantity which gives the actual extent of dis- 

sociation of the weak acid, in solutions containing various amounts of sodium 
chloride or other halides.'^ 

46. Thermodynamics of Ions in Solution 

46a. Free Energies of Formation of Ions.— In Chapter XIII the standard 
free energies of formation of various neutral molecules were given; it will 
now be shown how corresponding values may be obtained for many ions. 
The results may then be combined to determine the standard free energy 
changes of reactions involving ions as well as neutral molecules. In the cell 

M i M^+(a+ = 1) H+(aH+ = 1) i H 2 (1 atm.), 

the E.M.F. of which is equal to the standard potential Em of the M, 
electrode, the reaction for % faradays is (cf. § 45e). 

M(s) + = 1) = = 1) + (1 atm.). 

Hence the standard free energy change of this reaction is — z+FEm. How- 
ever, the convention of taking the standard potential of the hydrogen elec- 
trode as zero is equivalent to stating that the standard free energy change 
for the transfer of hydrogen gas to hydrogen ions, or the reverse, is arbi- 
trarily set equal to zero. Consequently, on the basis of this convention, 
— z+FEm is the standard free energy change accompanying the formation 
of ions in solution, viz., 

M(5) = M^+(a4. = 1) + 

By adopting the foregoing convention, therefore, it is possible to define the 
standard free energy of formation of a positive ion from the element M, 
as z^FElij where Em is the standard (oxidation) potential on the hydro- 
gen scale. 

Similarly, for an electrode involving negative ions, the reaction in the cell 

A|A-(a^ = 1 ) H+(aH^ = 1)|H2 (1 a:tm.) 
is 

A-(a^ = 1) + zJS.+iaK^ .. 1) = A + KHs (1 atm.) 

^ Hamed and Ehlers, /. Am. Chem. Soc., 54 , 1350 (1932); Nims, ibid,, SS, 1946 (1933); 
Hamed and Owen, ref. 6. 
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for z_ faradays. Hence, adopting the same convention as above, viz., that 
the standard free energy change of formation of hydrogen ions is zero, 

— z_FJEl. is the standard free energy of the process 

A*~(a_ = 1) = A + z-e- 

This is the reverse of the standard free energy of formation of the A*^ ion, 
and consequently the latter is equal to z_F£a where £1 is the standard 
(oxidation) potential of the A, A^ electrode.* 

Provided the potential of an electrode of the type M, or A, A% 
where M and A are elements, can be measured, the standard free energy of 
formation of the and A"^ ions, respectively, can be readily determined. 
For this purpose the data in Table XXXIX may be used. If the ion is 
one which cannot form a stable electrode of the simple type indicated, 
indirect methods must be adopted; sometimes electrode potential or equi- 
librium data can be employed, but in other cases recourse must be had to 
heat content and entropy values. For example, the potential of the Fe, 
Fe"’”'"*" electrode cannot be determined experimentally because the system is 
unstable; however, the potentials of the Fe, Fe++ and the Pt, Fe++, Fe+++ 
systems are known, viz., -f- 0.441 and — 0.771 volt at 25°, respectively, and 
from these the free energy of formation of the ferric ion can be determined. 
Thus, for the process 

Fe = Fe++ -f- 2e, 

the standard free energy change is — 2£ X 0.441, i.e., — 0.882F, and for 

Fe++ = Fe-H^- -f «, 

it is — F X (— 0.771), i.e., 0.771F. The total standard free energy change 
for the formation of ferric ions, 

Fe = Fe+++ + Se, 

is thus (— 0.882 -1- 0.771)F i.e., — O.lllF. To express the free energy 
change in calories, F is taken as 23,070 cal. volt“i, so that the free energy of 
formation of ferric ions is — 2,560 cal. g. ion~^. 

The calculation of free energies of formation of ions from equilibrium 
data may be illustrated by reference to the iodate (lOr) ion. At 25° C the 
equilibrium constant K for the system 

3l2(s) -f 3H20(0 = lOr + 51- + 6H+ 

is approximately 2 X 10“^®, so that the standard free energy change is 
given by 

AF» = - In X = - 4.676 X 298.2 log K 
= 76,000 cal. = 76.0 kcal. 

* 111 general, the standard free energy of formation of any ion in solution is equal to 

— where z is the valence of the ioii tncluding Us sign. 
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By convention (cf. § 33k) the free energy of formation of every element in 
its standard state is taken as zero, and, as seen above, the same applies to 
the hydrogen ion. The standard free energy of formation of liquid water at 
25° C is — 56.70 kcaL mole"^ (Table XXIV), and that of the iodide ion is de- 
rived from its vStandard potential (Table XXXIX) as 1 X 23,070 X (—0.536) 
calji.e., — 12.37 kcal g. ion“”^ It follows, therefore, that 

[AP(IOF) + (5 X - 12.37) + (6 X 0)] - [(3 X 0) + (3 X - 56.70)] - 76.0, 
AP(I 03 ) =?= — 32.3 kcal g. ion~b 

so that the standard free energy of formation of the iodate ion at 25° C is 
— 32.3 kcal. g. ion“'^ 

A similar result has been obtained from measurements of the potential 
of the electrode Pt, IOi“ + 6H+ ilaCs), for which the reaction is 

il2(s) + 3H20(?) - lOr + 6H+ + 5e 

The standard potential at 25° C is -“1,195 volt, and so the standard free 
energy change is — 5 X 23,070 X (— 1.195) cal, or 137.8 kcal. The 
standard free energies of formation of solid iodine and of hydrogen ions are 
taken as zero, and since that for liquid water is — 56.70 kcal. mole“^ at 
25° C, it follows that 

lAF^lOz) + (6 X 0)] - [(I X 0) + (3 X - 56.70)] = 137.8, 
AF%lOz) == — 32.3 kcal g. ioir\ 

in agreement with the result obtained above. 

46b. Standard Entropies of Ions. — The evaluation of the standard en- 
tropies of ions has provided a method for the calculation of standard free 
energies of formation, and hence the standard electrode potentials, of ions 
which are not susceptible of direct experimental study. The data may also 
be used in conjtinction with other entropy values, such as those given in 
Chapter IX, to determine the entropy changes of reactions involving both 
molecules and ions. Several methods are available for determining the 
standard entropies of ions, the particular one used depending on the 
circumstances. 

For ions which are reversible with respect to a metallic element that 
dissolves in dilute acid solution, the following procedure is the simplest. 
Consider the general reaction accompanying the solution of the metal M, viz., 

M + -b 

the standard free energy change AP is — and this can be determined 

if the standard potential is known. The standard heat content change 
AIF of the same reaction is virtually identical with the experimental heat 
of solution of 1 g. atom of the metal in a dilute acid solution. By utilizing 
the familiar thermodynamic relationship A^8^ = — AP)/T, it is thus 

]>ossible to determine the standard entropy change of the reaction between 
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the metal and hydrogen ions in solution. Considering the species involved 
in the reaction it is seen that 

+ |z+;Sh,) - (^M + 2+5^+), (46.1) 

where <8?!+ and /S^+ are the standard entropies of the M‘'+ and H+ ions, 

respectively, and and ^Sm are the entropies of the hydrogen gas at' 1 atm. 
and of the metal M, respectively^ These two latter quantities are pre- 
sumably known, from the data in Tables XV and XIX, and if by convention 
the standard entropy of the hydrogen ion is taken as zero^"^ it is possible to 
calculate for the given ion by means of equation (46.1).^ 

Problem: The standard heat of solution of 1 g. atom of potassium in dilute 
acid is found to be — 60.15 kcai. at 25® C. The standard oxidation potential of 
this metal is 2.924 volt at the same temperature; the standard entropy of solid 
potassium is 15.2 n.xj. g. atom"^^ and of gaseous hydrogen it is 31.21 e.tt. mole^h 
Calculate the standard entropy of the potassium ion in solution at 25® C. 

For the solution reaction 

K(s) + = K^+iH,(^), 

is about — 60,15 kcai., i.e., — 60,150 dal., and AF® is obtained from the 
standard potential as -* I X 23,070 X 2.924, i.e., — 67,450 cal. Hence, 

AiS® = [~ 60,150 - 67,450)3/298.2 = 24.5 e.u., 

and by equation (46.1) 

24.5 - + -I X 31.2) - (15.2 + 0), 

= 24.1 E.u. g. ion'^h 

If the standard potential of an electrode is known at two or more tem- 
peratures, the entropy of the reversible ion can be determined by using a 
form of the Gibbs-Helmholtz relationship. As seen in § 331; the standard 
entropy change may be expressed in terms of the standard electrode po- 
tential, viz., 

AS^ ^ NF^, (46.2) 

dr 

and this is also the value of AS^ given by equation (46.1). The subsequent 
procedure for obtaining 81^+ is then similar to that described above. 

* Since it has been postulated that the standard potential of the hydrogen electrode 
is zero at all temperatures, it follows that AS^ for the reaction ilrliig) == -f « must also 
be zero. An alternative convention would therefore be to take the standard entropy of the 
hy^o^n ion as equal to that of iHaf^); this is equivalent to postulating zero entropy for 
the electrons. It is immaterial, however, which convention is employed, provided it is 
adhered to strictly. Since the convention that for the hydrogen ion is zero is widely 
used in the literature, it will be adopted here. 

® Latimer and Buffington, /. Am. Chem. Soc., 48, 2297 (1926); Latimer, Chem. Rev., 18, 
349 (1936), and numerous papers by Latimer, et cd., in J. /tm. Chem. Soc. ; see also, Bernhardt 
and Crockford, J, Phys. Chem., 46, 473 (1942), 
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ProMem: From measuremeats of the standard potential of zinc, the value of 
dE^/dT was found to be — LOO X 10“^ volt degr^ at 25'' C. The standard 
entropy of solid zinc is 9.95 E.xr. g. atom“’^ and of hydrogen gas it is 31.21 e.u. 
mole””^ at 25° C. Calculate the standard entropy of the zinc ion.^ 

In this case, the reaction with hydrogen ions in solution is 
Zn(s) + 2H^ =- Zn-^-^ + 

and the standard entropy change is 2 X 23,070 X (— LOO X 10""^) cal. deg 
hence AS^ is found to be — 4.61 e.ij. By equation (46.1), therefore, 

- 4.61 = + 31.21) -- (9.95 + 0), 

- “• 25.9 E.iT. g. ion“h 

For anions, in particular, an entirely different procedure is adopted to 
determine the standard entropy of the ion in solution. Consider the solid 
salt in equilibrium with its ions and A“" in a saturated solution; 

thus, 

M,+Ar(s) 

The equilibrium constant is equal to the solubility product Ks, at 1 atm. 
pressure, and hence the standard free energy change AF^ of the indicated 
process is given by — RT In (cf. §46i). 

The significance of AW for the reaction may be seen in the following 
manner. The total heat content of the products (right-hand side) in their 
standard states is v^H% + and this is equivalent to H% the standard 
partial molar heat content of the solute in solution. The standard 

heat content of the initial state (left-hand side), which consists of pure solid 
solute at 1 atm. pressure, is identical with the molar heat content Hs of 
the solid salt. It is seen, therefore, that 

AW ^ Hs^ (46.3) 

Since Bl is equal to the partial molar heat content of the solute at infinite 
dilution, it follows from equation (44.8) that AH^ in this case is equal to the 
differential heat of solution of the solid salt in the infinitely dilute solution. 
In dilute solution the total heat of solution usually varies in a linear manner 
with the molality, and so the differential heat of solution is then equal to 
the integral heat of solution per mole (cf. § 44h). 

For a sparingly soluble salt the differential heat of solution in the satu- 
rated solution is virtually the same as that at infinite dilution; the former 
can be derived from the solubility of the salt at two temperatures (§ 36f), 
and the resulting value can be used for AJT® of the process under considera- 
tion. Alternatively, the experimentally determined heat of precipitation of 
a sparingly soluble salt may be taken as approximately equal, but of opposite 
sign, to the differential heat of solution. 

3 Bates, /. Am, Ckem. Soc., 61, 522 (1939). 
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By means of arguments exactly similar to those ^ven above, it can be 
shown that 

Pi - Fs = - Fs, ( 46 . 4 ) 

and by combining equations ( 46 . 3 ) and ( 46 . 4 ) with the thermodynamic 

relationship = Aff® - TAS®, it is found that for the present process 

Afio = ^ Ss, ( 46 . 5 ) 

where S 2 is the standard partial molar entropy of the salt in solution and 
Sg is the molar entropy of the solid salt. The standard partial molar en- 
tropy of the solute in solution may be taken as the sum of the molar entropies 
of the constituent ions, Le., 

S 2 == (46.6) 

SO that by equation (46.5) 

-- S,s. (46.7) 

If the standard entropy of either of the ions and that of the solid salt is 
known, the entropy of the other ion may thus be calculated. 

As indicated previously, AiJ® can be determined in various ways, and 
Ss for the solid salt can be obtained from heat capacity measurements, 
based on the third law of thermodynamics. There remains the evaluation 
of AF® to be considered. If the solubility product Kb is known in terms of 
activities, either by extrapolation of solubility measurements (§ 39]) or from 
electrode potentials (§ 45i), AF° can be obtained directly, since it is equal to 
— iSr In Kaj as stated above. When the activity solubility product is not 
available, use may be made of equation ( 39 . 70 ) for the solubility product, i.e., 

Ka = (m±7±)"* 

As seen in § 41c, may be replaced by and m may be identified 

with the saturation solubility of the given salt; hence, it follows that 


Ka = (m7±)^4^x^- 


(46.8) 


The value of m may be obtained from the solubility of the salt at the specified 
temperature and y± can be derived from the Debye-Hiickel equation, if 
the solution is sufficiently dilute. For more concentrated solutions, 7^= 
may be estimated by extrapolation from activity coefficients determined in 
more dilute solution, or by comparison with that of a similar salt at the 
same concentration. 

Problem: The solubility of barium sulfate in water is 9.57 X 10“® molai at 25°; 
the heat of solution is 5,970 cal. mole~h The standard entropy of the barium ion 
is 2.3 E.u. g. and that of solid barium sulfate is 31.5 e.u. moie~h Determine 
the standard entropy of the sulfate ion in solution. 

For BaS 04 , both and r- are unity and p is 2, so that by equation (46.8) 
AF^ — FT In K, « — 2RT In m7±- 
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The value of m in the saturated solution is given as 9.57 X 10”* and for this 
concentration may be estimated from the Debye-Hiickel limiting law. Since both 
ions' are bivalent, the ionic strength is equal to 4 X 9.57 X 1 0~*, and hence by 
equation (40.15), - log7± = 0.509 X 4 X V4 X 9.57 X lO"' = 0.0126, so that 

Tii 0J7L Consequeatly, 

2 X 4.576 X 298.2 log (9.57 X 10“« X 0.971) 

« 13,740 cal. 

Since Aff® is 5,970 caL, AS^ of solution is (6,970 - 13,740)/298.2 « - 26.0 b.u 
H ence, by equation (46.7), 

-- 26.0 « + sior" 

- 2.3 + S|or - 31.5, 

S|o 7 “ - 3.2 B.u. g. ion“^ at 25® C. 

(An average value from various data is given as 4.4 e.tj. g. ion””^.) 

The standard free energies of formation of a number of ions and the 
corresponding entropies at 26° C, based on the conventions stated in the 
preceding sections, are recorded in Table XL.^® The AJ?^ values for the 


TABUS XL. STAJMDAED FIffiB BNBBGIBS Am> BEATS OF FOEMATION (iN KCAL. G. lON*”^) 
AND ENTBOPIES (iN CAL. BKG."^ G. XON~^) OP IONS AT 25® C * 




AH® 



AF® 

AH® 

/S® 

Ion 

kcal. 

kcal. 

E.U. 

Ion 

kcal. 

kcal. 

B.IT. 

A1+++ 

- 115.6 

- 126.3 

- 76 

POT- 

-241,0 

-229 

-^46 


-2.53 

- 9.3 

-61 

AsOi 

-163.4 

- 215 


Ca-H- 

- 132.7 

- 129.5 

-11.4 

SO— 

- 176.1 

- 216.3 

4.4 

Mg-H- 

- 107.8 

- 110.2 

- 31,6 

Nor 

- 26.25 

-49.5 

35.0 

Zn++ 

-35.18 

-36.3 

- 25.7 

CD— 

- 126.4 

- 160.5 

- 13.0 

Fe++ 

-20.3 

- 20.6 

- 25.9 

T- 

- 12.33 

- 13.6 

25.3 

Hg++ 

39.42 

41.6 

- 6.5 

Br“ 

- 24.58 

- 28.7 

19.7 

K+ 

-67,43 

- 60.3 

24,2 

at 

- 31.33 

-39.9 

13.50 

Na+ 

- 62.59 

- 57.5 

14.0 

OH- 

- 37.69 

-54.8 

- 2:49 

Ag+ 

18.44 

26.2 

17.54 

CN- 

39.14 

34.9 

, , 25 , 


* For further values, see Table 5 at end of book. 


formation of various ions are also given; these may be derived from the 
AjP and TAS^ data, or they may be obtained by an alternative procedure 
described below (§ 46d). 

46c. Application of Standard Entropies.^ — If the heat of solution of a metal M 
in dilute acid is known, and the entropy of the ion is available, it is obviously 
a simple matter, by reversing the calculations described above, e.g., for the po- 
tassium ion, to calculate the free energy of formation of ' the ' ion, and 

the standard potential of the -electrode. ' The stahdaid potentials: of ^ 

Mg-^ and Ai, Al"^, for example, which cannot be obtained by direct measui^^ 
ment, have been calculated in this manner. 

Entropy and free energy data imniy fiom Latimer, rel 5. 
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46c THBBMODTNAMICS OF IONS IN SOLUTION 

To calculate the standard potential of an anion electi'ode two methods have 
been used. The first is possible if the heat of formation from its elements of the 
corresponding acid in dilute aqueous solution is available. In order to illustrate 
the procedure the standard potential of the chlorine electrode will be calculated. 
For the ' reaction ^ 

§H2(gf) + = li.'^iaq) + GI~(ag)j 

Ail® is found to be — 39.94 kcal. at 25° C. The standard entropies of hydrogen 
and chlorine gases are 31.21 and 53.31 e.u. moip-^ and that of the chloride ion is 
13.5 B.u. g. ion-S* since the standard entropy of the hydrogen ion, by convention, 
is: 'aero, 

AS® = (0 + 13.5) 1(31.21 + 53.31) - - 28.76 e.u. 

Consequently, the standard free energy change AF^ of the reaction, i.e., AH^ 
— TA/S®, is — 39,940 — (298.2 X — 28.76), i.e., — 31,360 cal. By convention, 
the standard free energies of formation of the hydrogen and chlorine gases and the 
hydrogen ion are all zero; hence the standard free energy of formation of the 
chloride ion is — 31,360 cal. at 25° C. As seen earlier, this is equal to 
where E\ is the standard potential of the Pt, Ci 2 ( 5 '), Cl"“ electrode, so that 

23,070 X 31,360 cal. 

— 1.359 volts. 

The direct experimental value is — 1.358 volts at 25° C. 

Another method makes use of the heat of formation of a dilute solution of a 
salt of the anion. Once again the procedure will be explained by reference to the 
chloride ion. The heat of formation AH^ from its elements of sodium chloride 
in dilute solution, i.e., 

Na($) + |Cl 2 (^) + aq - Na+(ag) + Cl~(a^), 

is -- 97.4 kcal. at 25° C. The standard entropy of solid sodium is 12.2 e.u. g. 
atom*"^ that of chlorine gas is 53.31 e.u. mole””^, and the values for the sodium 
and chloride ions in solution are 14.0 and 13.5 e.u. g. ion~b respectively. Hence, 
for the reaction given, 

A8^ = (14.0 + 13.5) - [12.2 + (| X 53-3)] = - 11.35 e.u., 
and consequently 

AFo - AE^ - TAS^ - - 97,400 ~ (298.2 X - 11.35) 

= — 94,000 cal. 

Since the standard free energies of formation of the solid sodium and the chlorine 
gas are both zero, this result represents the sum of the free energies of formation 
of the sodium and chloride ions. The standard potential of sodium is 2.714 volt, 
and so the standard free energy of formation of the sodium ion is — 1 X 23,070 
X 2.714, i.e., — 62,600 cal. The standard free energy of formation of the chloride 
ion is therefore, “■ 94,000 — (-- 62,600), i.e., — 31,400 caL, and the corresponding 
potential would be — 1.36 volts at 25° C. This method has been used for de- 
termining the standard potential of the Pt, F" electrode, for which direct 

measurements have not been made. 
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46d. Standard Heats of Formation of Ions. — The standard free energies 
of formation of ions are based on the convention that for the hydrogen ion 
the value is 25ero (§ 46a) ; this is consistent with the postulate that the 
standard potential of the hydrogen electrode is aero (§ 45e). Since it has 
been stipulated that this potential be taken as aero at all temperatures, it 
follows, from equation (46.3) for example, that the standard heat of 
formation of the hydrogen ion, must also be zero. This is the convention 
adopted in the determination of the standard heats of formation of other 
ions; two general methods have been employed for the purpose. 

The first method, which uses free energy and entropy data, may be 
illustrated by reference to the heat of formation of the SOr ion. It is seen 
from Table XL that the standard free energy of formation of this ion is 

176.1 kcal., so that for the reaction 

H2(^) + Sis) + 202(g) + og - 2H+(ug) + S04“(ag) 

the value of AF^ is — 176,100 cal. at 25° G. From Tables XV, XIX and 
XL, A/S® is given by [0 (for 2H+) + 4.4 (for SO~)2 — [31.21 (for H2) 
+ 7,62 (for S) + 2 X 49.00 (for 262)] = - 132.5 e.xj. Consequently AH^ 
for the formation of the sulfate ion, taking that for the hydrogen ion as aero, 
is equal to AF^ + TAS\ i.e., - 176,100 + (298.2 X - 132.5) = 215,600 

caL, or — 215.6 kcal. 

If, now, the heat of formation of a metallic sulfate at infinite dilution is 
known, e.g., 

2Na(8) + S(s) + 202(g) + aq = 2Na+(ag) + S04”‘(ag) 

Aifo - ~ 330.5 kcal, 

the heat of formation of the associated cation, i.e., the Na+ ion, can be 
calculated. In the present case, the standard heat of formation of the 
sodium ion is |[— 330.5 — (— 215,6)] ==— 57,5 kcal. From this result 
and the heat of formation of sodium chloride at infinite dilution, via., 

— 97.4 kcaL, the standard heat of formation of the chloride ion, i.e., 

— 97.4 — (— 67.5) = — 39.9 kcal., can be obtained. Proceeding in this 
manner, the values for other ions can be derived. Instead of starting with 
the SO” ion, as described above, AFT® for the formation of the chloride ion, 
or of another ion, could have been evaluated from the appropriate AF^ and 

data and made the basis of the calculations. 

The second general method makes use of thermal data only. At 25° C, 
the heat of formation of gaseous hydrogen chloride is •“ 22.06 kcal., and the 
heat of solution at infinite dilution is — 17.88 kcal., so that for the reaction 

|H2(g) + iCl2(g) + aq - H+(ag) + Cl“(ag) 

Ajy® is — 39.94 kcal By convention, the heats of formation of the hydrogen 
gas, the chlorine gas and the hydrogen ion are all zero, so that the standard 
heat of formation of the chloride ion is — 39.94 kcal. From the known heats 
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of formation :of' various chlorides at infinite dilution, the heats of formation 
of the associated. cations, can be evaluated. 

Another approach to the subject is. through a consideration of the heat of 
neutralimtion of a strong acid and strong base at infinite dilution; this is equivalent 
to the standard heat change of the reaction 

H+(ag) + OH-(ag) - HaO® 13.50 kcal, 

at 25® C. By combining this with the heat of formation of liquid water, via., 

+ iOiig) - HaO® AH^ - ~ 68.32 kcaL, 

it is seen that ■ 

+ i02(^) - H+(ag) + OH-(ag) AIP = -» 54.82 kcai. 

On the basis of the usual convention, the standard heat of formation of the OH"* 
ion is ““ 54.8 kcal. at 25® C. Utilizing the known heat of formation of sodium 
hydroxide in dilute solution, i.e., — 112.2 kcal., the heat of formation of the sodium 
ion is found to be — 112.2 — (— 54.8) == — 57.4 kcal., in satisfactory agreement 
with the result obtained previously. 

Instead of starting with an anion in the calculation of the heats of 
formation of ions, it is possible to use a cation. For this purpose it is 
necessary to know the heat of solution of a metal in veiy dilute acid solu- 
tion, e.g., 

Al(s) + 3HCl(ag) - Al+++(ag) + 3Cl-(ag) + fH2(g). 

Since the dilute acid may be regarded as completely ionized, this reaction is 
equivalent to 

M{s) + Sm(aq) = Al+^(aq) + 

and hence the heat change, i.e., — 126.3 kcal. at 25® C, in this case, is equal 
to the standard heat of formation of the AI^*^ ion. The values for other 
cations can be derived in the same maimer, and hence the heats of formation 
of anions can be calculated from the heats of formation of dilute solutions of 
the appropriate salts. 

Problem: Utilize the standard heats of formation of the ions to determine the 
heat of formation of a dilute solution of calcium nitrate at 25® C. 

The required result is obtained by adding AH^ for the Ca**"^ ion to the value 
for 2 NO 7 ions; from Table XL, this is seen to be — 129.5 + 2 X — 49.5, i.e., 
— 228.5 kcal. at 25® C. (This is very close to the experimental value.) 

The standard heats of formation of ions, as recorded in Table XL, may 
be combined with the free energies of formation and the entropies, in the 
same table, to calculate thermodynamic quantities for a variety of ionic re- 
actions. Further, these data may be utilized in conjunction with those 
given in Tables V, XV, XIX and XXIV to determine standard free energy, 
entropy and heat content changes for reactions involving both ions and 
neutral molecules. 
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Problem: Calculate the values at 25® C of AF®, and AH^ for the reaction 
2NO(^) + |02(^) + HsO® + ag - 2H^-(ag) + 2 N 03 ’-(ag). 


The free energies and heats of formation and the entropies of the various 
species are as follows (see Tables V, XV, XIX, XXIV and XL): 



NO(g) 

02 (g) 

H20(0 

, ,H+ . ^ 

NOr: 

Free Energy (kcal.) 

20.66 

0 

- 56.70 

0 

- 26.25 

Heat Content (kcai.) 

21.6 

0 

- 68.32 

0 

- 49.5 

Entropy (e.u.) 

50.34 

49.00 

16.75 

0 

35.0 


Hence, 

AFo - (0 - 2 X 26.25) - [(2 X 20,66) + 0 ^ 56.70] = -- 37.12 kcai. 

AHo = (0 - 2 X 49.5) - [(2 X 21.6) + 0 - 68.32] = - 73.9 kcal. 

= (0 + 2 X 35.0) ~ [(2 X 50.34) + (f X 49.00) + 16.75] = - 120.9 E.u. 

From the AF® and AH° values, A/S® should be ( — 73,900 -f 37,120)/298.2 = — 123.4 

E.tr., the small difference being due to the fact that some of the data are not quite 
exact. 

EXEKCISES 

1. Determine the chemical reactions taking place in the following (theo- 
retically) reversible cells: 

(i) Cd|CdS 04 Soln.|PbS 04 (s), Pb 

(ii) K(Hg)iKClsoln.|AgCl(.s), Ag 

(iii) Pt, Ho(g)jHIsoln.|l 2 (s), Pt 

(iv) FelFeCLsoin.rFeCls, FeCLsoin.l Pt 

(v) Zn, Zn(OH)2(5)|NaOHsoin.|HgO(s), Hg 

(vi) Hg, Hg 2 a 2 (a) I XCl soln. : K 2 SO 4 soln. j Hg 2 S 04 (s), Hg 

(vii) Pt, Ci 2 (g) I KCl soln. : KBr soln. | Br 2 (Z) , Pt 
(viii) Pt, H 2 (g) 1 HCl soln. : NaOH soln. 1 mig), Pt. 

2. Write equations for the e.m.p.^s of the cells given in Exercise 1; liquid 
junction potentials may be ignored. 

3. Devise (theoretically) reversible cells in which the over-all reactions are: 

(i) VhO(B) + H2(g) 

(ii) m(g) + iO,(g) 

(iii) Zn(s) + 2AgBr(s) 

(iv) iH 2 (g) + iCh(g) 

(v) 5Fe++ + MnOr + 8H+ 

(vi) 2Hg(Q + Cl 2 (g) 

(vii) + Ag(sy 

(viii) 2Ag(s) + 102 (g) 

Suggest possible uses for some of these cells. 

4. Propose cells, without liquid junction, which might be used for determining 
the activities (or activity coefficients) of (i) H2SO4, (ii) KCi, (iii) NaOH, (iv) 
CdBr 2 , in solution. Why is it not possible to determine the activity of a nitrate 
in this manner? 


= Pb(s) + HsOd) 

- H20(Q 

== ZnBr 2 soln. + 2Ag(s) 

= HCl soln. 

= 5Fe+++ + Mn++ + 4 H 2 O 

- Hg2Cl2(s) 

= Ce++'^ + Ag+ 

= Ag20(s) 


EXEECISES 


497 


5. The E.M.F. of the ceil Ha (1 atm.) j HGl(a = 1) | AgCI(.s), Ag is 0,22551 volt 
at 20^, 0.22239 volt at 25*^ and 0.21912 volt at 30^ C [Earned and Ehiers, J. Am-. 
Ckem. S&c.f 54, 1350 (1932)]. Write out the cell reaction and determine the 
standard change of (i) free energy, (ii) heat content, (iii) entropy, at 25® C. Com- 
pare the results with those obtained from tabulated data. 

6. The variation with temperature of the e.m.f. of the cell H 2 (l atm.)! 
HBr(a = 1) lHg 2 Br 2 (s), Eg is given by Larson [J. Am, Chem. Soc., 62, 764 
'(1940)] as 

E = 0.13970 -- 8.1 X lO-'Ht - 25) -- 3.6 X lO^^t - 25)^, 

where t is the temperature on the centigrade scale. Write down the cell reaction 
and determine the standard change of (i) free energy, (ii) heat content (iii) entropy, 
at 25® C. Given the entropies of H 2 (^), Bg 2 Br 2 (s) and Hg(Z), determine that of 
the Br“ ion. 

7. Suggest methods for the experimental determination of the standard po- 
tentials of the following electrodes, using cells without liquid junctions: (i) Pb, 
Pb++, (ii) Cu, Cu^, (iii) Eg, Eg 2 S 04 (s), SOr“ (iv) Ag, Ag20(s), OB- 

8. The E.M.F. of the cell Zn | ZnCl 2 (m) | AgCl(s), Ag, with various molalities m 
of zinc chloride, was found to be as follows at 25® C: 


m 

E 

m 

E 

0.002941 

1.1983 

0.04242 

1.10897 

0.007814 

1.16502 

0.09048 

1.08435 

0.01236 

1.14951 

0.2211 

1.05559 

0.02144 

1.13101 

0.4499 

1.03279 


[Scatchard and Teift, J, Am. Chem. Soc., 52 , 2272 (1930)]. Determine the 
standard potential of the Zn, Zn*^ electrode. 

9. By utilizing the standard potentials given in Table XXXIX, . calculate 
the true equilibrium constant and standard free energy change of the reaction 
Ag(s) + Pe+-*-+ - Ag+ + Fe++ at 25® C (cf, § 41h). 

10. The equilibrium constant for the reaction CuCl(s) + AgCl(s) + aq 
~ Cu"^ + 2Cl“ + Ag(s) was found to be 1.86 X 10-® at 25° C [Edgar and 
Cannon, J. Am. Chem. Soc., 44, 2842 (1922)]. Using the known standard poten- 
tials of the Ag, AgCl(s), CL“ and Cu, electrodes, calculate that of the Cu, 
CuCl(s), Cl- electrode. 

11. Account quantitatively for the fact that metallic mercury is able to 
reduce ferric chloride to ferrous chloride, to virtual completion witMn the limits 
of analytical accuracy. 

12. The equilibrium constant of the reaction |BgO(s) + |Hg(0 + JH2O(0 

+ Br- = |Eg2Br2(5) + OE- is 0.204 at 25® C [Newton and Bolinger, J. Am. 
Chem. Soc.j 52, 921 (1930)]. The e.m.f. of the cell B 2 (1 atm.) | BBr(a 1) | 
Bg 2 Br 2 (s), Eg is 0.1397 volt and that of the cell E 2 (1 atm.) | NaOE(ag) | BgO(s), 
Eg is 0.9264 volt at 25® C. Calculate the standard free energy change of the 
reaction E2O(0 = + OH-, and the dissociation constant (X„) of water. 

13. Using tabulated free energy and entropy values, calculate the standard 
E.M.F., and the temperature coefficient at 25® C, of the ceil Pt, H 2 1 HBr soln. | 
AgBr(s), Ag. What would be the e.m.f. if the pressure (fugacity) of the hy- 
drogen gas was 0,1 atm. and the molality of the hydrobromic acid solution was 0.1? 
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14. Using the standard potential of the Pt, Cl2(0^), Ci“ electrode, and taking 
the partial pressure of hydrogen chloride in equilibrium with a hydrochloric acid 
solution of unit activity as 4.97 X 10”"^ atm. at 25® C (cf. Exercise 9, Chapter XVI), 
together with the known heat capacities of hydrogen, chlorine, and hydrogen 
chloride, derive a general expression for the standard free energy of formation of 
hydrogen chloride gas as a function of the absolute temperature. 

15. The solubility of silver iodate in water is 1.771 X lO^'^ mole liter"^ at 
25® C. Calculate the standard free energy change of the process AglOsC®) *== 

+ IO7. Using the standard potential of the Ag, Ag*^ electrode, calculate that of 
the Ag, AglOsCs), 10^ electrode at 25® C. 

16. The standard potential of the Hg, Hg^+ electrode is — 0.7986 and that 
of the Pt, Hg^^, Hg‘^+ electrode is — 0.910 volt at 25® C. Calculate (i) the 
standard potential of the Hg, Hg"^ electrode, (ii) the ratio of Hg^"^ to Hg'^+ ion 
activities in a solution of mercurous and mercuric ions in equilibrium with metallic 
mercury, at 25® C. 

17. The temperature coefiicient of the standard potential of the Ag, Ag"^ elec- 
trode (jB® 0.7995 volt) is 0.967 X 10“^ volt deg.~i in the vicinity of 25® C 
[Lingane and Larson, J. Am, Chem, Soc,, 59, 2271 (1937)]. Determine the en- 
tropy and the heat of formation of the Ag“^ ion. 

18. The solubility of silver chloride in pure water is 1.314 X 10*“® molal, and 
the mean ionic activity coefficient is then 0.9985 [Neuman, J. Am. Chem. Soc.^ 
54, 2195 (1932)]. The heat of solution of the salt is 15,740 cal. mole**^. Taking 
the entropy of solid silver chloride as 22.97 e.ij. mole~h Q-^d using the results of 
the preceding exercise, calculate the standard free energy and heat of formation 
and the entropy of the Cl~ ion at 25® C. 

19. Show that the e.m.f. of the cell M [ = 1) : A~(a = 1) ( MA(s), M is 

given hj E = (RT/F) In where Ka is the solubility product of the sparingly 
soluble salt MA. Propose a cell for determining the solubility product of silver 
iodide, and use the data in Table XXXIX to calculate the value at 25® C, 

20. The standard potential of the silver asside electrode, i.e., Ag, AgN*(a), N7, 
is — 0.2919 volt at 25® C [Harned and Nims, /. Am. Chem. Soc., 60, 262 (1938)]. 
If the solubility of silver chloride is 1.314 X 10“^ molal, calculate that of silver 
azide at 25® C. (Complete dissociation may be assumed in the saturated solution 
in each case.) 

21. The heat of solution (AH®) of cadmium in dilute acid is — 17.1 kcal. g. 
atom*"^ at 25® C [Richards, et al., /. Am. Chem. Soc., 44, 1051, 1060 (1922)]. 
Using the known standard Cd, Cd"^ potential, and the entropy of Cd and H2(^), 
determine the standard entropy of the Cd"^ ion. 

22. The heat of formation of a dilute solution of sodium fluoride is — 136.0( 
kcal. at 25® C. Using the standard entropies of Na(s), F2(^r), Na+ and P“, together 
with the known standard potential Na, Na'^, calculate the standard potential of 
the Pt, F2(ff), F~ electrode, 

23. The heat of solution of aluminum in dilute acid is — 126.3 kcal. at 25' C. 
Using the standard entropies of Al(s), H2(§') and Al+^, calculate the standard 
potential of the Al, Al*^'^ electrode. 

24. From the standard free energies of formation of PbS04(s), Pb++ and 
calculate the solubility product of lead sulfate at 25® C. A^uming compiete 
dissociation, estimate the solubility in water, in terms of molality. 

25. From the standard free energies of formation of OH"" ions and of MsO(I), 
calculate the dissociation product (XJ of water at 26® 0. 
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26. The standard potential of the Ag, Ag20(s), OH- electrode is - 0.344 volt 
and that of the Pt, AgO(s), AgjOCs), OH' electrode is - 0.67 volt at 25° C. 
Using the standard 02 (g), OH- potential, determine the oxygen dissociation pres- 
sure of (i) AgjO, (ii) AgO, at 25° C. What would be the dissociation pressure in 
the latter case if the reaction AgO = Ag + J02(ff) occurred? 

27. Derive the general expression 

/a£\ ^ 

[dP/r NF 

for the influence of pressure on the e.m.p. of any cell, at constant temperature. 
Show that for the cell H2(P) I HCl(m) I Hg2Cl2(s), Hg(f), 

AT = 2(FHci(m) + Ung) — (VmiP) + ysacQ 

where 'P'Hci(m) is the partial molar volume of the hydrochloric acid, i.e., 1 ^ 2 , in the 
solution of molality m; Fhs(p) is the molar volume of hydrogen at the pressure P 
in the cell; Fng and yHg2C!2 refer to the indicated substances in the pure states. 
The terms Fhcij Ung and Ungacu are relatively smaU and their resultant is 
virtually zero; hence, show that in this case 


E2 


El 


2RT. f2 
NF 


where Ei and E 2 are the e.m.f/s of the cells with hydrogen gas at fugacities fi and 
/2, respectively. Compare this result with that obtmned from the general equa- 
tion (45.6). 

2k With 0.1 molar hydrochloric acid at 25® C, -Ei is 0.3990 volt when the 
hydrogen pressure (or fugacity) is 1 atm., and is 0.4850 volt when the pressure 
of the gas in 568.8 atm. Calculate the fugacity of hydrogen at the latter pressure 
using the equation derived in the preceding exercise. Compare the result with 
that obtained from the compressibility equation 

PV - RT(1 + 5.37 X lO-^p + 3.5 X lO-^P^). 


[Hains'worth, Rowley and Macinnes, /, Am. Chem. Soc., 46, 1437 (1924).] 

29. The potential of the tetrathionate-thiosulfate electrode (Ft, 8407“ 

2S20r’')j involving the process 2 B 2 O" = 84©“ + 26, cannot be determined di- 
rectly. Estimate its value, given that the standard entropies of the and 

840;^'” ions are 8 and 35 e.tj., respectively, and that AH^ for the reaction 2820;"“ 
+ 12(5) “ S4O7" + 2I“" in solution is — 7.70 kcal. at 25® C. Any other data 
required may be obtained from tables in the book. 

30. The E.M.F. of a lead storage battery containing 2.75 molal sulfuric acid was 
found to be 2.005 volt at 25® C. The aqueous vapor pressure of the acid solution 
at this temperature is about 20.4 mm., while that of pure water is 23.8 mm. The 
mean ionic activity coefScient of the sulfuric acid is 0.136. Calculate the standard 
free energy change of the cell reaction at 25® C and check the values from tabulated 
free energy data. 

31. Using tabulated standard free energies and the known activity coefficients 
of nitric acid solutions, calculate the free energy change of the reaction 

3N02(^) + H20(0 * 2HNO3 (soln.) + NO(^) 
at 25® C, (i) for the standard state, (ii) for 2 molal nitric acid. 
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32. Assumiag the heats of formation to remain approximately constant in the 
range from 25° to 30° C, calculate the ionic product of water at these two tem- 
peratures, using standard free energy and heat of formation data only* 

33. Show that the heat of solution of an electrol 3 rte at infinite dilution is 
equal to the sum of the standard heats of formation of its constituent ions minus 
the standard heat of formation of the pure solute. From the data in Tables V 
and XL calculate the heats of solution at infinite dilution per mole of (i) NaOH, 
(ii) H 2 SO 4 ; (iii) AgCI, (iv) K 2 SO 4 . 


APPENDIX 


TABLE 1. CONSTANTS AND CONVERSION FACTORS* 


1 iiter. ....... 

1 atm 

1 mt. joule. . . 
1 (defined) cal 


1 iiter-atm. 


1 cc.-atm.. 

Molar volume of ideal gas at 0® C and 1 atm. 

Ice Point 

Molar gas constant (R) 


Avogadro number (N ) . . . . . . . . . 

Boltzmann constant (k = R/N) 
Planck constant (/t) .......... . 

Velocity of light (c) 

kc/k, ...... .... . . 

Faraday (F) 


1000.028 cm.» 

1.01325 X 106 dynes cm.-^ 
1.00017 abs. joule 
4.1833 int. joules 
4.1833 int. volt-coulombs 
4.1840 abs. joules 
0.041292 Iiter-atm. 

41.293 cc.-atm. 

1.0133 X 109 ergs 
1.0131 X 10* int. joules 
24.218 cal. 

0.024212 cal. 

22.4140 liter mole“i 
273.16^=^ K 

8.3144 abs. joules deg."^ mole”^ 
8,3130 int. joules deg.“^ moIe“'* 
1.9872 cal. deg.”^ mole’'^ 
0.082054 liter-atm. deg.“^ mole*”^ 
82.057 cc.-atm. deg."^ mole”^ 
6.0228 X 1023 moie~i 
1.3805 X 10" ^6 erg deg.“i 
6.6242 X 10“"2^ erg sec. 

2.99776 X 10^9 cm. sec 
1.4385 cm. deg. 

96,500 int. coulombs g. equiv.""^ 
23,070 cal. voit”^ g. equiv.""^ 


* Mainly from publications of the National Bureau of Standards, cf., /. Res, Nat, Bur. 
Stand., 34, 143 (1945). 
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‘ TABLE 2. , BEOPEBTIBS '.OF OASES AND LIQOIPS 


Substance 

Tc 

P. 

B.P. " 

: :'AH,,at^B 


33.2" K 

12.8 atm. 

m3"K 

■ ' 216 cal. mole”^ 

Nt 

126.0 

33.5 

77.3 

■ ■ 1,360 '' ' ■ , , 

O 2 

154.3 

49,7 

90.2 

1,610 

CI 2 

417 

76 

239.6 

, 4,800 

CO 

134.4 ' 

34.6 

81.1 

1,410 

CO 2 

304.1 

72.9 

— 

, , 

N 2 O 

309.6 

71.7 

183.7 

— . ■ ■ ^ . 

NO 

179 

65 

121.4 

. . — 

NO 2 

431 

99 

' ' * — , ' ■ 


HCi 

324.5 

81.6 

189.5 

3,600 

HBr 

363 

84 

m2 

3,950 

HI 

424 

82 

237 

'4,300, 

HjO 

647.3 

218.2 

373.2 

9,717 

ns 

373.5 

88.9 

213.4 

4,490 

SO* 

430.3 

77.7 

263.2 

6,080 

SO, 

491.4 

83.8 

317.8 

9,500 

NH, 

405.5 

111.5 

239.8 

5,560 

HCN 

468.6 

56.9 

299.2 

5,700 

CH 4 

191.1 

45.8 

111.7 

3,950 

CsHe 

305.2 

48.8 

185.9 

3,800 

C,H, 

369.9 

42.0 

231.0 

4,600 

5,300 

e^C^Hio 

426.0 

36.0 

272.6 

iso-C^Hi, 

407.1 

37.0 

263.0 

5,080 

C,H4 

282.8 

50.7 

169.3 

— 

CjH, 

364.8 

45.0 

226.2 

— 

C 2 H 2 

309.1 

61.7 

184.7 

— 

CHaOH 

513.2 

98.7 

337.8 

8,410 

9,400 

CjH^OH 

516.2 

63.1 

351.6 

CeH, 

561.6 

47.7 

353.3 

7,400 


♦Data mainly adapted from International Critical Tables. For empirical formulae 
for estamaling critical temperatures and beats of vaponzation, see Watson, /nd. Eng, Chem,^ 
23, 360 (1031); Otbmer, tbid., 32, 841 (1940); 34, 107^ (1942); Meissner, ibid,, 33, 1440 
(1941); 34, 621 (1942). When no other informatioii is avaOi^le, the Guldberg-Guye rale 
may be used, i.e., Te « 1.6 X B. P. fin ®K), to obtain the critic^ temperature. Heats of 
vaporization may be estimated from Trouton*s rale. 
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TABLE 3. HEAT CAPACITIES OP GASES AT 1 ATlt. PHBSSBBB '* 

Cf ” a 4- §T + yT^ 4- ST* c(d. deg.“* mole”* 


Gas 

a ' 

i8Xl(F 

tX 10« 

« X 10» 

H2 

6.947 

- 0.200 

0.4808 


D. 

6.8^ 

0.210 

0.468 


Ot 

6.095 

3.253 

- 1.017 



6,148 

3.102 

- 0.923 


Ns 

6,440 

1.413 

- 0.0807 

.. , — , _ 


6.524 

1.250 

-0.001 


Ck: 

7.576 

2.424 

-0.965 


Brs ' 

8.423 

0.974 

- 0.3555 


CO 

6.342 

1.836 

-0.2801 



6.420 

1.665 

-0.196 


HCl ' 

6.732 

0.4325 

0.3697 



HBr ' ■ 

6.578 

0.955 

0.1581 

■ . ; 

H 2 O, , , 

7.219 

2.374 

0.267 




7,256 

2.298 

0.283 

— ' 

CO 2 ' ' 

6.396 

10.100 

- 3.405 

, ■ ■ 


6.214 

10.396 

- 3.545 

— . ■■ 


1 5.152 

15.224 

- 9.681 

2.313 

HON ' 

5.974 

10.208 

- 4.317 

: 

NsO 

6.529 

10.515 

- 3.571 

' 

SO 2 

6.147 

13.844 

- 9.103 

2.057 

NH, 

6.189 

7.787 

- 0.728 

, — 

SO, 

1 3.603 

36.310 

- 28.828 

8.649 


6.077 

23.537 

- 9.687 


CH 4 

1 4.171 

14.450 

0.267 

- 1.722 


3.381 

18.044 

-4.300 


CaH* 

1 1.279 

42.464 

- 16.420 

2.035 


2.195 

38.282 

- 11.001 

: „ 

CzEs 

t- 1.209 

73.734 

- 38.666 

7.961 


0.410 

64.710 

- 22.582 


7l-C4lii0 

t - 0.012 

92.^ 

- 47.998 

9.706 


4.357 

72.552 

- 22.145 

■ ■ . 

Call* 

2.706 

29.160 

- 9.059 



11.942 

4.387 

(- 0.232 X 10«T-^) 

— 

CeHr 

- 9.478 

119.930 

- 80.702 


CHsOH , 

4.398 

24.274 

- 6.855 

■ — . 

CaHfiOH 

3.578 

49.847 

- 16.991 

— 

CHaCOCH, 

1 2.024 

64.401 

- 34.285 

7.082 


5.371 

49.227 

- 15.182 

— 


♦Spencer, et al., J. Am. Chem. Soc., 56, 2311 (1934); 64, 250 (1942); 67, 1859 (1945); 
see also, Bryant, Ind. Eng. Chem., 25, 820 (1933). Most of the data are applicable from 
about 300“ to 1500° K. 

t More accurate values, involving four constants. 
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TABLE 4. HEAT CAPACITIES OF SOLIDS AND LIQUIDS AT 1 ATM. PRESSURE * 

Cp - a + hT — cT^ cal. deg.*'^ moie“i 


Substance 

, a ■ 

b X 103 

c X 10-^ 

A1 

4.80 

3.22 

' 

AI 2 O 3 

22.08 

8.971 

0.5225 

B 

1.54 

4.40 


Cd 

5,46 

2.466 

• ■ , ■' 

CaO 

10,0 

4.84 

0.1080 

CaC03 

19.68 

11.89 

0.3076 

Graphite 

2.673 

2.617 

0.1169 

Cu 

5.44 

1.462 


CuO 

10.87 

3.576 

0.1506 

Pb 

5.77 

2.02 

■ ' — 

PbO 

10.33 

3.18 

— 

PbS 

10.63 

4.01 

, , , ■ ■: ^ 

Hg (0 

6.61 

, 

' 

Ag 

5.60 

1.50 

'• 

AgCi 

9.60 

9.29 


Zn 

5.25 

2.70 


ZnO 

11.40 

1.45 

0.1824 

ZnS 

12.81 

0.95 

0.1946 


* Kelley, U, 8. Bur. Mines BvU.y 371 (1934). Except for mercury, the values are 
applicable from 0° C to the melting point or to about 1000*^ C, whichever is the lower. 
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TABLE 5,* STAND ARB FREE ENEEGIKS AND HEATS OP FORxMATION (iN KCAL. 
MOLE^O AND ENTROPIES (iN CAD- DBG.*"^ MOLR-O AT 25® C f 


Substance 

kcaJ. 

AH^ 

kcal. 

E-TT. 

Muinmisin''' V 

A1 


■ — 

6.75 

A1++4- 

-115.5 

-126.3 

-76 

AI 2 O 3 

— ■' 

>380 

12.5 

Antimony 

Sb 

— 

— 

10.5 

SbHs 

35.3 

.. , — 


Sb203 

-149.0 

-166 

29.4 

Sb204 

-165.9 

-213 

30.4 

SbaOs 

-195.5 

-230 

29.9 

SbCh 

-77.8 

-91.4 

37.0 

Arsenic 

As 

— : 

— ; 

8.4 

AsH3 

37.7 

43.6 

— 

AsjOb 

-137.7 

-154 

25,6 

AsgOg 

— 

-218 

25.2 


-153.4 

-215 

— 

Barium 

Ba 

— 

— 

16.1 

Ba-^-^- 

-133.85 

-128.4 

2.3 

BaO 

— 

-133 

16.8 

BaCOs 

-271.6 

-291 

26.8 

BaS04 

— 

-350 

31.5 

Beryllium 

Be 


— ■■ 

2.28 


-78.7 

-85 

— 

BeO 

, — 

-136 

3.37 

Bismuth. 

Bi 

' 

— 

13.6 

Bi203 

-116.6 

-137.1 

36.2 

BiCL 

-76.4 

-90.6 

45.8 

Boron 

B 


— 

1.7 


Af^ Am ^ 


Substance 

kcal. 

kcal. 

B.IT. 

BF3 


.-267:; ;; 

61 

BCI3 


- 94,6 

68.6 

Bromine 

Br2(0 



36,7 


0.75 

7,65 

58.63 

Bn(aq) 

0.98 

-1.2 


Br- 

-24.58 

-28.7 

19,7 

HBr 

-12.54 

-8.6 

47.48 

BrOa- 

5,0 

-11.2 

38.5 

Cadmium 

Cd 

■■ 

— ... 

12.3 

Cd++ 

-18.55 

-17.6 

-15.6 

CdO 

, — 

-65.2 

13.1 

CdCh 


-93.0 

31.2 

CdBra 


-75.8 

32.0 

CdS 

-33.1 

-34.6 

15.0 

Calcium 

Ca 

— 

— ^ 

9.95 

Ca++ 

-132.7 

-129.5 

-11.4 

CaO 

-142.0 

-151.8 

9.5 

CaFa 

,, 

-290.2 

16.4 

Calcite 

-270.4 

-289.5 

22.2 

Carbon 

Graphite 



- 1.36 

Diamond 


0.45 

0.585 

CO 

-32.81 

-26.42 

47.30 

CO 2 

-94.26 

-94.05 

51.06 

CH 4 

-12.14 

-17.89 

44.50 

O 2 H 6 

-7.86 

-20.24 

54.85 

C 3 H 3 

-5.61 

-24.82 

64.7 

u-CiHio 

-3.75 

-29.81 

74 . 5 .:;;; 

C2H4 

16.34 

12.56 

52.48 

C2H2 

50.7 

54.23 

45.0 

CH 30 H (0 

-40.0 

-57.0 

30.5 


* Data mainly from F. R. Bichowsky and F. D. Rossini, ^^The Thermochemistry of the 
Chemical Substances/' 1936 (heats of formation); W* M, Latimer, “The Oxidation States of 
the Elements and their Potentials in Aqueous Solutions/' 1938 (free energies and entropies); 
Kelley, U. S. Bur. Mines BttU.f 434 (1941) (entropies); see also, Chapter XIII, ref. 7. 
Because of temperature di^erences and the variety of sources, the data are not always 
completely consistent; the deviations are, however, usually not greater than the experi- 
mental errors. 

t Unless otherwise indicated, e.g., SOz(g), all substances are supposed to be in their 
stable forms at 25® C and 1 atm. It may be noted that where two of the quantities are 
available for any substance it is usually posmbie to calculate the third, provided the en- 
tropies of the elements involved are known. The heats and free energies of formation of 
elements in their standard states are taken as zero, by convention. 
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Substance 

AF® 

kcal. 

AH® 

kcal. 

E.XT. 

CHsOHCi?) 

-38.9 ' 

-48.1 

56.63 

CsHsOHa) 

-40,2 

-66.4 

38.4 

CjHsOHCg) 

-38.7 

-56.3 

67.6 

CeHe 

29.06 

11.7 

41.9 

CeHfiNH* 

35.4 

7,34 

45.8 

ecu 

-15.6 

-33.8 

52.2 

CS 2 

17.15 

15.4 

36.2 

COCl* 

-48.96 

-53.5 

67.2 

HCN(g) 

27.7 

30.7 

48.23 

CN- 

39.14 

34.9 

25 

cor- 

-126.4 

-160.5 

-13.0 

HCO,- 

-140.5 

-164.8 

22.2 

Chlorine 

02 


— 

53.31 

HO 

-22.74 

-22.06 

44.66 

a- 

-31.33 

-39.9 

13.50 

00*“ 

--0.25 

-20.8 

39.4 

oor 

-10.7 

-39.5 

43.6 

Chromium 

Cr 

, — 

— 

5.68 

Cr++ 

-39.4 

-43 

— 

Cr+++ 

-49.0 

-65 

— 

Crj^j 

— 

— 

19.4 

CrOr- 

-171.4 

-207.9 

10.5 

Cobalt 

Co 


, — 

6,8 

Co++ 

-12.8 

-16.5 

■ ^ 


28.9 



Copper 

Cu 

— 

— 

7.97 

Cu+ 

12.04 

— 

— 

Cu++ 

15.91 

-15 

-26.5 

Cu20 

-35.1 

-42.5 

24.1 

CuO 

-30.4 

-38.5 

10.4 

CuCI 

-28.5 

-34 

20.8 

CuBr 

-23.8 

-27 

22.8 

CuCO, 

-123.9 

— , , 

17.7 

CuaS 

-20.2 

-19.0 

28.9 

CuS 

-11.8 

-11.6 

15.9 

:Fluotlno 

I'V 



48.53 


-65.7 

-78.2 

-2.3 

HF 

-31.8 

-64.5 

41.53 

P 2 O 

9.5 

5.5 

59 

Gold 

Au 

■ 

— 

11.4 

Au-hh. 

^.2 

— 


AuaOi 

18.71 

11 



(CmUnmd) 


Substance 

af» 

' ' , kcal.v ^ 

■ : : AH® , 

: 

E.U, 

Hydrogen 


■ , — 

— ■ " 

31.21 

m 


■■ 

34.62 

HB 

— 


■ 34.39 

H 

48.35 

51.7 

27.40 

H-*- 

0.00 

0.00 

0.00 

Iodine 

I,(s) 


.'C;: 

. v:27.9 

h(a) 

4.63 

14.9 

62.29 

1- 

-12.33 

;-13.6 

25.3 

m 

0.32 

5.9 

49.36 

lor 

-32.25 

— 64.5 . : 

28.0 

Iron ", 

Fq 

: 

_ . 

; ■ 6.5 : 

Fe++ 

-20.3 

-20.6 

-25.9 

Fe+++ 

-2.53 

-9.3 

-61 

FeO 

^ — 

-64.3 

13.4 

FesOj 

,, 

-195 

21.5 

FeS 

-22.9 

-23 

16.1 

FeSa 

— 

— 

12.7 

Lead 

Fb 

— 


15.49 

Pb++ 

-5.81 

-0.2 

3.9 

FbO 

-45.1 

-52.5 

16.6 

FbOf 

-62.0 

-65.0 

18.3 

Fba04 

-142.2 

-.172.4 

50.5 

1 FbCla 

-76.0 

-85.7 

32.6 

PbBra 

-62.1 

-166.3 

38.6 

PbCOt 

-149.7 

-168.0 

48.5 

PbS 

-21.9 

-22.3 

21.8 

PbS04 

-159.5 

-218.5 

35.2 

Lithium 

Li 

— 

, 

6.7 

. Ii+ 

-70.7 

-66.6 

4.7 ' 

Magnesium 

Mg 



7.77 

Mg++ 

-107.8 

-110.2 

-31.6" ~ 

MgO 

-136.4 

-146.1 

6.55' 

Mg(OH)2 

-193.3 

-223 

15.09 

MgCOs 

-246.6 


:::V15.7;„ 

Manganese 

Mn 



7.6 

Mn-*^ 

:-48.6 ■ : 

-- 49 . 2 .": 

19.1 

MnO 


-96,..^:- ■ 

. - 

MnOs 

-102.9 


13.9 

Mn04““ 

,-100.6.-^ 

-1223 : 

46.7 

MnS 



18.7 
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TABLE 5. 


' Biibstuiee. ' 

kcal. 

AN® 

kcal. 

E.U. 

Meiony 

Hg 

— 

— 

18.5 

Hgr 

36.85 

40.2 

17.7 

Hg-H- 

39.42 

41.6 

-6.5 

HgO(red) 

-13.94 

- 21.6 

16.6 

HgjCIi 

-50.3 

-62 

47.0 

HgtBri 

-42.7 

-49.2 

49.3 

HgCl. 

-42.2 

-53.4 

34.6 

HgBra 

-38.8 

-40.7 

38.9 

HgS (red) 

- 8.8 

- 11.0 

19.8 

Hg^4 

— ■ 

-176.5 

48.0 

Micjfeel 

Ni 


— . 

7,12 


-11.53 

-15.2 


NiO 

-53.0 

-58.4 

9.2 

Nitrogen 

Na 

— 

— 

45.77 

NaO 

24.93 

19.7 

52.58 

NO 

20.66 

21.6 

50.34 

NOf 

12.27 

8.03 

57.47 

Na04(g) 

23.4 

3.1 

72.7 

NOCl 

16.01 

12.8 

63.0 

NHs 

-3.94 

-11.03 

46.03 

NH 4 + 

-18.96 

-31.5 

26.4 

HNO,® 

— 

-41.7 

— 

NO,- 

-26.25 

-49.5 

35.0 

NOr 

-8.45 

-28.5 

29.9 

Oxygea- 

Oj 

— V 

— 

49.00 

Oj 

39.4 

34.8 

57.1 

H^(Q 

r- 56.70 

-68.32 

16.75 


-54.64 

-57.80 

45.11 

DjOffl 

-58.20 

-70.41 

18.08 

D, 0 (ff) 

-56.06 

-59.58 

47.38 

OH- 

-37.59 

-54.8 

-2.49 

Hioimlioms 

P(red) 

— 

, _ „ 

10.6 

P fellow) 

. 

4.2 

15.1 

PHs 

2.88 

-2.3 

50.35 

PCU 

-61.5 

-76.9 

52.2 

PO 4 — 

-241.0 

-229 

-45 

Potassium 

K 

— 


15.2 

K+ 

-67.43 

-60.3 

24,2 

KaO 

— 

-86 

— ■■ 

KC! 

-97,56 

-104.3 

19.76 


(Cmtinmd) 


Substance 

AP® 

kcal. 

AN® 

kcal. 

E.U. 

KBr 

-90.45 

-94.1 

22.6 

m 

■ __ 

-78.9 

24.1 

KOH 

' — . 

- 102.0 


KNOs 


-118 

31.8 

K 2 SO 4 

— 

-343 

44.8 

Rubidium 

Rb 

— ■ ■ 


16.6 

Rb+ 

- 68,8 

-61.0 

28.7 

Selenium 

Se 

— 


10.0 

HaSe 

15.3 

18.5 

. _ 

Silicon 

Si 

■ — 


4.5 

Quartz 

-190.4 

-203.3 

10.1 

SiF4 

-351.0 

-360 

68.0 

SiCl* 

-134.1 

-150 

57.3 

Silver 

Ag 


— 

10.2 

Ag+ 

18.44 

25.2 

17.54 

AgsO 

-2.59 

-7.3 

29.1 

AgO 

2.60 

-3.0 

— ■: 

AgCl 

-26.22 

-30.3 

23.0 

AgBr 

-22.90 

-24.0 

25.6 

Agl 

-15.8 

-15.0 

27.6 

Agio, 

-24.1 

■■ 

37.5 

AgNO, 

4.96 

-29.4 * 

33.7 


-9.5 

-5.5 

35.0 

AgSO, 

-145.9 

-170.0 

47.8 

Sodium 

Na 

. — 


12.2 

Na+ 

-62.59 

-57.5 

14.0 

NaaO 

■ . — / ■ 

-99 

17 

NaF 

— 

-136.0 

13.1 

NaCI 

-91.7 

-98.3 

17.3 

NaBr 

^ 

-86.7 

20.1 

Nal 

■ 

-69.3 

22.5 

NaOH 

-90.48 

- 102,0 

— 

NaaCO, 

-250.8 

-270.0 

32.5 

NaNO, 

— 

-111.7 

27.8 

Na2S04 

■ — 

-330.5 

35.7 

Strontium 

Sr 

' . 

— 

13.3 

Sr++ 

-133.2 

-130.0 

-7.3 

SrO 

— 

-140.8 

13.0 

SrCOa 

-271.9 

-290 

23.2 

SrS04 


-345 

28.2 
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TABLE 5. 


Subst^ce 

kcal. 

AH® 

kcal. 

8 ® 

E.U. 

Sulfur";' 

'.Rhombic/;; 


— 

7.62 

Monoclinic 

0.018 

0.075 

7.78 


23.42 

10.0 

-5.5 

■ HS— 

2.95 

-3.9 

14.9 

HsS 

-7,87 

-5.3 

49.15 

SF« 

-235.0 

-262 

69.6 

SOa 

-71.7 

-70.9 

59.24 

SOM 

-88.5 

-94.4 

63.8 

H 2 SO 4 

— 

-193.8 

— 

sor- 

-176,1 

-216.3 

4,4 

HSOr 

, 

-213.3 

30.6 

S03”“ 

-116.4 

-149 

3 

Hialitun 

T1 

, , — 

— 

15,4 

T1+ 

-7.76 

0.8 

30.5 


{CofUintced) 


Substance 

AF® 

kcal. 

ah® 

kcal. 

E.U. ' 

T 1 +++ 

49.74 

28. 

■ ■ 

TlCl 

-44.19 

-48,6 ' 

25.6 

Tin 

Sn (white) 


• — , 

. 12 . 3 . 

Sn++ 

-6.28 

, . 

"V'-4.9 

Sn*^+++ 

0.7 

; '■ : 


SnCh 

- 110.6 

-127,4 


SnO 

■■ ^ . 

-67.7 


SnOs 

— 

-138 

12.5 

Zinc 

Zn 



9.95 

Zn++ 

-35.18 

-36.3 

..-'26.7 

ZnO 

— - 

-84 

10.4 

ZnCOa 

-174.8 

-193,3 

19.7 

ZnS 

-43.2 

-44 

13.8 

ZnS04 

— 

-233.4 

30.7 


TABLE 6. INTEGRAL HEATS OF SOLUTION OF SALTS (1 MOLE SALT TO 
200 MOLES OP water) AT 25° C * 


Sait 

AH 

Salt 

ah 

Salt 

AH 

NH 4 NO 3 

7.3 kcal. 

CuS04-5H20 

2.9 kcal. 

NaOH 

- 10.0 

NH4Ci ' 

3.9 

AgNOa 

0.45 

NaCi 

. 1.22 

(NH4)2S04 

2.3 

NiS04 

- 15.1 

NaBr 

0.60 

Pb(N03)2 

7.1 

NiS04*7H20 

4.2 

Na2S04 

- 0.5 

ZnCh 

- 15.3 

FeCla 

- mj 

Na2SO4-10H2O 

18.5 

ZnS04 

- 18.5 

FeCh-eHaO 

-4.6 

NaNOs 

5,0 

ZnS04*7H20 

4.3 

MgCb 

-35.7 

KCl 

4.45 

CdCh 

-2.9 

MgCia-eHaO 

- 2.8 

KBr 

6.1 

CdS04 

- 10.6 

BaCh 

- 2.0 

KNO 3 

- 0.23 

CUSO 4 

- 16.9 

BaCl 2 - 2 H 20 

5.0 

K 2 SO 4 

6.2 


* Data adapted from F. R. Bichowsky and F. D. Rossini, ^^The Thermocliemistry of 
the Chemical Substances,” 1936; the values ^ven there refer to 18° C, but those at 25° C 
are not very different. The heat of solution at infinite dilution for any electrolyte may be 
obtained by summing the standard heats of formation of the constituent ions (from Table 5) 
and subtracting the heat of formation of the substance in the pure state. 
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Absolute temperature, 4-5 
zero, 5, HO 
entropy, 178, 181, 183 
heat capacity, 121, 124 
unattainabiiity, 139 
Absorption coefficient, 347 
Activity, 262, 269, 350-74 
in amalgams, 363-67, 369-71 
coefficient, 258, 351-54, 356 
and Debye-Huckel theory, 409-24 
determination, 381-400, 403 
boiling point, 387 
E.M.F., 392-98 
freezing point, 381-86 
isopiestic method, 387-88 
osmotic coefficient, 390-92 
solubility, 398-400, 403 
and dielectric constant, 414 
and electrical free energy, 400 
in electrolytes, 379 
and equilibrium constant, 275-76 
in gas mixtures, 263, 264 
and pressure, 265 
and temperature, 266 
and Henryks law, 353-54 
and ionic strength, 401 , 410-12 
in Mquid mixtures, 269 
and pressure, 270-71 
and temperature, 270, 356 
and Margules equation, 370 
mean ionic, 379 
of nonelectrolytes, 402-03 
and osmotic coefficient, 389-92 
and pressure, 270 
rational, 353, 407 
and standard states, 355, 380 
stoichiometric, 380, 412 
table, 402 

and temperature, 270, 356, 386, 387, 447 
true, 380, 412 

and valence type, 401, 412, 413 
and van Laar equation, 371 
determination, 35^74 
boiling point, 362-63 
363 

freezing point, 358-61 
vapor pressure, 356, 357 
in electrolytes, 378-79 
and equilibrium constant, 274 


Activity (Cont.) 
and fugacity, 262, 270, 358 
in gas mixtures, 262 
and pressure, 265 
and temperature, 266 
and Gibbs adsorption equation, 245 
in liquid mixtures, 269 
and pressure, 270 
and tempciraturc, 270 
and Margules equation, 370 
and osmotic pressure, 372-73 
and pressure, 270 
solubility product, 398 
standard state, 350-54 
gas, 263, 263, 2G4, 351 
and reference state, 263, 352-54 
solute, 352-54 
solvent, 351 

and temperature, 270, 361, 362 
Adiabatic combustion, 84-89 
process, 55-9 
entropy change, 14.7, 150 
pressure-volume relationships,, 57 
temperature change, 56 
work of expansion, 58 
relationships, 162 
Adsorption, 245 
Gibbs equation, 244-45 
negative, 245 

Amagat's law of volumes, 31 
Amalgams, activities in, 363-67, 369-71 
Ammonia, heat of formation, 81 
equilibrium, 277-78 
Ampere, 9 

Apparent molar, heat capacity, 454-57 
heat content, 440-46, 449-52 
relative, 440-45, 451 
properties, 427-28 
and partial molar pro|X5rties, 429-30 
volume, 429, 437 

Atomic heat capacity, see Heat capacity 
Avogadro number, 95, 100 

Beattie-Biidgeman equation, 26 
Berthelot equation, 25-26 

and entropy correction, 158 

and heat capacity correction, 169, 171 

and heat content correction, 160 
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Boiling point, dilute solutions, 343-45 
elevation, 344 

and prejmire, 226, 227, 231 
/ . . ' table, 502 
volatile solute, 344 
Boltzinarm constant, 100 
“Pknck entropy equation, 184-85 
Bond energies, 90 

and heat of reaction, 91-92 
table, 91 

Bridgman, therrnodynamic foimiilae, 212 
Br0nsted equation, 420 

Calorie, defined, 9 
standard (15*^), 7 
Calorimeter, 9 
Capacity factor, energy, 6 
Carbon, heat of vaporization, 90 
Carnot cycle, 135, 138, 141, 148 
efficiency, 137 

on entropy-temperature diagram, 147 
theorem, 133 

Cells, reversible, 330-32, 462-86 
entropy change in, 466 
general expression, 467-68 
heat change in, 466 
reactions, 464-66 
Centigrade scale, 3 
C.g.s. units, 6 

Chemical change, direction, 284 
equilibrium, 273-313 
potential, 215, 217 
and activity, 262, 269, 350, 363 
of electrolyte, 379 
and fugaeity, 261-62, 269 
in gas mixtures, 262-64 
of ions, 378, 407 
in liqmd mixtures, 319 
and osmotic coefficient, 389 
and osmotic pressure, 372 
and partial molar free energy, 215, 427 
phases in equilibrium, 238, 244-45 
and pressure, 218-19 
significance, 238 
in surface phase, 243 
and temperature, 218-19 
Chlorine, atomic heat capacity, 107 
liquid, vapor pressure, 230 
molecule, heat capacity, 98, 99, 115, 116 
vibrational partition function, 114 
Clapeyron equation, 223-26, 229, 233, 235, 
241 

Clausius-Clapeyron equation, 227-29, 233, 
292, . 325, 326 
integration, 227-29 


Clement and Desormes, heat capacity ratio, 
59 

and Reechos theorem, 177 
Closed system, 163, 204 

several phases, ' 216, 237, 274 
Combustion, adiabatic, 84-8® 
heat of, 75 
calculation, 89-90 

Compressibility curves, generalized, 28 
factor, 27 

and fugaeity, 256-57 
generalized treatment, 27-30 
and heat content correction, 161 
of gases, 21-31 

Conservation of energy, law, 34, aee cdso 
First law of thermodynamics 
and heat of reaction, 71 
Gonsolute temperature, 337 
Constants, physical, 501 
Conversion factors, 11, 501 
Cooling, by adiabatic expansion, 57 
by Joule-Thomson effect, 64 
Corresponding states, 25 
law of, 25 
Coulomb, 7 
Craft^s rule, 248 
Critical point, 23 
data, table, 502 
solution temperature, 337 
temperature, 22 
Cubic cm. and milliliter, 6 
Cycle (or cyclic process), 39 
Carnot, 135-37, 138, 141, 148 
energy change, 38-39 
entropy change, 144, 146 
heat and work, 39 
irreversible, 144, 146 
efficiency, 144 
Joule, 153 

I)ebye> characteristic temperature, 122, 124 
heat capacity theory, 122-25 
Debye-Huckei, equation, 411 
applications, 395, 398, 421-24 
for concentrated solutions, 418-20 
limiting law, for activity coefficient, 411 
and dissociation constant, 421 
and equilibrium constant, 421-24 
and solubility, 415 
tests, qualitative, 412 
quantitative, 413-16 
for freezing point, 417 
for heat capacity, 457 
for heat content, 451 
for heat of dilution, 451 
for partial molar volume, 435-37 
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Debye-Hfickel (Cont.) 
theory, m 407-24 
aad activity coeffi 400-10 
;vi!3eattiomc, 4^ . 

■and dielectric constant, 414 
and electricai free energy, 400 
inco|ipte nature, 416, 410 
and ionic atmosphere, 408 
and osmotic coefficient, 416-17 
and standard states, 412 
and temperature, 414 
Deuterium, entropy, 194, 107, 200 
heat capacity, 96, 97, 111 
rotational, 113 

rotational partition function, 109 
Diamond, heat capacity, 121, 123 
Diatomic molecule, heat capacity, 96, 97 
moment of inertia, table, 1 10 
partition function, combined, 116 
electronic, 108 
and entropy, 192 
rotational, 109-12 
vibrational, 113 
rotational energy, 110 
heat capacity, 111 
symmetry number, 109 
vibrational energy, 113, 114, 115 
frequency, 113 
table, 114 

heat capacity, 114r-15 
Differential, complete or exact, 16-18, 210 
heat of dilution, 83, 384, 440 

to infinite ffilution, 440, 441-42 
of solution, 82, 361, 439, 449, 450 
in dilute solution, 345 
at infinite dilution, 490 
and solubility, 345 
Dilute solutions, 337-46 
boiling point, 343-45 
freezing point, 340-43 
heat of solution in, 345 
Henryks law, 337-40 
homogeneous equilibria in, 279-81 
solubility and temperature, 345 
Dilution, free energy of, 406 
heat of, 83, 384, 440, 441-42, 449-50 
and Debye-Hiickel theory, 451 
differential, $ee Differential 
integral, see Integral 
Disorder and entropy, 152 
Dissociation constant, 421 

and Debye-Huckel theory, 421-22 
of water, 483-94 
of weak acid, 485-86 
pressure and 481-83 
Distillation, fractional, 323, 324 
reduced pressure, 325 


Duhem, see Gibbs-Duhem 
Duhem-Margules equation, 318-20, 331, 
332, 333, 335, 336 
Duhring^s rule, 231-32, 248 
Dulong and Petit, heat capacity, 120 
Dyne, 6 

Efficiency, Carnot cycle, 137 
heat engine, 133 
irreversible cycle, 144 
reversible cycle, 137, 140 
Einstein characteristic temperature, 122 
functions, 115, 193 
heat capacity theory, 121 
Electrical work and heat, 9 
maximum, 45 

Electrodes, oxidation-reduction, 464 
potentials, 469-80 
applications, 478-83 
and entropy, 489, 492-93 
oxidation, 471 
sign, convention, 471-72 
standard, 470-80 
__ta^, 479 

reference, 474, 475- - - 

Electrolytes, activity coefficient, 379^' 
boiling point method, 387 
calculation, see Debye-Hlickel 
E.M.F. method, 392-98 
freezing point method, 381-86 
and ionic strength, 401, 410-12 
isopiestic method, 387-88 
osmotic coefficient method, 390-92 
solubility method, 398-400 * 
table, 402 

and valence tjq^e, 401, 410-12 
chemical potential, 378 
partial molar heat capacity, 455, 457 
heat content, 444, 450 
volume, 435 

Electromotive force, see e.m.p. 

Electron heat capacity, 125 

Electronic contribution to entropy, 191 
to heat capacity, 107 
partition function, 106 
diatomic gas, 108 
monatomic gas, 106-7 
polyatomic gas, 116 
states, 102 

monatomic gases, 105 
Elements, free energy convention, 298 
heat capacity, 120-25 

at absolute zero, 121, 124 
at low temperatures, 124 
heat content convention, 74 
E.M.P. and activity determination, 363-68, 
392 -^ 
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E.M.F. (Coat.) 

and dissociation constant, water, 483 
weak acid, 485-86 
and electrode potentials, 472-73 
and entropy change, 466 
and free energy change, 300-02, 466, 468, 
475,478 

of galvanic (reversible) cells, 462-96 
general expression, 467-68 
and heat content change, 466 
and partial molar heat capacity, 453 
heat content, 448 
and pressure, 499 
sign, convention, 464 
standard, 302, 393, 467, 469 
and entropy change, 303, 489 
and equilibrium constant, 475-76 
and temperature, 448 
Energy, 6, 36, 38, see also Free energy 
change and work, 38 
in cycle, 38-39 
conservation of, 34, 71 
content, 36, 38 
of ideal gas, 50-51 
dimensions, 6 

degradation and entropy change, 146 
cquipartition principle, 97-98 
and heat, 6, 7, 10, 40 
intensity and capacity factors. 6 
of isolated syKstem, 35 
kinetic, 95, 104 
and mass, 35-36 
quantum theory, 99, 106 

and partition function, 101 
rotational, 96, 97, 98, 110, 111, 117 
translational, 95, 105 
units, 6, 11 

vibrational, 96, 97, 98, 113, 114, 115, 118 
of solids, 121, 122 
and work, 6, 10, 40 
zero-point, 100 

Plnthalpy, 4^ see also Heat content 
Entropy, 141-52 
at absolute zero, 178, 183 
applications, 303-05, 492-93 
change, from e.m.f., 303, 466, 489 
and equilibrium, 208 
and free energy change, 302-04 
of ideal gas, 148-50, 185 
in irreversible (spontaneous) process, 
144-46 

in isolated system, 146 
in phase change, 148 
in reversible process, 144 
correction, nonideal, 158 
determination, 178 
and disorder, 152 


Entropy (Coiit. ) 
electronic contribuf ioti, 191 
of expansion, ideal gas, 148-50, 185 
extensive property, 143 
of fusion, 148, 152, 179 
gases, 180 
calculation, 188-90 
table, 198,505-08 
of glasses, 185 
and heat capacity, 155 
of ions, standard, 488-94 
table, 492, 505-08 
of Uqidds, table, 179, 505-08 
of mixing, gases, 150-51 
liquids, 348 
solids, 199 

of monatomic gases, 190-92 
and nuclear spin, 194 
partial molar, 218 
and partition function, 188-96 
practical, 194 

and probability, 183-85, 189 
and pressure, 156-57 
and randomness, 152 
rotational, 193, 194-96 
of solid solutions, 185, 199 
of solids, table, 179, 505-508 
standard, 158, 179, 181, 191 
tables, 179, 198, 505-08 
statistical and thermal, 196 
statistical treatment, 183-96 
and temperature, 154-55 
-temperature diagram, 147 
thermal, 194 

and third law of thermodynamics, 178-83, 
196 

of transition, 180, 182 
translational, 192 
and unavailable heat, 143 
unit, 180 

of vaporization, 148, 180 
vibrational, 193 
virtual, 194 

Equations of state, 15, 18-29 
Beattie-Bridgeman, 26 
Bertheiot, 25 
general, 26 
ideal gas, 15, 18 
reduced, 24-25, 174 
thermodynamic, 159-60 
van der Waals, 22 
Equilibrium, chemical, 15, 273-313 
conditions, thermodynamic, 207-09, 237 
in heterogeneous systems, 216-17, 
237-38 
constant, 274 
and activity, 274 
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Equilibrium constant (Cont.) 

and activity coefficient, 275-H 
and Debye-Hiickei equation, 421-24 
and electrode potential, 476 
and 475, 479 
and free energy change, 274 
and fugacity,' 275 
and heat of reaction, 292-96 
of isotopic exchange reactions, 313 
of metathetic reactions, 312-13 
: .and pressure, 286-87 
and standard free energies, 283-84, 300 
and standard state, 276 
and temperature, 286-91 
van^t Hojff equation, 289 
of crystalline forms, 225 
heterogeneous chemical, 281-82, 291 
homogeneous, gaseous, 275-79 
liquid, 278-81, 290 
liquid-solid, 224, 234, 327-30 
liquid-vapor, 226-33, 234 
ideal solutions, 322-24 
nonideal solutions, 331^40 
mechanical, 15 

and partition function, 310-12 
phase, 222-47 
one-component system, 222 
polycomponent system, 237-41 
position, and pressure, 287-88 
simultaneous, 291-97 
solid-liquid, 224, 234, 327-30 
solid-vapor, 233, 234 
surface, 241-47 

conditions, thermodynamic, 243 
temperature (or thermal), 2, 3j 15 
thermodynamic, 15 
vapor-liquid, 226-33, 234 
ideal solutions, 322-24 
nonideal solutions, 331-40 
vapor-solid, 233, 234 
Equipartition principle, 97 
and heat capacity, gases, 98, 111, 115, 117 
solids, 120-21 

Erg, 6 

and joule, 7, 1 1 

Euler criterion (reciprocity relationship), 210 
theorem on homogeneous functions, 215 
Eutectic temperature, 241, 347 
Evaporation, see Vaporization 
Expansion, adiabatic, 55-58 
reversible, 41 
throttled, 60 
work of, 10 
revei-sibic, 42 
Extensive properties, 16 
Explosion bomb, 70 
pressure and temperature, 88 
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First law of thermodynamics, 35, 37, 38, 68, 
71, 72, 129, 202 

and thermochemistry, 68, 71, 72 
Flame temperature, actual, 86 
maximum, 84-86 
Fractional distillation, 323, 324 
Free energy and free energy change, 202- 
20, 222, 242, 250-51, 273-74, 282- 
86, 295-310, 466-68, 475, 486-88, 
see also Activity, Chemical poten- 
tial and Fugacity 

and activity coefficient, electrolytes, 409 
in chemical reaction, 282-83 
of dilution, 406 

and direction of chemical change, 284-85 
electrical, 408 

and Debye-Htickel theory, 409 
and electrical work, 300 
and electrode potential, 477 
and 300-02, 466, 468, 475, 478 

equations, addition, 297 
equilibrium conditions, 209, 222, 274 
and fugacity, 250, 258 
functions, 306-09 
in isothermal change, 205 
of mixing (solution), 375 
and net work, 203, 300 
partial molar, 216, see oho Chemical po- 
tential 

from partition functions, 209-10, 306-10 
and phase change, 299 
and phase equilibrium, 222 
and pressure, 204 
in any process, 219' 
relationships, 204 
standard, 274, 283-84 
applications, 303-05 
determination, 300 
calculation, 308 
B.M.p. method, 300-02 
entropy method, 302 
by equilibrium constant, 300 
of formation, 298 
of ions, 486-88 
tables, 299, 492, 505-08 
of reaction, 283-85 
and temperature, 295-96 
surface, 242-43 

and temperature, 204, see also Gibbs- 
Heimholtz equation 
Freezing point, 327 
and composition, 328 
depression, 340, 382 
and activity, 358-61, 381-86 
and Debye-Hlickel theory, 417 
and ionic strength^ 417 
and osmotic coefficient, 392, 417 
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Freejsmg point (Conti) 
dilute solutions, S4CM3 
and solubility, 330 
Fugacity, 250-70 

and activity, 262, 264, 270, 353, 368 
and activity coefficient, 258, 263, 264 
determination, 251-58, 267 
approximate, 255 
from equation of state, 253-54 
generalized (compressibility) method, 
256-58 

graphical, 256-58 
in mixtures, 267-68 
and Duhem-Marguies equation, 319 
and equilibrium constant, 275 
and free energy, 250 
gas, ideal, 251 
mixtures, 261-71 
single, 250-60 
generalized curves, 259 
and Henryks law, 338-39, 353 
in ideal solution, 317-18 
liquid, mixtures, 268-71, 317-18 
260 

in nonideal solution, 334 
and osmotic pressure, 373 
and phase equilibrium, 260 
and pressure, 251, 259, 264r-65 
solid, 260 

and temperature, 259, 266 
Fusion, entropy of, 148, 152, 179, 180 
equilibria, 224 
heat of, 76, 224, 225 
and freezing point, 340-43 
and solubility, 328-30 
and temperature, 79, 235, 359 

Qraivanic cells, see Ceils 
Gas and gases, 18-31 
compressibility, 21 
factor, 27 
constant, 19, 501 
cooling, 57, 64 
critical state, 22-23, 502 
temperatures, table, 502 
entropy, tables, 198, 505-08 
equations of state, see Equations of state 
fugacity, 250-70, see also Fugacity 
heat capacity, determination, 167 

difference 54-55, 164-167 

mean, 53 
monatomic, 96 

and pressure, 61-52, 64-65, 168-70 

ratio, 59-60, 96, 171 

tables, 53, 503 

and temperature, 52-53 

and volume, 170-71 


Gas and gases (Coni) 
ideal, me Ide^ gas 
Joule^Thomson effect, 60-64, 171-76 
mixtures, fugacity, 261-70, see (dm Fu- 
gacity 

heat changes in, 266 
ideal, 268 

partial pressures in, 20, 30 
volume changes, 31, 2^ 
real, 21-31 
mixtures, 30-31 

standard state, entropy, 158, 198 
free energy, 298 
heat content, 72 
throttled expansion, 60 
Gay-Lussac, energy content of gas, 60 
Generalized methods, for compressibility, 28 
for fugacity, 256-58 
for heat capacity correction, 170 
for heat content correction, 161 
for Joule-Thomson effect, 174-75 
Gibbs, adsorption equation, 244-45 
chemical potential, 216, see oho Chemical 
potential 

-Duhem equation, 214, 216, 318-19, 368, 
370, 381, 387, 392, see <dso Duhem- 
Marguies equation 

-Helmholtz equation, 206-1)7, 218, 461, 
466, 489 ‘ 

phase rule, 239 

thermodynamic potential, 203 
Gram, 6 

Heat capacity, 8 

apparent molar, 454r-57 
atomic, solids, 120-25 
at absolute zero, 121, 125 
classical theory, 120 
Debye theory, 122 
Dulong and Petit law, 120 
Einstein theory, 121 
electron contribution, 125 
at low temperatures, 124 
of calorimeter, 9 
classical calculation, 98, 120 
constant pressure and volume, 48-49 
difference, 50, 54-55, 163-67 
maximum, 165 
ratio, 56, 96-97 
and atomicity, 60 
■ determination, 167 
' and pressure, 60, 171 
determination, 9, 167 
dimensions and units, 8 
and entropy, 155, 17^79 
of gases, see Gas 
and internal rotation, 119 
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Heat capacity (Coni.) 

and Miietic tlieory, 95“96 

^ partial' molar, 452-58 
. and 453 

md partition functions, 102, 105, 111- 
13,115,117,118-19 
and pressure, 64^5, 108-70 
quantum theory, 99^120 
ratio, 56, 60, 90-97, 167, 171 
relationships, 163-71 
rotational, 111, 117 
of solid compounds, 126 
elements, 120-25 
specific, 8 

tables, gases, 53, 503 
soH^, 504 

and temperature, 52-54, 503, 504 
translational, 105 
vibrational, 114, 118 
and volume, 170-71 

changes at constant pressure and volume, 
47-48 

of combusHon, 75, 85, 89, 92 
content, 48 
apparent molar, 440 

relative, 440-4Qj 449-52 
and Debye-Hiickei theory, 450 
and ceM reaction, 466 
and 466 

and free energy, see Gibbs-Helmholtz 
equation 

and heat of reaction, 68, 70, 73-74, see 
also Reaction 

partial molar, 218, 266, 318, 356, 361, 
384, 386, 387 

in reference state, 356, 438 
relative, 438-54 
in standard state, 356 
and phase changes, 76 
and pressure, 160 
,, ideal gas, 52 
relative, 309 
and temperature, 54 
in throttled expansion, 61 
conversion into work, 129, 130, 131, 133 
efficiency, 133, 137, 138, 140 
'A ■■■;' ^,:Ina3dmum,.138'■.' 
definition, 2, 7 
of dilution, see Dilution 
and enei^r, 6, 7, 
engine, 1^ 

Carnot's, 135-37 
Joule's, 153 
reversible, 133 
efficiency, 137 
of formation, 72, 73-74, 91 


Heat of formation (Cont.) 
of elements, 74 
and heat content, 73-74 
of ions, 494-96 
standard, 72-74, 494 
tables, 73, 492, 505-08 
of fusion, see Fusion 
of hydrogenation, 75 
measurement, 9 

of mixing, ideal systems, 268, 318 
nonideal, 331, 375, see also Solution 
of reaction, 68, 70, 74, see also Reaction 
of solution, see Solution 
of transition, see Transition 
unavailable and entropy, 143 
of vaporization, see Vaporization 
and work, 10 
in cycle, 39 
dependent on path, 39 
equivalence, 33 
not properties of system, 40 
Helmholtz, conservation of energy, 34 
free energy, 202 
see also Gibbs-Helmholtz 
Henry's law, 337-38, 345, 353 
deviations, 353-54, 365 
ionic solutions, 407, 412 
and external pressure, 339 
and gas solubility, 338-39 
and Raoult's law, 339Ht0, 353 
Hess, law of thermochemistry, 72 
Heterogeneous chemical equilibria, 281-2 
and temperature, 291 
equilibrium conditions, 216-17 
system, 14 

see also Phase equilibria 
Hildebrand's rule, 232 
Homogeneous equilibria, gaseous, 275-78 
and temperature, 289-90 
in solution, 278-81 
dilute, 279 

and temperature, 290 

Htickei equation, 419, 420, see also Debye- 
Hiickei equation 

Hydrochloric acid, activity coefficients, 394 
thermal properties, 453 
Hydrogen, electrode standard, 469 
entropy, 194, 197 
fugacity, 256 
heat capacity, 96, 97, 111 
ion, entropy, 489 
free energy, 486 
heat of formation, 494 
Jouie-Thomson effect, 64 
ortho and para, 111 
heat capacity, 112 
rotational heat capacity, 111-13 
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Hydrogen (Cont.) 

partition function, 109, 112 
sc^e, electrode potentials, 469 
vibrational partition function, 114 

Ice point, 3 

on absolute scale, 5 
Ideal gas, 19, 159, 160 

adiabatic processes, 55-58 
constant, 19, 501 
energy content, 50-51 
entropy changes, 148-50 
of expansion, 186 
equation of state, 15, 18 
fugacity, 251, 261 
heat capacity, 96 
difference, 55, 96, 164 
and pressure, 51-62, 168 
ratio, 96 

kinetic theory, 95 
mixtures, 20, 265, 268 
solubility, 325-26 
thermometer, 4 
work of expansion, 43-44 
heat of vaporization, 260, 268, 291, 318 
liquid solutions, 317, 318, 320, 330 
deviations, 330-37, 427 
vapor pressures, 321 
see also Raoult^s law 
Indicator diagi'am, 135 
Integral heat of dilution, 83, 440, 442-44 
of solution, 82, 439, 449, 450 
in dilute solution, 345, 450 
Intensity factor, energy, 6 
Intensive properties, 16 
Internal pressure, 62 
rotation, energy, 119 

Inversion temperature, Joule-Thomson, 63, 
173 

Iodine, dissociation, 311 
Ionic, activity, mean, 379 
coefficient, mean, 379 
and Debye-Hixckel theory, 410-11 
and osmotic coefficient, 417 
atmosphere, 408, 410 
radius, 409 
molality, mean, 379 
product, water, 483 
strength, 400, 410, 411, 412, 436 
and activity coefficient, 401, 410-12 
and equilibrium function, 421-24 
and freezing point, 417 
and osmotic coefficient, 417 
Ions, activity and activity coefficient, see 
Ionic 

distance of closest approach, 418-19 
entropy, standard, 488-93 


Ions, entropy (Cont.) 

applications, 492-93 
detorminat.ion, 488-92 
table, 492, 505-08 
free energy of formation, 486-88 
table, 492, 505-08 
heat of formation, 494-96 
table, 492, 505-08 
Irreversible process, 130-31 
energy degradation, 146 
entropy change, 144-46 
Isentropic change, 147, see also Adiabatic 
Isolated system, 14 
entropy change, 146 
and first law of thermodynamics, 35 
Isopiestic method, activity, 387-88, 392 
Isothermal change, free energy, 205 
work function, 205 
expansion, reversible, 41-43 
work of, 42-43 
Isotonic, see Isopiestic 
Isotopic exchange reaction, equilibrium con* 
stant, 313 

Joule, 7 

absolute and international, 7, 11, 501 
cycle, 153 

and defined calorie, 9, 10, 501 
energy content of gas, 50-51 
mechanical equivalent of heat, 33 
-Thomson coefficient, 61-64, 171-72 
and fugacity, 259 
at low pressure, 172, 173 
sign and magnitude, 62 
for van der Waals gas, 172, 175 
effect, 60-6-4, 171-175 
cooling by, 64 
experiments, 51, 60 
throttled expansion, 60 
inversion temperature, 63, 173-75 
generalized treatment, 174-75 

Kelvin, available energy, 203 
energy content of gas, 51 
temperature scale, 5, 139-40 
see also, Joule-Thomson 
Kharasch, heat of combustion calculation. 
90 

Kilogram, 6 
Kinetic theory, 95 

and heat capacity, 95-96 
Kirchhoff, heat of reaction-temperature 
equation, 77-82 
application, 79 
and latent heat, 79, 234, 359 
vapor pressure equation, 229 
Kopp, Imt capacity of solids, 126 
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Latent heat, see Fusion, Vaporimtion, etc. 
Latimer, ionic entropies, 489-93 
Lavoisier and Laplace, thermochemical law, 
91 

Law, additive pressure, 30 
additive volume, 31 
Amagat’s, 31 

of conservation of energy, 34 
of corresponding states, 25 
Debye-Huckel, limiting, 411, 417, 451, 457 
Pulong and Petit, 120 
of equilibrium, 274 
Henryks, 337-38, 345, 353 
Maxwell-Boltzmann, 100 
of partial pressures, 20 
Raoult's, 317, 320-21 
thermochemical, Hess, 72 
Lavoisier and Laplace, 71 
thermodynamics, first, 35, 37, 38 
second, 129, 131, 133 
third, 178, 181-83, 194 
Le Chateher principle, 220, 287 
Lewis, atomic heat capacity at constant 
volume, 120 
free energy, 202 
fugacity, 2^ 

partial molar properties, 213 
sign of electrode potential, 472 
of 464 

Lewis-Randali, ionic strengl^h, 400 
and activity coefficient, 401 
fugacity in gas mixtures, 268, 275 
Liquid, fugacity, 260 
junction, 396 
potential, 470, 474, 475 
mixtures, activity and activity coeffi- 
cients, 269-71 
fugacity, 268-71 
general equation, 334 
partially miscible, 336-37 
reference state, for activity, 351 
for heat content, 438 
solutions, activity, 269-71 
dilute, 337-46 

fugacity, 268-71, 317-20, 233-328, 331, 
334 

ideal, 317, 318, 320,^ 330, see also 
Raoult's law 
nonideal, 330-37 
fugacity, 334 
heat change, 331 
volume change, 331, 
standard state for activity, 281, 351, 352 
for entropy, 180 
for heat content, 72 

-vapor equiMbria, ideal solutions, 321-23 
nonideal solutioiui. 881-34 



liter, 6 

-atmosphere, 11 

Lummer-Pringsheim, ratio of heat capaci- 
ties, 59 

Margules equation, 334, 336 

and activity coefficient, 370-72 
see also Buhem-Margules equation 
Maximum efficiency, heat engine, 138 
work, electrical, 45 
of expansion, 44-45 
and work function, 202 
Maxwell relations, 163, 211, 223 
Maxweil-^Boltzmann law, 100 
Mayer, mechanical equivalent of heat, 33 
Mechanical equivalent of heat, 33 
and heat capacities, 34 
Melting point, and pressure, 224, see also 
Freezing point 

Mercury, activity in amalgams, 369-70 
Meter, 6 

Methanol equilibrium, 304 
Milliliter, 6 

Mixing, entropy, gases, 150-51 
liquids, 348 
solids (solution), 199 
free energy, 375 
heat change, 318, 331, 375 
volume change, 318 
Mixtures, gases, ideal, 20, 261 
real, 30-31 
activities, 262-64 
adcfitive pressure law, 30 
additive volume law, 31 
fugacity, 261, 267-68 
liquids, ideal, 317, 318, 320, 330 
nonideai, 330-37 
partially miscible, 336-37 
MoM boiling point elevation, 344 
freezing point depression, M2 
Molality, 281 
and activity, 353-54 
and mole fraction, 281 
mean ionic, 379 
Mole, 8 
fraction, 20 
and molality, 283 
and molarity, 279 

Molecular weight, determination, 341-42, 
344 

Moment of inertia, diatomic molecules, 110 
and equilibrium constant, 312 
polyatomic molecules, 117 
Monatomic gas, electronic partition func- 
tion, 105-06 
entropy, 190-92 
heat capacities, 96 
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Morse equation, osmotic pressure, 376-77 

Kenist beat tbeorem, 17S 
Net work, 

in surface, 243 
Nitrogen, compresability, 21 
entropy determination, 
fugacity, 252, 258 
Joule-Thomson coefficient, 63 
inversion temperature, 173 
tetrojdde, dissociation, 2^ 

Nonideal solutions, 330-37 
vapor pressures, 331-33 
see aho RaoulVs law 
Nuclear spin, entropy, 194, 197 
partition function, 194 
quantum number, 109 

0|Msn systems, 213 
part of closed, 216 
Ortho and para states, 109 
of hydrogen. 111, 112 
Osmotic coefficient, 389 

and activity coefficient, 389-92 
and Debye-Htickel theory, 416-17 
and free25mg point, 392, 417 
and ionic strength, 417 
and vapor pressure, 390 
pressure, 372-74 
and activity, 373-74 
and vapor pressure, 373, 376 
Oxidation potentials, 471 
table, 479 

Oxidation-reduction electrodes, 464 
system, 463 

Oxygen, electrode potential, 477 
gas, fugacity, 255 
molecules, electronic states, 108 

Pardai molar, heat capacity and heat con- 
tent, see Heat capacity and Heat 
content 

free energy, see Chemical potential 
properties, 213-15, 427-58 
determination, 427, 428-33 
by apparent molar properties, 429 
direct method, 428 
general methods, 432 
intercept methods, 430-31, 432 
significance, 214-15, 427 
volume, see Volume 
pressures, 20, 30 
law of, '20 

specific properties, 433 
Partially miscible liquids, 336-37 
Partition function, 101 

electronic, 106-107, 108 


Partition function (Cont.) 
and caiergy, 101 
and entropy, 188-96 
and equilibrixim constant, 316-12 
and free energy, 209, 306-10 
and heat capacity, 102 
and relative heat content, 308-09 
rotational, 103, 110, 117 
translational, 103, 104 
vibrational, 103, 114, 118 
Path, thermodynamic, 37 
Pauling, bond energies, 90 
Perfect crystal, entropy, 178, 185, 196 
Perpetual motion, first kind, 34, 39 
second kind, 132 

Person, temperature and heat of reaction, 
78, see aho Kirchhoff 
Phase change, entropy change, 148 
free energy change, 299 
heat change, 76, 223, see aho Fusion, 
Vaporization, etc. 
equilibria, 222-47 
one-component, 222 
polycomponent, 237 
rule, 238-39 
space, 186 
surface, 241 
Planck constant, 104 
quantum theory, 99 
and third law of thermodynamics, 178 
-Boltzmann entropy equation ,184-85 
Polyatomic molecules, entropy and partition 
function, 192-96 
heat capacity, 96, 97, 116 
moments of inertia, 117 
rotational partition function, 117 
symmetry number, 117 
vibration frequencies, 118 
Potential, chemical, see Chemical potential 
electrode, 469-83 
oxidation, 471 
table, 479 
reduction, 472 
standard, 470-83 
applications, 478-83 
and entropy, 489, 492-93 
liquid-junction, 470, 474, 475 
Poynting equation, 236 
Pressure, critical, 23 
table, 602 
and E.M.F., 499 
in explosions, 88-80 
internal, 62 
law of additive, 30 
partial, 20, 30 
reduced, 25 

and solubility, 339, 349 
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Fremvm (Coat.) ■ 

, ' , .....and vapor, pressure, 235-36 
I^roba^ilty aad eatropy, 183^ 189 
lliermody^^ 187 

Pro©©®, irreversible and spoataaeous, 129- 
30 ,. 146 

reverdble, 41-“^ 
spontaneous and probability, 184 
thermodynamic conditions, 207-09 
Properties of system, extensive and inten- 
mve, 16 

Quanta, 99 

Quantum number, nuclear spin, 109 
rotational, 109 
theory, of energy, 99, 106 
of heat capacity, gases, 102-19 
solids, 121, 122 

Ramsay-Yotmg rule, 230-33 
Randall, see Lewis-Randall 
Eankine temperature scale, 5 
Raoult’s law, 317, 330, 338, 339, 357 
applicable to both constituents, 320-21 
deviations, 330-37, 352, 366 
and heat and volume changes, 331, 434 
and partial miscibility, 336 
and external pressure, 321 
and freezing point, 3^, 342 
and Henry's law, 338-40, 353 
and solvent in dilute solution, 338, 339 
Rational activity coeflScient, 353, 407 
Reaction, heat of, 68 

and bond energies, 90-92 
calculation, 89-92 
and conservation of energy, 71 
at wnstant pressure and volume, 70 
and heat content, 68, 70 
of formation, 74 
and pressure, 69, 160 
in solution, 69, 82 
standard state, 72 
and temperature, 77-82 
, free energy of, 283-84 ■ 
and direction, 285 
isotherm, 282-84, 301, 468 
kotopic exchange, 313 
rate, 286 

BeducM equation of state, 24-25, 27-29 ■ 
and faulty, 258 

and Joule-Thomson inversion tem- 
perature, 174 

pressure, temperature and volume, 25, 
29, 161 

Reduetkin potmtial, 472 
Reedi^ tiieorein, tfi 
Mdmmm 474, 475 


Reference (Cent.) 
state for activity, gas, 263, 264 
solute, 352-M 
for fugacity, 251, 262 
partial molar heat content in, 355-56 
for partial molar properties, 438 
Refrigeration engine or refrigerator, 134, 138 
coefiicient of performance, 139 
Relative partial molar heat content, 361, 
384, 386, 387, 438-54 
and activity coefficient, 384, 386, 
387, 446 
and 448 

and heat of dilution, 439, 441-42, 445 
and heat of solution, 439, 449 
Reversible adiabatic change, 55 
pressure and volume, 57 
temperature, 56 
work of expansion, 58 
ceils, 300-02, 462, see oZso Ceils 
chemical reactions, 273-82 
cycle, 135 

electrodes, 462-64, see also Electrodes 
expansion of gas, 41 
heat change in, 51 
maximum work, 44-45 
work of isothermal, 43-44 
heat engine, 133 

efficiency, 137, 140 
processes, 41-42 
entropy change, 144 
Rotation, internal, 119 
energy of, 119 
restricted, 119 
and entropy, 197 

Rotational energy, 96, 97, 98, 99, 103 
diatomic molecule, 110, 111 
entropy, 194-96 
heat capacity, 111, 112, 117 
partition function, 103 

diatomic molecule, 109-10, 194 
hydrogen, 111 
polyatomic molecule, 117 
quantum number, 109 

Sackur-Tetrode equation, lk> 

Sait bridge, 475 
Salting-out effect, 403 
term in Htickel equation, 419 
Second, 6 

Second law of thermodynamics, 129, 131, 

chloride electrode, 474 
Sodium cMoiide, activity coefficients, 386 
beat of dilution, 442 
Solid or solids, entropy, 178^, 182 
heat capacity, 120-25, 126 
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Solid, heat capacity (Cont.) 
classical theory, 120 
Debye theory, 122 
Einsteia theory, 121 
Kopp's rule, 126 
at low temperatures, 124 
random orientation in, 196 
solution, separation on freezing, 327, 342- 
43 

standard state, for activity, 281, 351 
for entropy, 180 
for heat content, 72 
Solubility, gas, ideal, 325-27 
and pressure, 339 
and temperature, 328-30 
product, 398, 415, 491 
and Debye-Hiickel theory, 415-16 
by electrode potential, 480 
and free energy of solution, 491 
small particles, 246-47 
solid, 327 
and pressure, 349 
and temperature, 328-30 
Solution or solutions, dilute, 279, 337-46 
boiling point, 343-44 
definition, 338 
freezing point, 340 
and Henry's law, 337-40 
and Raoult's law, 338-40 
solubility and temperature, 345 
gases in liquids, 325-27 
heat of, 82-84 

differential, 82, 345, 439, 449 
gai^, 326-27 
at infinite dilution, 490 
integral, 82, 439, 449 
table, 508 
solids, 330 
and solubility, 345 
homogeneous equilibria in, 278-81 
and temperature, 290 
liquid, ideal, 317, 318, .320, 330, see cdso 
Baoult's law 
nonideal, 330-37 
solid, 327 

and freezing point, 342-43 
Specific heat, 8, see also Heat capacity 
Spin, nuclear, quantum number, 109 
Spontaneous process, 129-30 
entropy change in, 146 
and probability, 184 
reversal of, 130-31 
thermodynamic conditions, 207-09 
Standard electrode potentials, 470-80, 489, 
492-93 

applications, 478-83 
determination, 474, 493 


Standai’d electrode potentials (Gout.) 
table, 479 

302, 393, 467, 469 
entropies, gases, 158, 198 
ions, 488-93 
liquids, 179, 180 
solids, 179, 180 
table, 505-438 

free energy of formation, 298 
of ions, 486-88 
tables, 299, 492, 505-08 
heat of formation, 72-74, 494 
of ions, 494-96 
tables, 73, 492, 505-08 
hydrogen electrode, 469 
states, for activity, choice of, 350--51 
gases, 262, 351 
ions, 378 

liquids, 269, 281, 317, 351 
solids, 281, 351 
solutes, 352-54 
for entropy, gases, 158, 181 
liquids, 180 
solids, 180 

and equilibrium constant, 276 
for heat of formation, 72 
and partial molar heat content, 355-56 
and reaction isotherm, 284 
and reference state for heat content, 438 
and van't Hoff equation, 289, 293 
State, corresponding, 25 
equations of, 15, 18-29 
reduced, 24-25, 27-29 
generalized, 26 
thermodynamic, 159-60 
macroscopic, 187 
microscopic, 187 
standard, see Standard 
thermodynamic, 14 
Statistical mechanics, 186 
treatment of entropy, 183-96 
weight factor, 100, 187 
for nuclear spin, 109 
for rotation, 109 

Statistics, classical and quantum, 188 
Steam point, 3 
Stirling approximation, 188 
Stoichiometric activity coefficient, 380, 412 
Sublimation, equilibrium, 233-34 
heat of, 233, 234 

Sulfuric acid, , solutions, heat 'capacity, 456- ■ 

57 ■ 

partial molar heat' content, 442, :443-44', 
and activity coefficient, 447 
Surface, chemical potential, 243^4 
' ' equilibrium condition, 2^ 
excess concentration, 242 
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Surface (Coat.) 
forces, 241 
free energy, 242 
'■pliase, 242:' 
teasion, ,243-46 ' 
change with concentration, 245 
see also Adsorption 

Symmetry number, diatomic molecules, 109, 
'312 

polyatomic molecules, 117, 196 
System, '14 , 

closed, 163, 204, 216, 237, 274 
heterogeneous and homogeneous, 14 
isolated, 14 

and first law of thermodynamics, 35 
open, 213, 216 

properties, extensive and intensive, 16 
and thermodynamic equilibrium, 16 
simple, 15 
state of, 14 

Temperature, absolute, 4-5 
characteristic (Debye), 122 
table, 124 
concept, 2 
eriticid, 22 
table, 502 

criticai sotution (consoiute), 337 
difference, 2 
equilibrium, 2, 3, 15 
-entropy diagram, 147 
explosion, 88-S9 
flame, 84-88 

Joule-Thomson inversion, 63, 173 

Kelvin, 139-40 

reduced, 25 

scales, 3-5, 139-40 

standard, 5 

Thallium, amalgams, activity, 363-67 
Thaiious chloride, activity coefficient, 399- 
400 

Thermal entropy, 194 
equilibrium, 2, 3, 15 
Thennochemical equations, 69, 71 
laws, .Hess, 72 . 

Lavoisier and Laplace, 71 
Thermochemistry, 68-92 
Thermodynamic or thermodynamics, change 
and process, 37 

conditions of equilibrium, 207-09 
of spontaneous process, 207-09 
equations of state, 159-60 
equilibrium, 15 
and properties of system, 16 
and spontaneous processes, 130 
firat law, 35, 37, 38, 68, 71, 72, 129, 202 
formulae, 210j'12 
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Thermodynamic or thennodynamics (Cont.) 
limitations, 1 
probability, 185, 187 
properties, 14-16 
complete differentials, 16-18 
reversibility, 41 
second law, 129, 131, 133 
scope, 1 
state, 14 

temperature scale, 139-40 
third law, 178, 185, 194 
tests, 181-83, 305-06 
variables, 14-16 
Thermometer, 3 
Thermometric scales, 3-5 
absolute, 4 
centigrade, 3 
ideal gas, 4 

Kelvin (thermodynamic), 5, 139-40 
practical, 5 
Eankine, 5 

Third law of thermodynamics, 178, 194 
tests of, 181-83, 305-06 
and probability, 185 

Thomson, see Kelvin and Joule-Thomson 
Thornton, heat of combustion, 89 
Throttled expansion, 60-61 
Transition, entropy of, 180, 180 
heat of, 77, 225 
point and pressure, 225 
Translational energy, 95, 99, 103 
heat capacity, 96, 105 
partition function, 103, 104-05 
Trouton’s rule, 232-33, 324 

XJnivariant system, equilibrium, 223 
polycomponent, 239 

Valence type and activity coefficient, 401, 
412, 413 

van der Waals constants, 22-25 
table, 23 
equation, 22-25 
and critical state, 22-23 
and fugacity, 254 

and heat capacity difierence, 164-65 
pressure effect, 169, 171 
and internal pressure, 62 
and Joule-Thomson coefficient, 67, 172 
inversion temperatuce, 175 
van Laar equation, 335, 336 
and activity, 371 

van^t Hoff, osmotic pressure equation, 377 
reaction isotherm, 282-84, 301, 468 

and direction of chemical change, 285 
and 468 
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van’t Hoff (Cent.) 

temperature-equilibrium constant equa- 
tion, 289 
-mtegration, 292 

Vapor-liqqid equaibria, 222™24, 226-33 
in mixtures, ideal, 322-23 
and temperature, 323 
nonideal, 331-33 
pressure, and activity, 356-58 
of electrolytes, 387-88, 390-92 
of ideal liquid mixtures, 317 
curves, 321 

maximum and minimum, 333 
of nonideal liquid mixtures, 330 
curves, 331^3 

and osmotic pressure, 373, 376 
of saturated solution, 241 
of small particles, 245-46 
and temperature, 226, 227, 323 
equations, 229-33 
and total pressure, 235-37 
Vaporization, entropy of, 148, 180 
equilibria, 226-33 

beat of, 76, 77, 226, 227, 228, 229, 230 
and boiling point elevation, 344 
and distillation, 324 
and gas solubility, 326-27 
ideal, 260, 268, 291, 318 
stable, 502 

and temperature, 79, 235, 362 
Vibrational energy, 96, 97, 98, 99, 103 
entropy, 193 

frequency, diatomic molecules, 114 
polyatomic molecules, 118 
beat capacity, gas, 114, 115, 118 
soKd, 120, 121, 122 
partition function, 103, 113, 118 
Volt. 7 

Volume, a$>parent molar, 429, 437 
of electrolytes, 437 
critical, 23 


Volume (C3ont.) 
law of additive, 31 

partial molar, 372-73, 427, 429, 433-37 
of electrolytes, 435-36 
reduced, 25 

Water, boiling point, 3 
dissociation constant, 483-84 
entropy of vapor, 197 
freezing point, 3 

-gas equilibrium and pressure, 287-88 
heat capacity of vapor, 118 
ionic product, 483-84 
molal ionization product, 485 

Work, in Carnot cycle, 136 
definition, 5 
electrical, and beat, 9 
and energy, 6 
change, ^ 
of expansion, 10 
and beat of reaction, 70 
function, 201 

change in isothermal change, 205 
and equilibrium condition, 208 
and maximum work, 202 
and partition function, 210 
relationships, 203 
and heat, 10 

conversion, 129, 130, 131, 133 
in cycle, 39 

dependence on path, 39 
not properties of system, 40 
maximum, in reversible process, 44-46 
and work function, 202 
sign, convention, 38 

Zero, al^lute, 5 

entropy of solid at, 178, 181, 183 
heat capacity of solid at, 121, 124 
unattainability of, 139 
-point energy, 100, 113 



TABiE CONSTANTS, ANO FOBliyiAS 


Volume and Weiglii 

„ I U. , S. gallon^ 834 lbs x Sp Gr 
! U. S. gallo!S=0,84 Imperial gallon 
i cu ft of liquid— 7.48 gal 
i cu ft of iiquid=62.321bsxSp Gr 
Specific gravity of sea water— 1.025 
to 1.03 

1 cu meter= 264.5 gal 
1 barrel (oil)=42 gal 


Power anti Torque 

1 horsepower— 550 ft-lb per sec 

33,000 ft-ib per min 
, . = 2545 btuperhr^: ' 
=745.7 watts 
=0.7457 kilowatts 

bh — 8pm X Head in feet x Sp Gr. 
3960 X efficiency 


Capacity and Velocity 
1 gpm=449 cu ft per sec 


gpm= 


ibs per hour 
500 xSp. Gr. 


gpm=0.069x.boi}er Hp 
gpm=0.7 X bbl/hour=0.0292 
bbl/day 

gpm=0.227 metric tons per hour 
1 mgd= 694.5 gpm. 
y -.8pntx 0.321 „ gpm X 0.409 
,arealir's^'in' ^ .. ,, , 02 

v=v5gH' 


gpm= gallons per minute 
Sp Gr= specific gravity based 
on water at 62^F 
Hp= horsepower 
bbl= barrel (oil)=42 gal 
mgd= million gallons per day 
of 24 hours 
V= velocity in ft/sec 
D= diameter in inches 
g= 32. 16 ft/sec/sec 
H=headinfeet 


. Head 


Head in psix2.31 


Head in. feet = 

Sp Gr 

1 foot water fcold, fresh)= 1 .133 
inches of mercury 
I p$i= 0.0703 kilograms per sq 
centimeter 

i psi= 0.068 atmosphere 

psi= pounds per square inch 


gpmxHeadinpsi 

onp=' 

1 7 14 X efficiency 

Torque in lbs feet=SE^^S 
rpm 

bhp= brake horsepower 
rpm= revolutions per minute 


Misceiianeoue Centrifugal Pump 
Formulas 



where H=head per stage in feet 
Diameter of impeller in ' 

i„ches=d=i§f0i^j^ 

rpm 

where Ku is a constant varying with 
impeller type and design. Use H at 
shut-off (zero capacity) and Ku is 
approx. 1.0 

At constant speed : 

ik . -^bhpi 

.'dg , gpmf ■ , y^B^2 ' ^ ■ 

At constant impeller diameter 

■ rp»Pl VHl „ lyBhpi 

rpmg gpmz ^Bhp2 


TABLE kA MEASUREMENT COHVERSION 


14.7 pound* fiwelr. 39J4W Jnwyelwifhtof 

14.223 pound* (RuioiwJ red ray <rf cadmiura 

2S4nidlinM!ters 


Bitt (Mtitk 7hirmaiUmt)T}Z footpound* 
0.2930 Wktt hour 
0.252' eatorie 


KHtHOinun 2.204« pound* 

31274 ou nce* 
1343Z3« ftratn* 
0.0011 ton 


ealMto i kifotnun of wster ratscu 

1 degrae Centigrade 
3.97 BW 


' PoRfHl AvMlwtNiMdn..... . Id ounces 

" 7,OOOg*aS«» 

454 gmn» 

0.454 kilotrain' 
14.58 troy ounce* 


Contar* (mpurt meter ), ntpttte feet 


por t<t in J^3} feet heuu of water at 

i.OOspgr 

Oi.0703 kilogram per *4 
centimeter 


Ciievnl {Ftaeckhp-^} 0.98d bowepower 


Pmnm pw S 4 n. 4.88 kilogram per squara 

meter 


Cubic Femt 1-728 cubic iixto 

7.4SsRiloii» 
do plot* ■ 

8/10 bushel 
<a.32 lbs wftter <fi2*Pi 
ljWO.ottiKiet of wwer, HWownt*— 
.'WHSro*. , ■ ■ 

0.flC8 cubic meter 
21.52 liter* 


...|.34hor«Mwer 
44J57 ft » per mmute 
3d.87 But p« mmute 


mwnni Centimeter .0.133 square inch 


...ld.39 cubic oentimeter* i4XXl027 cubic tkeimclM 

..JO.W cuoic oemuacten 

0.2d4gaHoa 


dl4)S cubic t wrfm ’fl^|lHle iiicb 6.452 square cniiunetera* 

.035 cubic feet 
33 JI47 Rukl ounces 

270.518 fluid drams * 

Square KHemetef .0.386 square mile 


Liter per Seeend Z12 cu lt per minute iSquere meter ,'emwrr; 

0.474 U.sCOal per nrt* 1.196 square yard 


Meter. 39.37 incfacs 

3.28 feet 
1.09 yards 


reet Seuiid 0.13«4 kUognumneier 


...231 cubic inches 
4 quarts 
8 pint* 

3.785 liUati 
128 fluid ounce* 

8.33 pound* of water 


...03»1 hich 
25.4 microns 
0.0254 miUimeter 


CeileR per Minute. 4W cubic feet per seoood 

0Jl27 metric tons per hour Mile • I760yaids 

32»fcet 
1.61 kilometer* 

SaBOir (tbrUiik (mperieii) 277.3 cubic inches 
1.201 U. S. gallon* 

10 lbs water at 15*C. 

4.546 liters Ounce .437,3 grains 

0.911 troyouncei 
28J5g«m 


...15.43 grains 
041333 ounce 
04)022 pound 


Square MUe 640 acres 

34)97,600 squam yards 
2.59 square kikmiMstcrs 


Square MHUmeter 0.00155 souare inch 


Square Yard 0.836 square meicr 


a fsAori^.... 


•.2Ji40 pounch 
1.016 kilograms 
270 gallons 


Ten per Hour {metrk) 4.4 gailons per minute 


Herwmnuier.... ,...33.00aft Ibperminute ■ - 

42.41 Btu per minute Oonee ffine) ....Troy ounce 

1,014 cheval 480 grains 

746watts 3U04g»ms 




